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CHARTER 
OF 


THE NATIONAL ASSOCIATION OF CEMENT USERS. 


KNOW ALL MEN BY THESE PRESENTS, That we, the under- 
signed, all of whom are citizens of the United States, and a majority of 
whom are residents of the District of Columbia, have associated our- 
selves together for the purpose hereinafter set forth and desiring that 
we may be incorporated as an Association under sub-chapter three (3) of 
the Incorporation Laws of the District of Columbia, as provided in the 
Code of Law of the District of Columbia, enacted by Congress and ap- 
proved by the President of the United States, do hereby certify: 

1, Name. The name of the proposed corporation is “The National 
Association of Cement Users.” 

2. Term of Existence. The existence of the said corporation shall 
be perpetual. 

3. Objects. The particular business and objects of the said corpora- 
tion shall be to disseminate information and experience upon and to 
promote the best methods to be employed in the various uses of cement by 
means of convention, the reading and discussion of papers upon materials 
of a cement nature and their uses, by social and friendly intercourse at 
such conventions, the exhibition and study of materials, machinery and 
methods and to circulate among its members by means of publications the 
information thus obtained. 

4. Incorporators, ‘The number of its managers for the first year 
shall be fifteen. 

Ia Witness Whereof, we have hereunto set our hands and seals this 
fourteenth day of December, A. D. 1906. 


RICHARD L. HUMPHREY, (SEAL) 
JOHN STEPHEN SEWELL, (SEAL) 
S) SL VOORHEES: (Sear) 


Orrice of RecorperR oF DEEDs, 
District oF CoLuUMBIA. 
This is to certify that the foregoing is a true and verified copy of a 
Certificate of Incorporation, and of the whole of such Certificate as re- 
ceived for record in this office at 9:49 A. M., the 19th day of December, 
A. D. 1906. 
In testimony whereof I have hereunto set my hand and affixed the 
seal of this office, this 20th day cf December, A. D. 1906. 
(Signed) R. W. DUTTON, 
Deputy Recorder of Deeds, 
District of Columbia. 
(SEAL) 
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BY-LAWS 
OF 


THE NATIONAL ASSOCIATION OF CEMENT USERS. 


ROTC ENO: 
MEMBERS. 


SECTION I. Any company or persons engaged in the con- 
struction or maintenance of work in which cement is used, or 
qualified by business relations or practical experience to co-oper- 
ate in the purposes of this Association, or engaged in the manu- 
facture or sale of machinery or supplies for cement users, or a 
man who has attained eminence in the field of engineering, archi- 
tecture or applied science, is eligible for membership. 

Sec. 2. A company shall be treated as a single member and 
allowed but one vote. 

Sec. 3. Any member contributing annually twenty or more 
dollars in addition to the regular dues shall be designated and 
listed as a Contributing Member. 

Sec. 4. Application for membership shall be made to the 
Secretary on a form prescribed by the Executive Board. The 
Secretary shall submit monthly to each member of the Executive 
Board for letter ballot a list of all applications for membership 
on hand at that time with a statement of the qualifications, and 
a two-thirds majority of the members of the Executive Board 
shall be necessary to an election. 

Sec. 5. Resignations from membership must be presented 
in writing to the Secretary within thirty days after the close of 


the fiscal year and shall be acceptable provided the dues are paid 
for that year, 
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By-Laws. II 


ARTICLE II. 
OFFICERS. 


SEcTION I. The officers shall be the President, the Vice- 
Presidents, the Secretary and the Treasurer, who, together with 
the five latest living Past-Presidents, shall constitute the Execu- 
tive Board. Vacancies occurring during the year shall be filled 
by the Executive Board. 

Sec. 2. The Elective Members of the Executive Board con- 
sisting of the President, the First, the Second, the Third and the 
Fourth Vice-Presidents, shall be elected annually by ballot at the 
convention at a business session fixed by the Executive Board 
and shall hold office until their successors shall qualify. 

Sec. 3. The Elective Members of the Executive Board shall 
appoint the Secretary and the Treasurer; they shall create such 
special committees as may be deemed desirable for the purpose 
of preparing recommended standards concerning the proper use 
of cement for consideration by the Association, and shall appoint 
a chairman for each committee who shall be a Vice-President of 
the Association. Four additional members on each special com- 
mittee shall be appointed by the President, in consultation with 
the Chairman. 

Sec. 4. It shall be the duty of the Executive Board to audit 
the accounts of the Secretary and the Treasurer before each 
annual convention. 

Sec. 5. The Executive Board shall appoint a Committee on 
Nomination of Officers and a Committee on Resolutions, to be 
announced by the President at the first regular session of the 
annual convention. 

Sec. 6. There shall be an Executive Committee of the Execu- 
tive Board consisting of the President, the Secretary, the Treas- 
urer and two of its members, appointed by the Executive Board. 

Sec. 7. The Executive Committee shall manage the affairs 
of the Association during the interim between the meetings of 
the Executive Board. 

Sec. 8. The President shall have general supervision of the 
affairs of the Association. He shall preside at the Annual Con- 
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vention, at the meetings of the Executive Board and the Execu- 
tive Committee, and shall be ex-officio member of all committees. 

The Vice-Presidents in order of seniority shall discharge 
the duties of the President in his absence. 

Sec. 9. The Secretary shall perform such duties and furnish 
such bond as may be determined by the Executive Board. 

Sec. 10. The Treasurer shall be the custodian of the funds 
of the Association and shall disburse the same in the manner 
prescribed by the Executive Board. He shall furnish bond in 
such sum as the Executive Board may determine. 

Sec. 11. The Secretary and the Treasurer shall receive such 
salaries as may be fixed by the Executive Board. 


Articie III, 
MEETINGS. 


Section 1. The Association shall meet annually. The time 
and place shall be fixed by the Executive Board and notice of 
this action shall be mailed to all members at least thirty days 
previous to the date of the Convention. 

Sec. 2. The Executive Board shall meet during the Conven- 
tion at which it was elected, effect organization, and transact 
such business as may be necessary. 

Sec. 3. The Executive Board shall meet at least twice each 
year. The time and place to be fixed by the Executive Com- 
mittee. 

Articte IV. 
DUES. 


Section 1. The fiscal year shall commence on the first of 
July and all dues shail be payable in advance. 

Sec. 2. The annual dues of each member shall be five dol- 
lars ($5.00). 

Sec. 3. A member whose dues remain unpaid for a period of 
one year shall forfeit the privilege of membership and shall be 
officially notified to this effect by the Secretary, and if these dues 
are not paid within thirty days thereafter his name shall be: 
stricken from the list of members. Members may be reinstated 


upon the payment of all charges upon the books of the Associa- 
tion, 
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ARTICLE \V. 


o 


STANDARD SPECIFICATIONS. 


SECTION I. Proposed Standard Specifications to be sub- 
mitted to the Association must be mailed to the members at least 
thirty days prior to the Annual Convention, and as there amended 
and approved, passed to letter ballot, which shall be canvassed 
within sixty days thereafter, such specifications shall be consid- 
ered adopted unless at least ten per cent. of the total membership 
shall vote in the negative. 


ArTICLE VI. 
AMENDMENT. 


Section 1. Amendments to these By-Laws, ‘signed by at 
least three members, must be presented in writing to the Execu- 
tive Board prior to November ist and shall be printed in the’ 
notice of the annual convention. These amendments may be 
discussed and amended at the annual convention and passed to 
letter ballot by a two-thirds vote of those present. Two-thirds 
of the votes cast by letter ballot shall be necessary for their 
adoption. 


° 


SUMMARY OF THE PROCEEDINGS OF THE SIXTH 
ANNUAL CONVENTION. 


Monpay, FEBRUARY 21, I910, 3.00 P. M. 


Meeting of Section on Roadways, Sidewalks and Floors. 

President Humphrey in the Chair. 

This meeting was devoted to a topical discussion covering 
the preparation of materials, laying, joints, dusting, etc. 


First Session—Monpay, FEBRUARY 21, I9I0, 8.00 P. M. 


The Convention was called to order by President Richard L. 
* Humphrey. 

An address of welcome to the City of Chicago was delivered 
by George M. Bagby, Assistant Corporation Counsel, on behalf 
of the Mayor of Chicago, the Honorable Fred A. Busse, as fol- 
lows: 


Mr. President and Honored Guests: I deem it a great privilege and 
honor to have the opportunity of representing his Honor, the Mayor, on 
this occasion, and in his name extending a miost cordial welcome to busi- 
mess men representing not alone every section of our. own great country, 
but I may say of the world; for I have been advised that there are 
delegates here who are non-residents of America. 

The City of Chicago is annually the scene of conventions representing 
interests as diversified as those in which human activity is engaged or 
human effort is employed; but there is none to which this administration 
is more gratified to extend a welcome, than those representative of the 
business interests. 

Chicago is essentially the product of the activity, alertness, energy 
and industry of its business men, and to them is justly attributable its 
wonderful growth and marvelous progress within comparatively recent 
years. The present administration of the city prides itself upon being a 
distinctively business administration. It has endeavored to employ the 
same accepted business methods in the administration of public affairs as 
those which have secured success in private affairs. The adoption of these 
methods in the conduct of public business involved a radical change from: 
the methods that formerly obtained—and the many beneficiaries of the 
latter, together with their friends, have not always viewed the change with 
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equanimity, or placidity of temper. In some instances, reputable citizens, 
those whose voice and influence should be always on the side of public 
good, have not scrupled to criticise, and even denounce, that which they 
did not fully understand. We invite impartial investigation, feeling con- 
fident that when our good people are fully informed their verdict will be 
favorable to the administration which is being administered with the 
greatest economy consistent with efficiency, and from whose disbursements 
the public receives the greatest possible return. 

In the past the people of this great city have devoted themselves so 
exclusively to the material development of themselves and the city, that 
very little heed has been given the city’s beautification. It has been 
reliably stated that no investment of the municipality of Paris, France, 
has given such generous returns as the money expended in the city’s 
adornment and embellishment. Its beautification annually attracts trav- 
elers from every quarter of the globe. It has made it the Mecca alike of 
those traveling for pleasure or business. This influx of visitors forms a 
ceaseless stream, every flowing toward and into the matchless city of the 
French. Business is thereby given an impetus and commercial activity is 
the order of every day. It is immune from those periods of business 
stagnation incident to almost every other city of the world; and this 
exemption is solely due to the fascination and attraction of its urban 
beauty. 

Chicago has taken counsel of these things and has in contemplation 
the beautification of this great city. It contemplates the building of a 
connecting link of boulevards upon the street immediately east of Michigan 
Avenue, which will perfect a circle of parks and boulevards of the city. 
It has tentative propositions submitted looking to the subwaying of the 
downtown, or what is locally known as the “Loop” district, the primary 
object of which is to relieve the congestion upon the street surface and 
thus expedite and facilitate the transaction of business. The proper 
adornment of Grant Park on our immediate east is also engaging our most 
earnest thought, while a recent special session of the Legislature passed 
an act providing for an island in Lake Michigan just east of Grant Park 
as a proper location for the great museum, the munificent gift to Chicago 
by its great merchant prince, Marshall Field. These are but a very few 
of the important things Chicago has in view. Into their construction and 
‘completion, the commodity in the interest of which you are convened, 
must of necessity enter very largely; therefore, your meeting here, at this 
time, is indeed opportune. 

And now, on behalf of the City of Chicago, and in the name of its 
Mayor, I again extend you a most cordial welcome, hoping that your visit 
here will prove, individually and collectively, beneficial and profitable to 
you all, and that when you return to your respective homes it will be with 
pleasant recollections of your sojourn in our midst and with a firm con- 
viction that Chicago has a hospitable citizenship and is the premier con- 
vention city of the world. 
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In response to this welcome, President Humphrey expressed 
the appreciation of the Association in being able to again convene 
in the City of Chicago, and commented upon the remarkable 
advance in the use of concrete in that city. 

President Humphrey then introduced Christian C. Kohlsaat, 
Judge of the United States Circuit Court of the Seventh District 
and President of the Lewis Institute, who extended a welcome on 
behalf of the educational institutions of Chicago; 


Mr. President and Gentlemen: In assuming to represent the cause 
of education in connection with the sentiment assigned me, I own up to a 
consciousness of presumption on my part, since my vocation as a practical 
educator rests in disposition, rather than in experience. 

Something more than twenty years ago, Allen C. Lewis, then a citizen 
of Chicago, departed this life. By his will, the sum of $550,000 was set 
apart for the establishment of a polytechnic school. That amount seemed 
adequate for the purpose of those days; now we could hardly build one 
wing of such an institution for that sum. The fund was nursed until 
about twelve years ago, when it had been increased by wise management to 
the sum of about $1,400,000. Land was then procured and a building 
erected. That was Lewis Institute. From time to time additional build- 
ings and improvements have been added, until now we have a plant valued 
at one-half a million dollars; a teaching force of almost a hundred, and an 
attendance exceeding 2,600 young men and women. 

My connection with the financial management of this great school is 
the only justification I can adduce for my temerity in speaking for 
education. 

Last Saturday evening, in company with my wife, I visited your 
exposition at the Coliseum. We tramped up and down the aisles, seeking 
for some extraordinary display of your art. We found a few blocks, 
some columns, monuments, and other modest constructions—among them 
the cement sarcophagus, but took on disappointment at the meager display 
—judged from a lawyer’s standpoint. Instead of things of beauty for the 
eye, we were beset by the bewildering din of the machinery. Then it 
occurred to me that you had gone beyond the point of showing what you ° 
could do. You have reached the point of showing how to do it. You were 
seeking for and disclosing the means rather than the result. It then became 
clear to me that you had so far conquered obstacles as to confidently claim 
that you had an article which could and in time would displace the present 
and past construction materials. To that proposition I am fully converted. 
Life’s greatest lesson is to learn how to do things. To translate knowledge 
into works, is the crying demand of present-day education. In this respect, 
most of our schools have been remiss. Hands should be given to thought. 
The minds of school children might better be led toward the earth than 
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toward the clouds. Educationally, doing is the apotheosis of thinking. Men 
of action like yourselves should, in some way, bring your experience to 
the aid of those who are teaching. 

There are in Lewis Institute something over 1,200 boys and girls who 
are learning to do things. We deem it the most important part of our 
work. Recently, we have inaugurated a scheme whereby the boys from 
the various factories can secure educational privileges. The employers 
have heartily co-operated with the school. The boys are allowed to spend 
each alternate week in the school, while their wages are kept up as though 
they were at the shop. In addition, the employers have paid the required 
tuition. If school duties are neglected, these wages of the boys are 
docked. The result has been very satisfactory. One of our prominent 
and public-spirited citizens has become greatly interested in the plan, Mr. 
La Verne Noyes, and has offered to pay the tuition of boys who wish to 
attend school and cannot afford to pay, up to the number of 200. This 
would require a very large sum of money. Thus, the boys are earning 
money for the home people, while at the same time they are training their 
faculties and their hands. What a world of opportunity such a provision 
affords! It is proposed that the girls, too, shall have their chance to 
make a practical application of what they are taught. What a helpless lot 
of housekeepers are sent into the world every year, to care for the wage- 
earners and their children! It seems appalling that so many women 
enter upon the wifely duties without any reasonable preparation for the 
arduous life. No knowledge of hygienic cooking; no skill in managing 
or sewing or making the best of life. How much of the misery—yes, the 
mortality of humanity is chargeable to ignorance in the matter of pre- 
paring food. The waste cannot be estimated. Surely, the major part of 
the food people eat is made injurious by the cooking. So we wish the 
girls to put their knowledge of science to practical cooking, clever sewing, 
and sane housekeeping. The moral of it all to you men is that you should 
become or cause to be produced centers of thinking and doing in your 
several localities. You cannot ignore this duty and be guiltless. 

To my mind cement is coming; it is the one thing in building material 
that is growing beyond every other. It holds out great inducement to 
capital and skill—business and technical. I doubt if there be any other 
line of business which will attract and require skilled young men to as 
great an extent as will yours in the near future. Will you not give this 
matter your thoughtful attention? Lend your hearty support to every 
effort looking.to the establishment of means for the head and hand educa- 
tion of the young. You will reap a rich harvest. The work is great and 
demands your best attention. 

Like my friend here, I do not feel like letting the occasion go without 
calling your attention to Chicago. You probably have heard the subject 
mentioned before. Its betterment and beautification are upon the hearts 
of many of our citizens. One can nardly fail to note among its defects the 
character of its buildings. Were one to go up in a balloon and take a 
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bird’s-eye view down upon our streets, he would be reminded of the tooth 
lines of a five-year-old boy—some vacant places, some stumps, some fangs 
stabbing the air, and all broken and uneven. Here and there a twenty toms 
twenty-five-story building with a whole village of tenants—a very Tower 
of Babel, whereby the builders have far outstripped the Babel of old, and 
have succeeded in laying hold of their god—money. Others have been 
content to build modestly. What will be the solvent which shall, as with 
a magic wand reduce this ragged line to symmetry and beauty? I think 
it will in a large measure be cement. Chicago must one day be beautiful 
as it will be great. You will, I am sure, do your share. 

It is not long ago—one hundred and twenty years ago—there was a 
great battle fought down near Fort Wayne. Old Mad Anthony Wayne 
was the man who led the troops in that battle. He was the third one that 
General Washington had sent out to take care of the Indians. The others 
with their armies had been annihilated, practically. But Mad Anthony 
Wayne was not that kind. The old Indian chief said to his braves, “Be 
careful. Don’t attack. This man fights. He never sleeps.’ But they 
tried it and he wiped them off the battlefield with such vigor that they 
were glad to make a compromise—glad to make treaties—glad to surrender. 
The result of that was, among other things, that a tract of land upon 
which this building stands, six miles square, at the mouth of the river, 
was ceded to the United States. 

Now it is only one hundred and twenty years ago that we bought this 
by a bloody victory over the Indians. I have been here long enough to 
see the old frame buildings and the up-and-down sidewalks give way to 
level sidewalks and modern buildings, and these give way to the Great 
Fire, and the Great Fire give way to these palaces. This city has grown 
—grown wonderfully. And, gentlemen of the cement trade, this city will 
be your Mecca, because it will demand your services and your products. 
To my mind there is nothing that will fairly compete with you in building 
up cities. We hope to see your work carried to its best results right here 
in Chicago. We will give you a hearty welcome, and if you will help 
make Chicago look better and be better, we will welcome you every year 
that you choose to hold a convention here. 


The President: 


I think Judge Kohlsaat has touched upon one of the vital points of 
the cement industry when he refers to the necessity of training people to 
do things properly. In an industry as young as this there could be no 
more effective help given than to so train the men who actually do the 
work, that they can do it properly. I had hoped the Judge would say that 
in the school he has so well described there would be formed a department 
for the cement user, where one would go and learn how to do work 
properly. 

I feel quite sure that we will sometime come back and see the beau- 
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tiful city of Chicago, which perhaps some of us may assist to create. I 
think this gives us a helpful thought for which we are thankful, and I 
wish to thank Judge Kohlsaat on behalf of the Association for his very 
interesting address. 

There are a great many men in the city of Chicago who have been 
identified with important works and I want to introduce to you one of 
these, Mr. John M. Ewen, who is to speak to us on behalf of the engin- 
eering and contracting interests. 


Mr. John M. Ewen: 


Mr. President and Members of the National Association of Cement 
Users: When I was asked a few weeks ago to address you, I endeavored 
to ascertain upon what particular phase of concrete construction I was 
expected to talk, and having failed to receive any suggestion that might 
help me, I decided on my own initiative to touch upon two phases of the 
subject, the first one along the line of improvement and invention and the 
second one along the line of caution. 

The first phase upon which I wish to dwell is one that I hope may 
lead to improvements in methods of construction and perhaps to inven- 
tion. I speak from practical experience, as I have constructed a number 
of large concrete buildings. Ten years ago I was employed by one ot the 
largest construction companies of America to make a report to them 
upon this new method of constructing buildings of concrete that we were 
all at that time hearing so much about. I found that at that time, as you 
all are aware, there was very little actual work executed in heavy rein- 
forced concrete construction, so that I was forced to devote myself very 
largely to theory. I spent several months studying the subject and confess I 
became somewhat prejudiced against it, though I endeavored to keep an 
open mind and be fair to all of the interests concerned. I had never, up 
to that time, had to do with any reinforced concrete structures, so that in 
order to see what had been done I visited a number of cities of the country 
not farther west than St. Louis and gathered from all of these sources as 
much information as I could get. In Chicago, for instance, I found but 
a few of the important architects and engineers who would talk upon the 
subject at all and, while they generally approved of concrete construction, 
each feared to be the first to venture in the actual use of it for large build- 
ings. While I found that the same fecling prevailed in other cities, I also 
found that the general sentiment was more favorable, for the reason, I 
believe, that the work was not so heavy, the buildings not so large. 

I finally completed my report, embodying in my recommendation that 
concrete construction had come to stay. I believed in it thoroughly and 
urged in the strongest manner that the company, to keep abreast of the 
times, should adopt this method of construction in their building work. 
This, I am glad to say, was followed out, and to-day this company is 


doing its share of this class of work. 
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I have derived during the last few days a great deal of pleasure and 
benefit in the visits that I have paid to the exposition that is now on here 
in Chicago, and could not help but be struck by the great strides that have 
taken place during the past ten years. The character of the exhibits, the 
character of the machinery and the design of the excellent mixers are all 
of a higher grade than even of a few years ago. This advance in the art 
is bound to continue year after year. We are but on the threshold, and 
I predict that in another ten years we will look back upon the appliances 
of to-day and wonder that we could ever have used them, much as we look 
back upon the locomotive of earlier construction and wonder. 

I do not believe that the lines upon which we are working in rein- 
forced concrete construction for buildings are along the right direction. 
We are following the methods peculiar to steel construction too closely. 
Our monolithic floors are so designed that the strains follow the lines 
of the reinforced bars exactly as they do in the case of steel construction. 
A monolith of concrete should act as a monolith of stone. If constructron 
made of concrete could be so reinforced with steel or other material that 
the strains in the monolith could be made to go in every direction to the 
bearings, I believe we would have an ideal method of construction for both 
economy and strength. To illustrate: If we should use a 6-in. steel slab, 
2o ft. square, and place it upon four walls, the strains from the load super- 
imposed would travel in every direction to these four walls. The strains 
would not act as they do in present reinforced work along the direction of 
the rods to the girders and then through the girders to the columns, but 
would travel directly in all directions to the bearings. Of course we 
cannot afford 6-in. steel slabs, and we know if we build concrete slabs of 
that thickness without reinforcement that they will not hold up. There- 
fore we place in these concrete slabs reinforcement in the shape of bars, 
a few inches apart, and carry the loads in the same direction that we do by 
the use of beams in the ordinary tile construction when if the reinforcing 
bars were so small, or of the same homogeneous texture as the concrete 
itself, we would carry the loads to the bearings in every direction. The 
nearest example that I can think of to illustrate is the introduction of a 


carpet of finely-meshed metal into the soffits of the slabs either by 


mechanical means or by electro deposits. At the present time this seems 


impossible and it may never be worked out, but improvement along the 
lines of my suggestion I firmly believe will be adopted in the near future. 
It is diffcult to express my suggestions without drawings and illustrations, 
but I believe that those of you who are actually engaged in this work 


will understand what I am trying to convey and that work will be done 


along the lines I have suggested. This will simplify, if not entirely 


eliminate the very clumsy, expensive system that we now have for center- 
ing and for forms. 

I do not believe it is necessary for me to emphasize the necessity 
for care that must be taken to prevent accidents, for I think the art has 
been so far developed that the chances taken are greatly reduced. But 
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do not forget that one accident is not only very damaging to the con- 
tractor interested, but is very damaging to the entire business. 

Touching upon the second phase of my talk to you this afternoon, 
that of caution, it has been my duty a number of times to examine 
and make reports upon the business of companies engaged in concrete 
construction, and especially the business of those engaged in making con- 
crete to imitate stone. The experience that I have obtained in doing this 
work I hope will be of benefit to those of you who are engaged in the 
development of the concrete business. 

The companies in question became involved in financial difficulties, 
I believe, for the direct reason that they endeavored to execute architec- 
tural exterior work to compete with terra cotta, granite and stone, thereby 
deliberately setting for themselves a task most difficult to achieve. They 
made contracts to manufacture and set in place the concrete material in 
the same manner that a.stone contractor would set his materials, and 
promised that their concrete would be equal to the material with which 
they were competing. They placed themselves in the position of inviting 
hypercritical criticism which is, as many of you know, almost fatal in 
construction work. 

The art is new. There has been very little of the work done that is 
older than ten or fifteen years. The architects are forced into the position 
where they must be very careful in order to protect the interests of their 
clients, more careful than they would be if the material that was being 
used were stone or granite. The result in many cases has been that a 
great deal of the work that was projected had to be done all over again 
at great cost, or perhaps the whole contract was canceled, thereby causing 
great loss to the manufacturer. 

My recommendation is that all companies doing work of this nature 
should first manufacture wholly standard stock material such as steps, 
curbs, copings, lintels, etc.; material that can be distributed among the 
building material dealers and which can be sold from stock; material that 
contractors can examine and buy; material that is not designed to follow 
architectural details; material that does not appeal to the artistic sense. 
Thus all unfair criticisms will be avoided and it will be possible to do a 
good business and to hold good customers with an increasing demand. 

If such companies desire to become more ambitious and to imitate 
stone work as designed by architects, they can do so out of the earnings 
of the other business and not take the chances of having condemned work 
wreck them. 

I do not believe that there has ever been an industry that has been 
so “knocked” as the concrete industry. It therefore behooves all those 
engaged in it to be sure that whatever they sell shall satisfy the purchaser, 
for if it does not do so that particular manufacturer is seriously injured 
and the whole concrete industry receives a blow. You are all familiar 
with the many publications distributed throughout the country, containing 
photographs of concrete buildings that have collapsed. Some of these 
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accidents have been very serious and great pains have been taken to 
publish broadcast the details, all for the purpose of hurting the business. 
I believe that we have happily passed beyond the period where important 
concrete work is entrusted to inferior builders who know very little about 
the subject, and that the work now and in the future will be handled by 
those experienced in the business. The companies engaged in concrete 
work are making good every time. For every dollar received they give a 
dollar’s worth, and their customers are satisfied and want more. If this 
program can be carried out every time, we will soon see the last of the 
“Knockers.” 

I want to congratulate the Association upon the splendid exhibition 
here in Chicago, one of the most interesting I have ever attended. I also want 
to congratulate the city of Chicago that it has an opportunity to see what 
you are doing. This exhibition will do more towards educating the public 
that concrete has come to stay and is a fixture in our construction work in 
this country than anything else could do. The future for concrete is a 
brilliant one, and it behooves us all to guard it and watch it carefully, and 
so far as we can to permit no one to do any but good work. 

I thank you. 


The President: 


Mr. Ewen has touched some vital points, points which this Association 
stands for. During the five years of existence of this Association I think it 
can be truthfully said that one of its fundamental objects has been to pro- 
mote the proper use of cement by trying to instill into the minds of those 
who are using it a thorough and intelligent knowledge of how it should 
be used. I think the statement coming from a man of Mr. Ewen’s standing 
that “we have passed the period where stories circulated for the purpose 
of discrediting concrete cease to do harm,” touches a notable period in 
the concrete industry. There is no doubt that concrete is here to stay. 

I am quite sure that we were all interested in Mr. Ewen’s remarks and 
am certain that I voice the sentiments of the Association when I convey 
to him our appreciation and thanks. 

The Assocation has been highly honored by the gentlemen who have 
come here this evening to formally welcome us to the city of Chicago, 
and I feel that the Convention will join me in extending to them a vote 
of thanks for their kindness, Mr. Bagby, the representative of the city of 
Chicago, Judge Kohlsaat and Mr. Ewen. 


The following papers were then read and discussed: 
“The Development of Concrete Road Construction,” 
Fred R. Charles. 
“The Use and Cost of Concrete Blocks in Roadway Con- 
struction,” George C, Wright, 
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The report of the Committee on Roadways, Sidewalks and 
Floors was then presented by the Chairman, C. W. Boynton, em- 
bodying the following: 


(a) Proposed Standard Specifications for Concrete 
Roadways. 

(b) Proposed Standard Specifications for Portland 
Cement Curb and Gutter. 

(¢) Proposed Revision of the Standard Specifications 
for Portland Cement Sidewalks. 


The Proposed Revision of the Standard Specifications for 
Portland Cement Sidewalks was discussed, amended and ordered 
to letter ballot. 

The Proposed Standard Specifications for Portland Cement 
Curb and Gutter, and the Proposed Standard Specifications for 
Concrete Roadways, were referred for consideration to a reg- 
ular session to be held at 2 o’clock on Wednesday afternoon, 
February 23. 

The meeting then adjourned until Tuesday at 10.30 A. M. 


TUESDAY, FEBRUARY 22, I9QIO, 9.00 A. M. 


Meeting of the Section on Concrete and Reinforced Concrete. 

President Humphrey in the chair. 

This meeting was devoted to a topical discussion on the selec- 
tion of materials, methods of construction, etc. 


SECOND SESSION.—TUESDAY, FEBRUARY 22, IQIO, 10.30 A. M. 


President Humphrey in the chair. 

The President announced, in view of the pending amend- 
ments to the By-Laws by which the President and the First, 
Second, Third and Fourth Vice-Presidents of the Associations 
are the only officers elected by the Convention, .the Executive 
Board had anticipated favorable action by the Association and 
therefore decided to instruct the Committee on Nomination of 
Officers that they report only candidates for the President and 
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First, Second, Third and Fourth Vice-Presidents. In the event 
of the amendments to the By-Laws failing to pass, the Convention 
can then nominate Chairmen for the various sections. 

The reason for this action on the part of the Executive Board 
is that under the present method the best qualified men have not 
always been selected for the various chairmanships, and further- 
more, in many cases a plan of procedure inaugurated by a com- 
mittee has been rendered void through the election of some other 
Chairman by the Association. 

Many of the problems which are under consideration by the 
several sections do not admit of a final report in a single year. 
It is therefore necessary that the work should extend over several 
years. With a view to correcting this serious defect in the or- 
ganization of the Association, it has been deemed desirable for the 
Executive Board to select the Chairmen for the various sections, 
since it has a more intimate knowledge of the work of each 
section, and is in a better position to select the man best suited 
for the chairmanship. 

Through this means a Chairman who has shown proficiency 
in performing the work of his section can be continued in office 
several years, or until the work is so advanced that a change of 
chairman would not seriously affect the work. With these facts 
in view, the Committee on Nomination of Officers is so instructed, 
and the Executive Board announces the following Committee: 

P. Austin Tomes, Chairman, New York, N. Y. 
H. S. Doyle, Chicago, Ill. 
P. S. Hudson, Louisville, Ky. 


A. J. Maynard, State Farm, Mass. 
H. H. Rice, Denver, Col. 


This Committee will report at the business session of the 
Convention on Wednesday morning. 


The Committee on Resolutions, to report at the last session, 
Friday evening, will be composed of: 


Ernest McCullough, Chairman, Chicago, Ill. 
Alexander C. Birnie, Ludlow, Mass. 
Edward M. Hagar, Chicago, Ill. 

O. U. Miracie, Minneapolis, Minn. 

Emile G. Perrot, Philadelphia, Pa. 

Ira A, Williams, Ames, Ia, 
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Mr. Olaf Hoff then read a paper on “Laying Concrete Under 
Water—Detroit River Tunnel,” which was followed by a discus- 
sion. 

A paper by Thomas H. Wiggin on “The Comparative Value 
and Cost of the Groined Arch in Large Reservoirs,” was, in the 
absence of the author, read by title. 

The following papers were then read and discussed: 

“Waterproofing Concrete,’ Cloyd M. Chapman. 

“Preparation of Concrete—From Selection of Materials to 
Final Deposition,” Harry F. Porter. 

On motion, a recess was taken until 2.00 p. m. 

Alfred E. Lindau, Chairman, then presented the Reron of 
the Committee on Concrete and Reinforced Concrete, which was 
fully discussed. 

The meeting then adjourned until 8.00 p. m. 


THIRD SESSION—TUESDAY, FEBRUARY 22, 8.00 P. M. 


President Humphrey in the chair. 

President Humphrey stated that inasmuch as this is the 
natal day of the first President of our Country, it seemed appro- 
priate for this National Association to make such a departure from 
the usual evening program as would be commemorative of the 


occasion. 
President Humphrey made the following address: 


In this introductory address I wish to dwell for a few moments on 
the life of Washington, and point out his close connection with the industry 
in which we are so deeply interested. 

Among the first books relating to limes and cements it was my pleasure 
to read, was that which I hold, once the property of George Washington 
and now in the possession of Dr. George S. Webster, of Philadelphia, Pa. 
This book was published in 1780 by Dr. Bryan Higgins, on the title page, 
which bears Washington’s signature, appears the following inscription: 
Experiments and Observations made With the View of Improving the Art 
of Composing and Applying Calcareous Cements and of Preparing Quick- 
Lime: Theory of these Arts; and Specifications of the Author's cheap and 
durable Cement, for Building, Incrustation or Stuccoing, and Artificial 


Stone. 
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It was this recollection of Washington’s probable interest in cement 
that lead to some studies of his life which seem to indicate that he was 
one of the early users of cement in this country. It should be borne in 
mind, however, that the material which is to-day known as lime, was in 
those days called cement. That this material was of poor quality is indi- 
cated by the following extract from Dr. Higgin’s book: 


As the strength and duration of our most useful and expensive buildings depend 
chiefly on the goodness of the cement with which they are constructed, I looked to the 
improvement of mortar as a subject of great importance, in this country particularly, 
where the weather is so variable and trying, and the mortar commonly used is so bad, 
that’ the timbers of houses last longer than the walls, unless the mouldering cement be 
frequently replaced by pointing. But seeing that many years are requisite for the greatest 
degree of induration which cementitious mixtures like mortar can acquire, or for our dis- 
covering the imperfections of them; and that the life of man is too short to allow any 
considerable improvements of them to be derived from such experiments as had hitherto 
been made, I resolved in the beginning of the year 1775 to investigate more closely than 
I had hitherto done, the principles on which the induration and strength of calcareous 
cements depend; not doubting that this would lead me by an untried path to recover or 
to excel the Roman cement, which in aqueducts and the most exposed structures has with- 
stood every trial of fifteen hundred or two thousand years. 


It is probable that this material was made use of in the construc- 
tion of the Potomac Canal with which Washington was early identified. 
You will recall that the use of cement in this country began in 1818, 
twenty-three years after Parker had obtained a patent for a material that 
he called Roman Cement. Canvas White at that time manufactured the 
natural cement which was used in the construction of the Erie Canal in 
which Washington was also interested, having made a reconnaissance for 
and an examination of the proposed route and predicted its commercial 
success. 

Washington was identified with the promotion of our earliest canals, 
which mark the beginning of the cement industry in this country, and it is 
probable that the construction of the locks of the Potomac Canal, in which 
he was particularly interested, led him to acquire the book on limes and 
cements by Dr. Higgins. + 

George Washington began his career as a surveyor by taking a 
special course in surveying, although the facts relating to this period of his 
life are limited. Following this course in surveying he served an appren- 
ticeship under Mr. James Genn, a licensed surveyor, and on July 20, 1749, 
was commissioned by the President of the William and Mary College 
to be the surveyor of Westmoreland County, Virginia. His proficiency as 
a surveyor at this age is remarkable, although he is said to have shown, 
at an early age, a marked aptitude for mathematics. He was connected 
with land surveys for several years, among his clients being Lord Fairfax. 

In the latter part of the year 1753 Major Washington, then only twenty- 
one years of age, was delegated by the Governor and Council of Virginia on 
an important mission across the Alleghenies. He had been actively 
engaged three years prior to this surveying in the wilds of Wiectern 
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Virginia and in the mountainous district at the headwaters of the 
Potomac River. He had acquired so high a reputation for energy, firmness 
and decision, besides possessing a thorough knowledge of the particular 
feelings and prejudices of the Indians and a practical acquaintance with 
the mode of living and traveling, which had accustomed him to the hard- 
ships and privations of camp life, as to attract the attention of Governor 
Dinwiddie as the most suitable person to undertake this mission; in the 
subsequent years of 1770, 1772 and 1774 he made several trips, examining 
the best route across the Alleghenies. 

It was undoubtedly this early training as a surveyor that gave him 
his knowledge and ability as an engineer, and while to Major L’Enfant is 
given the credit for the preparation of the plans of what is now the City 
of Washington, it was, nevertheless, Washington who directed the work 
and selected the final site for the Capitol. 

These facts, as interesting as they are to us, form but an incident in 
the life of Washington and the conspicuous part he played in the affairs 
of this country during one of the most eventful periods in the history of 
the world. His many qualities in all that relates to his public and private 
life form “altogether such a union of goodness and greatness in the 
character of one individual as to excite the warmest interest and command 
the admiration of mankind.”* 

He was great and good in all the positions he held—from a study of 
his first work as a member of a surveying party in the wilds of the Alle- 
gheny mountains, later as a special messenger from the Governor of Vir- 
ginia to the Commandant at the Ohio, at the memorable defense of the 
stockade, at Great Meadows, then at the head of his regiment upon the 
plains of the Monongahela and later as the Commander-in-Chief of his 
countrymen, it would seem that his early career must have given him the 
experience and knowledge which made him a military engineer of no mean 
ability. 

Upon resigning his commission as Chief of the Army of the Revolu- 
tion, he retired to Mount Vernon, where, as he so feelingly expressed it, 
“he hoped to spendi the remainder of his days in cultivating the affection 
of good men and in the practice of domestic virtues.” 

He had, however, enjoyed the quictude of his retirement for a few 
months when he left Mount Vernon on his first tour of the West at the 
close of the Revolutionary War, and on the first day of September, 1784, 
after having completed the examination of several routes across the moun- 
tains and the headwaters of streams which he proposed to connect, he 
returned to Mount Vernon in the fall of 1784. 

He was deputized on behalf of the State of Virginia to serve on the 
Commission to meet with the General Assembly at Annapolis, of which 
commission he was chosen Chairman, and its report forms the basis of the 


* See ‘‘ A New Chapter in the early iife of Washington in connection with the narra- 
tive history of the Potomac Company,” by John Pickell. 1856, 
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legislative action upon which the Potomac Company was inaugurated and 
organized. This company elected George Washington its first President 
in 1785, from which he retired in 1788. 

Washington was the active advocate of many of our great highways— 
he not only prepared the first plans and recommended the construction of 
the national pike and the Chesapeake and Ohio Canal, but he also was the 
first to recommend the route through the Mohawk Valley, which was 
afterwards followed by the Erie Canal and the New York Central Railway. 
The route of the National Pike between the Great Falls of the Potomac 
to Pittsburgh was planned and constructed under his direction. 

Washington may therefore be justly regarded as the Father of the 
Cumberland National Route, Chesapeake and Ohio Canal and the Balti- 
more and Ohio Railroad, for it was to the doors in the Alleghenies that 
Washington was looking with anxious eyes at the close of the Revolution, 
and his connection with the Potomac Company was reluctantly severed 
when, upon the commands of the people, he assumed the office of the first 
President of the United States. 

After a lapse of many years, the project of connecting the east and 
west through the Valley of the Potomac, and that of the most convenient 
tributary to the Ohio west of the mountains, was revived in 1823 in the 
form of a project for continuous canal navigation. In the consummation 
of this project the rights and privileges of the Potomac Company were 
surrendered to the Chesapeake and Ohio Canal Company and the original 
papers deposited in the office of that company. A study of these interest- 
ing records show that Washington had active connection with the con- 
struction of this canal. 

This book by Dr. Higgins on the properties of limes and cements may 
be considered as evidence that Washington acquired it for the purpose of 
familiarizing himself with the material that was probably used in the con- 
struction of the locks of that canal in which he was interested. 

The discussions of the properties of limes and cements by Dr. Hig- 
gins is exceedingly interesting as indicating the problems which con- 
fronted the manufacturers of the time of Washington. In the course of 
this discussion the writer states that,— 


All these experiments and observations conspire to point out the circumstances in 
which mortar becomes indurated the soonest andin the highest degree, and operates most 
effectually asa cement. To this end it must be suffered to dry gently and set; the exsicca- 
tion must be effected by temperate air and not accelerated by the heat of the sun or fire: 
It must not be wetted soon after it sets; and afterwards it ought to be protected from wet 
as much as possible, until the mortar is finally placed and quiescent: and then it must be 
freely exposed to the open air as the work will admit, in order to supply acidulous gas, and 
enable it sooner to sustain the trials to which mortar is exposed in cementitious buildings 
and incrustations. 

From these considerations we learn other causes, besides those already mentioned, of 
the speedy ruin of our modern buildings. ; : 

The mortar made with bad lime and a great excess of it, and debased in watering and 


long exposure, is used with dry bricks and not unfrequently with warm ones, These 
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immediately imbibe or dissipate the water and not only induce the defect above noticed, 
but, as the cement approaches nearer to be dry, whilst it is still liable to be disturbed by the 
percussions of the workmen, render it more nearly equivalent to a mixture of sand and 
powdered chalk. 

But to make strong work the bricks ought to be soaked in lime water, and freed from 
the dust, which in common bricklaying, intercedes the brick and mortar in many parts. 
By this method the bricks would be rendered closer and harder; the cement, by setting 
slowly, would admit the motion which the bricks receive when the workman dresses them, 
without being impaired; and it would adhere and indurate more perfectly. The same 
advantages would attend the soaking of bibulous stones in lime water, and the use of grout; 
provided this were made with good lime sand and lime water. 


Many of these problems being still under consideration at the present 
time, although in the century and a quarter that has elapsed since this book 
was written a most remarkable change has taken place both as regards the 
quality and in the development of the use of cement. From the above 
quoted remarks of Dr. Higgins it is quite evident that the cement of to- 
day far excels the cement of his time, and it is further evident from the 
following quotation that the cement described by Dr. Higgins excelled the 
cement of antiquity whose properties he sought through experiments to 
equal or excel: 


With regard to the objections grounded on our short experience of this cement, I 
think they can have very little influence amongst informed men who know, from the 
writings of the antients, by the inspection of old cements, and by the analysis of them, 
that mortar made of lime and sand can endure every trial of the weather in the most exposed 
situations for a thousand years or more. 

I am aware of the opinion, which is prevalent at this time, that the antients used 
something which is unknown to us in their mortar, and that this long lost ingredient is 
the cause of the duration and hardness of those cements, which we so much admire in some 
of their structures. A notion founded on conjecture does not demand a serious discussion. 
I will therefore treat it as a subject of conversation rather than of argument. 

The same ignorance of the nature of lime is betrayed by Alberti and later writers. 
And since we do not find any scientific rules prescribed by literary artists, for the com- 
position of calcareous cements with such chosen and sorted materials as I have described, or 
in such proportions of them; and since it is highly improbable that the remembrance of an 
useful ingredient, or any knowledge once acquired in an art practised in so many countries 
and by so many different persons in every age, should have been lost; we have the most 
satisfactory reasons for concluding that the antients had no skill beyond that of our modern 
builders, in the preparations of lime or mortar. 

The ruins of Herculaneum and other reliques of their work, furnish us with abundance 
of bad mortar and defective incrustations, which are instances of their ignorance of those 
principles by which the best cement might be equally cheap. The total ruin and oblitera- 
tion of many of their buildings, argue to the same end; for well cemented works suffer 
very little by dilapidation, by reason of the difficulty and expense of pulling them to pieces 
and applying the materials to other structures. If to these considerations I can add an 
exposition of the fortuitous circumstances which rendered some of their cements uncom- 
monly hard and durable, I hope I shall not be suspected of ungenerous invidious motives, 
in saying that the aqueducts and other structures, which have been preserved to us through 
so many ages, by the strength of their cement, are monuments rather than of the good 
luck, than of any extraordinary skill, of those who built them. 

In the concurrence of these circumstances, we find excellent cements of great antiquity 
which I need not point out to literary men: but since they are found no where else, that 
I have discovered; and since it is not probable that the antients had any art of this kind 
unknown to the moderns I think I am authorized to conclude that their best cemen- 
titious works, instead of being held forth as instances of their unequalled skill, ought 
rather to be considered as substantial proofs of the duration of mortar or stucco duly 
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composed of sand and lime, beyond all others, and of the utility of these endeavours 
which I have made for preparing calcareous cements according to scientific principles, 
which enable us to make them in the highest perfection in all places, and to accommo- 
date them to every purpose of use or ornament, 


It is also evident that Dr. Higgins had to contend with the same oppo- 
sition that many users of cement experience to-day, and, 


in order to guard against abuses, and to make some compensation for the expenses 
and risques of the artists who publicly and boldly executed, on a great scale, what I had 
designed; I secured an exclusive right in my cement, by virtue of his majesty Ss letters 
patent, on the eighth of January, 1779. I authorized Mr. James Wyatt the architect of 
Queen-Ann street, Cavendish-Square, to use it in the fullest extent knowing that he, by 
his knowledge of this subject and his distinguished taste in architecture, will unite in it all 
the advantages of duration and elegance; I likewise extended this right to Samuel Wyatt, 
the builder in Berwick-street, Soho, who is well instructed, and provided with the means 
of executing any work with this cement, in the highest perfection; and Iintend to reserve 
this privilege to them, until the public convenience requires that it should be extended to 
others, who are capable of making the same dispositions for the benefit of their employers, 
and for preserving the reputation of my invention free from the usual exactions of monopo- 
lists and the abuses of under-jobbers. 


Dr. Higgins had also to contend with the inexperienced workman with 
which we are familiar to-day, and records the facts in the following: 


The inexperience of the workmen, their obstinate adherence to their own notions, 
and the opinion which they entertained that some of the rules prescribed to them were 
insisted on rather through an affectation of mystery than for any useful purpose, operated 
strongly against the best endeavors of Messieurs Wyatt, 1n the incrustations first made 
on the great scale for use or ornament. In consequence of these disadvantages which will 
be obviated in future, their stucco, although it excels others beyond comparison and is far 
from being perishable, is not quite so hard as it might have been made. This I mention 
lest these incrustations should be mistaken for the best, which I have represented as exceed- 
ing Portland stone in hardness. These last demand a strict observance of the foregoing 


precepts respecting the season and the exposure as well as the materials and mechanical 
application of them. 


It is evident that the cement of Dr. Higgins’ time, in that it was more 
uniform and was scientifically prepared, excelled the cements which have 
been handed down from antiquity. It is also evident that the material 


which he called cement, and which we call lime, is far excelled by our 
Portland Cement. 


It is also a matter of interest to note that the need for a fire-resistive 
type of building was apparently a matter of as much importance in those 


days as it is at the present time, and in evidence thereof I beg leave to 
again quote Dr. Higgins: 


The public are indebted to Mr. Hartley for the experimental proofs he has given of the 
efficiency of his method of securing houses from fire; and to Lord Mahon for those judicious 
and expensive experiments by which he has shown that a calcareous incrustation answers 
the purposes of Mr. Hartley's art. Iam afraid that their good intentions will be frustrated 
by the indifference of men to distant or improbable evils, and their dislike to an y immediate 
expense which affords no extemporary convenience or ornament. But although such 
motives of economy should dissuade us from adopting their measures in the fullest extent, 
we ought certainly to avail ourselves of the useful knowledge which they have imparted, 
so far as to prefer a safe and durable stucco, wherever it is applicable by the assistance of 
hair before wainscot or wooden ornaments, For although no metallic or calcareous 
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covering can secure the wood of a house from being charred by a great fire, the danger of 
others is lessened as the combustible materials are secured from the action of the air and 
consequently from contributing to the deflagration. 


Again, it is interesting to note that Dr. Higgins touches on cement 
roadways, which is one of the subjects now being actively considered by 
the Association, in the following manner: 


I have thought that the small stones, which constitute the gravel chosen for our roads, 
could not be reduced to dust so soon as they now are, by the heavy carriages, if they were 
firmly bedded ina small quantity of coarse and good calcareous cement, so that the bodies 
which roll over them should rather compress them, than grind them against each other as * 
they doat present. And asthe frequent failures of pavement are manifestly owing to the 
infirmness of the ground and the looseness of the stones, I have imagined that a solid bed 
cf cementitious work, in the manner of the Romans, and the setting of the paving stones 
in good mortar, would ultimately lessen rather than enhance the expence. I offer these 
conjectures in the hope that nobody will presume to decide on the subject, who does not 
know the difference between the common mortar, and the best that can be made of lime 
and sand; and that some public-spirited man will make the experiment, where lime is cheap 
and the expence of pavement or of gravel is considerable. If the expence should be found 
too great for any public works of this kind, the same may nevertheless be tried in private 
areas and walks, in which the neatness, duration and prevention of vegetation, may com- 
pensate for the extraordinary price. 


These interesting topics, which were considered nearly a century and 
a half ago, are now under consideration and tend to prove that there is, 
after all, “nothing new under the sun.” 

While the principle of the function of cement may not be new, the 
development since the time of Washington in its quality and the uses to 
which it is put has been miraculous. 

Certain it is that the present vastly surpasses any previous period 


in the history of the use of cement. 

Washington’s connection with the location and construction of the 
earliest canals of this country, which played such a prominent part in the 
development of the cement industry, should be a matter of deepest 
interest to the members of this Association. It is because of this possible 
interest that it has been my pleasure to bring to your attention this chapter 
in the life of this great man, whose memory it is our privilege each year 


to honor. 


An address on George Washington was delivered by John 
A. Northrop, Assistant State’s Attorney, Cook County, Chicago, 
Ill., in place of John A. Wayman, State’s Attorney, who was 


detained by illness: 


Mr. Chairman and Gentlemen: It is a matter of deep regret with 
Mr. Wayman that he is unable to keep his appointment with you this 
evening. Late this afternoon he telephoned me that by reason of illness 
he would be unable to be here to-night, and’ requested that I appear instead. 

While sitting here it has occurred to me that the subject of cement 
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comes home to all of us in ways unthought of before. We can scarcely 
open our eyes without seeing evidences of that great industry, over which 
you grow enthusiastic, and it requires no stretch of the imagination to 
see that it will draw vastly more upon the enthusiasm of the future. 

It is noteworthy that Washington, as your President has pointed out, 
so long ago realized the possibilities in the use of cement. It attests his 
marvelous many-sidedness, his wonderful power of observation, that he 
so early perceived the value of this product, that he foresaw a great in- 
dustry which to-day holds the center of the stage. 

But Washington was an earnest advocate of another cement, the 
cement of national unity. With prophetic vision he clearly saw that the 
colonies could accomplish little without union. He found that their inter- 
ests were inharmonious and often hostile. Each feared the loss of its 
own power and prestige in the growth of rival colonies. Even in the face 
of imminent danger they were ready to fly at each other, or to abandon 
each other by reason of jealousy or fear. All through the Revolution this 
fact arose to vex and hamper the cause of freedom. At all times it was 
present to endanger any success of arms which Washington might achieve. 
However skillful he might plan his campaigns, however brilliantly he 
might execute them, this spectre arose to threaten disaster. 

Therefore, it was that Washington deeply realized that the greatest 
need of the times was a spirit which would cement the colonies into an 
unbreakable union. Here were the elements of an imposing edifice. How 
to weld them into a durable and harmonious structure was an idea ever 
uppermost in Washington’s mind. How the blood and the tears and the 
sacrifice and the hopes of that heroic epoch entered into the making of a 
cement which at last was strong enough to hold the union indissoluble 
forever, we well know. But the forming and the setting of the cement 
was a slow and painful process. When the last shot of the Revolution 
was fired, it was still far from complete. Indeed for a time thereafter we 
entered the most critical period of American history. The sword of free- 
dom had indeed won its battle, the last “Red Coat” had departed from 
our shores, yet the old jealousies and rivalries flamed up more brightly 
than before. There was bitterness and danger of clashes along many a 
colonial boundary. Up among the hills to the North, the citizens of .New 
Hampshire, and the Grgen Mountain boys patrolled the border with jeal- 
ous and unfriendly eyes. Everywhere was apprehension, fear and distrust. 
Things seemed to be drifting into a chaotic condition where the results 
of glorious achievements should be forever lost. With almost infinite 
patience, with a vision far into the future, Washington labored to create 
a national sentiment. This work was carried on with all the splendid 
genius of Hamilton and Marshall and Webster. At last in the tears and 
blood of the Civil War, the cement of the national unity was firmly and 
forever set. Washington’s vision was realized at length, and what had 
been but fragments were drawn into a mighty and indissoluble arch. 

I shall dwell but briefly upon the earlier life of Washington, Your 
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chairman has given you a comprehensive account of his earlier exploits. 
I shall merely call attention to a few of his characteristics which we may 
always contemplate with profit and interest. 

Washington’s noteworthy achievements began when he was little more 
than a youth, yet such was his judgment and the confidence which he 
inspired, that men rallied to him on the field of battle, and relied on him 
in the councils of state. He had a bearing, a poise, and a stately quality 
of character which made him a natural leader of men. 

When we recall that Washington was summoned from his Virginia 
home to the elms there at Cambridge, to assume charge of an army which 
was little more than a mere rabble, and when we reflect what is necessary 
to provision, to organize and to discipline such a body of men in order to 
make it an effective power in war, we realize but faintly the task which 
confronted him. The raw levies of militia placed at his command had 
for the most part never seen a day’s service in battle. In numbers, in 
equipment, in discipline, in organization, in everything which goes to make 
up an effective army, save physical valor alone, they were inferior to the 
foe. With such an army Washington was called upon to confront in 
fierce and bitter warfare, the most powerful nation of the earth. How 
well he did his part; how campaign followed campaign; how he was com- 
pelled to follow the tactics of Fabius in retreat after retreat; how he was 
bitterly assailed and criticized at the time for nearly all that he did and 
for what he did not do; how unfair and cruel he knew that criticism to be; 
how, for the common good, he ignored the cruel slings and thrusts, is 
familiar to us all; yet through all the fearful experience, in the bitterness 
and the blood at Valley Forge, in the reverses which befel his arms at 
Long Island, Brandywine and Germantown, in the desperation of retreat, 
his hope and his courage were never broken, and his army, though sorely 
depleted, was never once permitted to break up into a demoralized band. 
Out of the darkest gloom he was ever ready to strike a blow which might 
change the fickle fortunes of war. This very desperation led him over 
the icy Delaware and nerved his army to splendid triumph at Trenton, 
brought signal victory at Princeton, and led on to battle at Monmouth 
under such prospects of success that he fondly hoped the end was at last 
in sight. It was no fault of his that General Charles Lee, commissioned 
by the Continental Congress to lead the attack in this crucial battle, at 
the supreme moment failed him and failed the country. It but illustrated 
that a faction in the Continental Congress was ever ready to override his 
judgment, and how treachery and jealousy in the army were ready, in 
striking at him, to strike at the cause for which he so nobly stood. 

It was the very cruelty and treachery of the circumstances with which 
Washington contended that best brought out the splendor of his character. 
It was in meeting these that we saw the real caliber of the man. Beyond 
all the intrigues and rivalries and jealousies of the hour, such as that 
which created the Conway Cabal, ke looked to the nobility of his own 
spirit, and the nobleness of the cause for which he fought, for final justi- 
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fication. To what splendid advantage he appears when his judgment is 
tested by that of the Continental Congress. In that test he was nearly 
always right, and the Congress nearly always wrong. He advised against 
the holding of Fort Washington on the Hudson, against the sending of 
Genera! Gates to take command of the Southern army, and again he was 
justified by events. In nearly every instance where the Congress acted 
upon his advice, success and triumph followed the colonial armies. 

But while individuals and factions here and there tried to foil the 
mighty purposes of Washington, the great majority yielded him their 
unmeasured confidence. His patriotism none could question; his high 
and lofty purpose was well attested when he said to the country, “My 
life and services are at your command. I ask no compensation for ser- 
vices in the field. I ask only when war shall have passed that I may be 
repaid the money I have advanced in the common cause.” In triumph 
Washington had no scores to settle with those who had cruelly struck 
at him and the cause for which he fought. Unmindful of it all he pur- 
sued his purpose down to “Yorktown’s glorious day,’ where in the vin- 
dication of triumph he forgot the darkness of the past and became en: 
shrined in the public heart. He was surrounded by a soldiery whose 
loyalty and love were linked with his interests in the bitterness of defeat, 
and in the sweetness of victory; a soldiery which venerated him as the 
noblest spirit of earth; a soldiery more loyal to its commander than were 
the legions of Cesar or the battalions of Napoleon. Little wonder that 
these companions in arms sought to call him king and sought to create 
for him a throne. But the very thought was alien to the nature of Wash- 
ington, and so wisely and so firmly did he reject the unwelcome idea, 
that it never became necessary for him, as it did for Cesar, to thrice 
reject a kingly crown. 

But I have talked long enough upon the familiar story of Washing- 
ton’s characteristics. The American people can never fail to be instructed 
by studying his disinterested and lofty purpose. This is to be borne in 
mind when we contemplate a great character: even greater than the work 
which he achieves in his day and generation is the example which he 
gives to all succeeding ages. He may be great as a statesman, great as 
a warrior, great as a patriot, but he is incomparably greater as an exem- 
plar. When you recall that in the wilderness of Kentucky and Indiana, 
the boy Lincoln drew his deepest inspiration from that quaint biography 
of Washington written by Weems, that the life and purposes of Wash- 
ington became in a way the shaping force in the life and purposes of 
Lincoln, we realize the power of example. And all over this broad land 
the boys and girls were being influenced to patriotism and to higher pur- 
poses by studying that same great life. It would scarcely be too much to 
say that in the great struggle to save the Union, the spirit of the North 
drew its deepest inspiration from the noble example of Washington. 

As the representative of a great industry which js scarcely yet more 
than in its infancy, you gentlemen will have a great part to play in the 
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progress of our times. How swift our material development has been 
we can scarcely realize. In speaking at the centennial of Washington’s 
birth, in 1832, Webster characterized that century as the most marvelous 
one in history, remarking that it had accomplished more than fives and 
tens of centuries preceding it. Those of you who have seen the old car- 
riage in which Webster rode, now a relic in the Field Museum, realize 
that the advancement in transportation and material matters has been 
incomparably greater since the time when Webster spoke than during any 
time before. If the men of any preceding generation could return to 
earth and behold the evidences of material progress we can scarcely con- 
ceive their amazement. When we think of the wonders of wireless teleg- 
raphy, the wonders of aviation, the wonders wrought by the applica’ion 
of scientific principles to the uses of men, we can see no limit to the 
possibilities of the future. Science has penetrated the mountains and 
the seas, to lay tribute to man’s use, the vast sources of nature. It has 
attacked every enemy of humankind. It has sought out those invisible 
monsters, which, lurking in the air we breathe and in the food we eat, 
breed contagion and pestilence. With his test tube and crucible, with his 
reactive agents and his toxins the scientist has set these foes of human- 
kind into a warfare of mutual extermination in the whirling currents of 
the blood; he has brought them to their Waterloo upon the battlefield of a 
human tonsil. 

One of the greatest demands made upon science in these modern days 
is the effort to conserve our resources, and in that connection you gentle- 
men may be characterized as genuine conservators. I am told that you 
make everything which man needs during and after his life with cement; 
that from the time we are ushered in upon this earthly scene we are 
likely to be cradled in cement, to live in houses of cement, to do life’s 
work through instrumentalities of cement, and finally when we are shuffled 
off this mortal soil our remains are to be laid away in coffins of cement, 
to await the sound of the final trumpet. You are, therefore, no less bene- 
factors in the race than he who makes two blades of grass grow where 
but one had grown before. When you commit our mortal dust to the 
dust of mother earth in caskets of dust, you leave the trees which else 
had been wrought into our last covering to wave in the forests, or to be 
used for living and not the dead. You are all the more true conservators, 
in that you draw upon a material which otherwise would remain inert 
and useless for all time. Now, we behold this otherwise useless material 
rising into splendid edifices, into beautiful cities, and taking on many forms 
expressive of our civilization. 

These wonderful changes of the physical world have wrought a vast 
effect upon the organization of industry, and upon the political life of the 
people. Industry has been organized on a vast and intricate scale, great 
corporations and trusts have grown up. Scarcely less wonderful to the 
fathers if they could reappear upon the earth, would be these changes 
in the organization of industry than the wonders of invention, and the 
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progress of science. It is a favorite diversion with some people to wonder 
how earth’s departed great would view these modern wonders; to wonder 
what they would approve and what they would condemn. The hobbyist 
is ever ready to believe that the spirit of Lincoln or of Washington would 
set its approval upon his own particular view. And so believe those who 
most loudly cry that the times are out of joint, and that ruin inevitably 
awaits our tendencies. But there is nothing in the life of Washington 
or of Lincoln that would warrant any departure from the firm and estab- 
lished principles on which our institutions are based. Some things they 
might disapprove, but we can be sure that they would implore us to keep 
in mind the great landmarks of the past, to keep our feet firmly planted 
upon the solid foundation upon which the republic was established. This 
fact ought to be self-evident: that those manifold powers of the human 
mind which have called into being, which have evoked the great forces 
of industrial activity about us, which have created the wonders of the 
modern world, may be trusted in the end to properly control those vast 
forces for the common benefit. It is taking a small view of human nature 
and a small view of the American citizen to believe that because the 
human mind has discovered and applied wonderful forces of nature to 
the uses of man, whereby the organization of industry has been vastly 
changed, that therefore the institutions which our fathers gave us are 
to be torn from their foundations. The power of mind which produced 
these great changes may not at once discover the best method of con- 
trolling them for the common good, but that it will eventually do so, is 
certain. Nor in my humble judgment is this to be accomplished by the 
many panaceas which lose sight of the ideas and the ideals of the founders 
of the Republic. It will he accomplished consistently with the principles 
upon which our great commonwealths have been established, and our 
splendid cities created. They will realize in the long run that these won- 
ders of the modern world are not ends in themselves, but merely the 
means whereby humanity is to be made better and happier. This realiza- 
tion will come about without revolution, without any overturning of the 
institutions which we have, and all the wonders of industry and of science 
will find their place under our government and under the constitution. 
All will be wisely controlled and adjusted by the sober second thought 
of the American peopie, and come to serve their purpose as have the best 
institutions of the past. 

In closing I desire to call your attention to brief tributes paid to the 
character of Washington, by some of the greatest men that ever lived. 
Many of these have come from great Englishmen. Lord Erskine declared 
in a communication to Washington, “You are the only being for whom 
I have an awful reverence.” Lord Brougham, in speaking of Washington, 
said, “Until time shall be no more will a test of the progress which our 
race has made in wisdom and virtue be derived from the veneration paid 
to the immortal name of Washington.” Gladstone paid his tribute in 
these words, “If among all the pedestals supplied by history for public 
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characters of extraordinary nobility and purity, I saw one higher than all 
the rest, and if I were required at a moment’s notice to name the fittest 
occupant for it, my choice would light upon Washington.” There have 
been many who were disposed to deny Washington the meed of military 
genius, but as his campaigns have been studied from a disinterested stand- 
point, the better opinion has come to coincide with that of Frederick the 
Great, who, in commenting upon the exploits of Washington before and 
after the battle of Trenton, characterized them as, “The most brilliant 
achievements in the annals of military action.” In 1842, Abraham Lincoln, 
in an address upon Washington at Springfield, said, “This is the one 
hundred and tenth anniversary of the birthday of Washington; we are met 
to celebrate it. Washington is the mightiest name of earth—long since 
mightiest in the cause of civil liberty, still mightiest in moral reformation. 
On that name no eulogy is expected. It cannot be. To add brightness 
to the sun or glory to the name of Washington is alike impossible. Let 
none attempt it. In solemn awe pronounce the name, and in its naked, 
deathless splendor leave it shining on.” 

And so we to-night can add no glory to the twin luminaries, Wash- 
ington and Lincoln. It is enough to pronounce their names in solemn 
awe, and leave them shining on in all their deathless glory. 

Regretting, gentlemen, that Mr. Wayman could not be here this 
evening, and thanking you for the attention which you have given me, I 
close. 


The President: 


While we deeply regret the fact that Mr. Wayman could not be with 
us, we have enjoyed Mr. Northrop’s thoroughly interesting address, and 
we are thankful] to him for his goodness in coming this evening. 

The program, after a musical selection, calls for Washington’s Fare- 
well Address, and following that will be musical numbers, humorous recita- 
tions and other matters of that kind. I hope that you will all remain and 
see if we cannot get away from the serious tone that has heretofore marked 
all our sessions. 


After the close of the entertainment the Convention 
adjourned until Wednesday morning at 9.00 A. M. 


WEDNESDAY, FEBRUARY 23, IQIO, 9.00 A. M. 


Meeting of the Section on Specifications for Cement Pro- 
ducts. 

President Humphrey in the chair. 

Discussion on the Manufacture, Curing, etc., of Cement Hol- 
low Building Blocks, Architectural Concrete Blocks, etc. 
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FourtH SESSION—WEDNESDAY, FEBRUARY 23, IGIO, 10.30 A. M. 


President Humphrey in the chair. 

W. P. Anderson, Chairman, read the report of the Committee 
on Specifications for Cement Products, presenting, 

(a) Proposed Standard Specifications for Architectural 

Concrete Blocks. 
(b) Proposed Standard Specifications for Plain Concrete 
Drain Tile. 

The following action was taken on this report: 

The Proposed Specifications for Plain Concrete Drain Tile 
were referred back to the Committee with instructions to confer 
with the Committee of the Interstate Tile Manufacturers’ Asso- 
ciation, and to report to the Convention. 

The Proposed Standard Specifications for Architectural 
Concrete Blocks were discussed and referred to the Special 
Session at 2 P. M. 

The report of the Committee on Machinery and Appliances 
was, in the absence of the Chairman, L. V. Thayer, read by title. 

Business Session.—The report of the Executive Board and 
the Minutes of the Meetings of the Board were approved as 
read. 

The following proposed amendments to the By-Laws were 
approved and ordered to letter ballot. 


Amend Article I by striking out Section 5 and inserting a 
new Section § to read as follows: 


SECTION 5. Resignations from membership must be presented in writ- 
ing to the Secretary within thirty days after the close of the fiscal year 
and shall be acceptable provided the dues are paid for that year. 


Strike out Article II and insert a new Article II as follows: 


SEcTION 1. The officers shall be the President, the Vice-Presidents, 
Secretary and the Treasurer, who, together with the five latest living 
Past-Presidents, shall constitute the Executive Board. Vacancies occur- 
ring during the year shall be filled by the Executive Board. 

Sec. 2. The Elective Members of the Executive Board consisting of 
the President, the First, the Second, the Third and the Fourth Vice- 
Presidents, shall be elected annually by ballot at the convention at a busi- 


ness session fixed by the Executive Board and shall hold office until their 
successors shall qualify. 
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Sec. 3. The Elective Members of the Executive Board shall appoint 
the Secretary and the Treasurer; they shall create such special commit- 
tees as may be deemed desirable for the purpose of preparing recom- 
mended standards concerning the proper use of cement for consideration 
by the Association, and shall appoint a chairman for each committee who 
shall be a Vice-President of the Association. Four additional members 
on each special committee shall be appointed by the President, in con- 
sultation with the Chairman. 

Sec. 4. It shall be the duty of the Executive Board to audit the 
accounts of the Secretary and the Treasurer before each annual con- 
vention. 

Sec. 5. The Executive Board shall appoint a Committee on Nomina- 
tion of Officers and a Committee on Resolutions, to be announced by the 
President at the first regular session of the annual convention. 

Sec. 6. There shall be an Executive Committee of the Executive 
Board consisting of the President, the Secretary, the Treasurer and two 
of its members, appointed by the Executive Board. 

Sec. 7. The Executive Committee shall manage the affairs of the 
Association during the interim between the meetings of the Executive 
Board. 

Sec. 8. The President shall have general supervision of the affairs 
of the Association. He shall preside at the Annual Convention, at the 
meetings of the Executive Board and the Executive Committee, and. shall 
be ex-officio member of all committees. 

The Vice-Presidents in order of seniority shall discharge the duties 
of the President in his absence. 

Sec. 9. The Secretary shall perform such duties and furnish such 
bond as may be determined by the Executive Board. 

Sec. 10. The Treasurer shall be the custodian of the funds of the 
Association and shall disburse the same in the manner prescribed by the 
Executive Board. He shall furnish bond in such sum as the Executive 
Board may determine. 

Sec. 11. The Secretary and the Treasurer shall receive such salaries 
as may be fixed by the Executive Board. 


Amend Article III to read as follows: 


Srcrion 1. The Association shall meet annually. The time and place 
shall be fixed by the Executive Board and notice of this action shall be 
mailed to all members at least thirty days previous to the date of the 
Convention. 

Sec. 2. The Executive Board shall meet during the Convention at 
which it was elected, effect organization, and transact such business as 
may be necessary. 

Sec. 3. The Executive Board shall meet at least twice each year. 
The time and place to be fixed by the Executive Committee. 
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Amend Article IV to read as follows: 


Section 1. The fiscal year shall commence on the first of July and 
all dues shall be payable in advance. 

Sec. 2. The annual dues of each member shall be five dollars ($5.00). 

Sec. 3. A member whose dues remain unpaid for a period of one 
year shall forfeit the privilege of membership and shall be officially noti- 
fied to this effect by the Secretary, and if these dues are not paid within 
thirty days thereafter his name shall be stricken from the list of members. 
Members may be reinstated upon the payment of all charges upon the 
books of the Association. 


Amend Article VI to read as follows: 


Section 1. Amendments to these By-Laws, signed by at least three 
members, must be presented in writing to the Executive Board prior to 
November ist and sha!l be printed in the notice of the annual convention. 
These amendments may be discussed and amended at the annual conven- 
tion and passed to letter ballot by a two-thirds vote of those present. Two- 
thirds of the votes cast by letter ballot shall be necessary for their 
adoption. 


Edward D. Boyer, Chairman, presented the report of the 
Committee on Contributing Membership. 

The place for the next Convention was then considered, and 
an invitation extended on behalf of Atlantic City by Geo. S. 
Lehnhart, and communications were read from Chattanooga, 
Tenn., Cincinnati, Ohio, Rochester, N. Y., and St. Louis, Mo. 
The final selection of the place for the next Convention will be 
made by the Executive Board. 

The Committee on the Nomination of Officers, Austin P. 
Tomes, Chairman, made the following report: 

President, Richard L. Humphrey, Philadelphia, Pa. 

First Vice-President, Edward D. Boyer, Catasauqua, Pa. 

Second Vice-President, M. S. Daniels, Suffern, N. Y. 

Third Vice-President, E. S. Larned, Boston, Mass. 

Fourth Vice-President, F. A. Norris, Boston, Mass. 

On motion duly seconded, the Secretary was instructed to 
cast a unanimous ballot for the election of these officers. 

On motion, the following Resolution was adopted: 

Resolved, That the Association extend to Mr. Merrill Watson and 


Mr. George C. Walters a vote of thanks as an expression of appreciation 


for the faithfulness and untiring zeal exercised in the discharge of the 
duties of their respective offices. 


The meeting then adjourned until 2.00 Pp. , 
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FirtTH SESSION—WEDNESDAY, FEBRUARY 23, IQIO, 2.00 P. M. 


President Humphrey in the chair. 

This session was devoted to a discussion of the Proposed 
Specifications for Concrete Roadways, for Portland Cement Curb 
and Gutter, and for Architectural Concrete Blocks. 

After discussion, the Proposed Standard Specifications for 
Portland Cement Curb and Gutter were revised and approved 
for letter ballot. 

The Proposed Standard Specifications for Concrete Road- 
ways and Street Pavements were then considered, amended and 
approved for letter ballot. 

The Proposed Specifications for Architectural Concrete 
Blocks were thoroughly discussed and referred back to the Com- 
mittee for the collection of more data and further study. 

The meeting then adjourned until 8.00 P. M. 


S1xtH SESSION—WEDNESDAY, FEBRUARY 23, I9I0, 8.00 P. M. 


President Humphrey in the chair. 
Richard L. Humphrey presented the Annual Address of the 
President on “The Use of Concrete in Europe.” 

The following papers were then read and discussed: 

“Reinforced Concrete Columns,” Peter Gillespie. 

“Proposed Method for the Reinforcement of Concrete Com- 
pression Members,” Robert A. Cummings. 

“Longitudinal Reinforcement in Concrete Columns,” Sanford 
E. Thompson. 

“Discussion of the Reinforcement of Concrete Compression 
Members,” L. S. Moisseiff, read by title. 

The meeting then adjourned until Thursday at 10.30 A. M. 


THURSDAY, FEBRUARY 24, IQIO, 9.00 A. M. 


Meeting of Sections on Building Laws and Insurance, and 
on Specifications for Fireproofing. 
President Humphrey in the chair, 
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The meeting took the form of an informal discussion on fire- 
resistive construction of buildings, building regulations, and their 
effect on insurance rates. 


SEVENTH SESSION—-THURSDAY, FEBRUARY 24, IQIO, 10.30 A. M. 


President Humphrey in the chair. 

Report of the Committee on Building Laws and Insurance 
was presented by the Chairman, W. H. Ham, covering the fol- 
lowing: 

Part 1. Proposed Standard Building Regulations for the 

Use of Reinforced Concrete. 

Part II. Report on Insurance. 

The Proposed Standard Building Regulations for the Use of 
Reinforced Concrete were amended and approved for letter ballot. 

The Report on Insurance was accepted as read: 

The report of the Committee on Specifications for Fireproof- 
ing was read by Rudoiph P. Miller, Chairman. 

The following papers were then read and discussed: 

“Simple Method of Computing the Strength of Flat Rein- 

forced Concrete Plates,’ Angus B. MacMillan. 

“Long Span Light Floor Reinforced Concrete Construction 

with Cost Data,” Emile G. Perrot. 

“Cost Data on Reinforced Concrete Floor Construction with 

Separately Molded Members,” Charles D. Watson. 

The meeting then adjourned until 8.00 p. m. 


E1cHtH Srss1on—Tuurspay, FEBRUARY 24, IQIO, 8.00 P. M. 


President Humphrey in the chair. 


A paper by J. H. Libberton, on “Cost and Advantages of 
Concrete Drain Tile” was read and discussed. 

The Committee on Cement Products then presented the 
Revised Proposed Specifications for Concrete Drain Tile as 
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amended by the conference between the members of the Com- 
mittee and the Committee of the Interstate Tile Manufacturers’ 
Association. 

The Proposed Specification was discussed, amended and 
referred back to the Committee with instructions to gather more ° 
data and report at the next Convention. 

The Committee on Roadways, Sidewalks, and Floors then 
presented the following specifications revised as instructed by the 
Convention : 

(a) Proposed Revised Standard Specifications for Portland 

Cement Sidewalks. 
The Proposed revised Specification was amended and 
approved for letter ballot. 

(b) Proposed Standard Specifications for Portland Cement 

Curb and Gutter. 
The proposed specification was amended and approved 
for letter ballot. 

(c) Proposed Standard Specifications for Concrete Road- 

ways and Street Pavements. 
The Proposed Specifications as revised, was amended 
and approved for letter ballot. 

A paper by F. S. Phipps on “The Installation and Operation 
of a Steam Curing Plant” was then read and discussed. 

In the absence of the author, a paper on “Essentials in 
Cement Hollow Block Construction,’ by Ernest B. McCready, 
was read by title. 

The meeting then adjourned until Friday at 10.30 a. M. 


FrmIpAy, FEBRUARY 25, IQIO, 9.00 A. M. 


Meeting of the Sections on Art and Architecture, on Exterior 
Treatment of Concrete Surfaces and on Machinery and Appli- 
ances. 

President Humphrey in the chair. 

The meeting was devoted to a topical discussion on the 
artistic treatment of concrete surfaces of various kinds. 
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NintH SESSION—FRIDAY, FEBRUARY 25, 1910, 10.30 A. M. 


President Humphrey in the chair. 

The following papers were read and discussed: 

“Inexpensive Homes of Reinforced Concrete,’ Milton Dana 
Morrill. 

“Notes on the Use and Cost of Concrete for Small Houses,” 
C. R. Knapp. 

The following Committee reports were then presented: 

Report of the Committee on Art and Architecture, F. A. 
Norris, Chairman, read by title in the absence of the 
Chairman. 

Report of the Committee on Exterior Treatment of Concrete 
Surfaces, L. C. Wason, Chairman. This report was read 
and discussed. 

A paper by S. Cunningham, Jr., on “The Use of Concrete 
for Farm Buildings from the Sanitary Point of View,” was, in 
the absence of the author, read by the President. 

The meeting then adjourned until 8.00 Pp. M. 


TENTH SESSION—FRIDAY, FEBRUARY 25, 1910, 8.00 P. M. 


President Humphrey in the chair. 

The following papers were then read and discussed: 

“Concrete for Maritime Structures,’ by Chandler Davis, 
was, in the absence of the author, read by Ernest McCul- 
lough. 

“Application of Concrete in Barge Canal Work,” R. S. 
Greenman. 

“Results of Experiments on the Effect of Sea Water on the 
Tensile Strength of Various Mixtures of Cement and 
Sand,” Cloyd M. Chapman. 

“Preservation of Piles and Timber with Concrete where 
Exposed to Sea Water,” C. C. Horton. This paper 
was, in the absence of the author, read by the President. 

“The Essential Qualities and the Application of Concrete to 
Timber Structures in Sea Water for the Purpose of 


Increasing their Permanency,” by Ralph Barker, read 
by title. 
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The President then announced the appointment by the Elec- 
tive Members of the Executive Board, of the Chairmen of the 
following Sectional Committees, who will also be Vice-Presidents 
and Members of the Executive Board of the Association: 

Cement Products and Building Blocks, W. P. Anderson, 

Chairman. 

Exhibition, H. S. Doyle, Chairman. 

Fireproofing, R. P. Miller, Chairman. 

Insurance, W. H. Ham, Chairman. 

Reinforced Concrete and Building Laws, Alfred E. Lindau, 

Chairman. 

Roadways, Sidewalks and Floors, C. W. Boynton, Chairman. 

Treatment of Concrete Surfaces, L. C. Wason, Chairman. 

The President announced the appointment by the Elective 
Members of the Executive Board, of Henry C. Turner as Trea- 
surer. 

The Committee on Resolutions, Ernest McCullough, Chair- 
man, then reported as follows: 


Wuereas, A general interest in cement and concrete construction has 
been aroused; and 

Wuereas, The rapidly increasing prices of other building materials 
have rendered the use of concrete a matter of necessity and a working 
knowledge of its advantages very desirable; and 

Wuereas, The present short courses on agriculture and like subjects 
at many state institutions have proven their usefulness and value; there- 
fore, be it 


Resolved, That it is the earnest desire of the National Association of 
Cement Users that a similar course of instruction for cement and con- 
crete be introduced into the schedule of courses of the various state 
educational institutions, to consist of both lectures and practical instruc- 
tion and to be planned with two purposes in view: 

First. That those taking the course may gain a general knowledge 
of the nature and characteristics of cement and concrete and learn some 
of the advantages of the material and the numerous purposes for which 
it is adapted. : : 

Second. That they may obtain by lectures and, if possible, by prac- 
tical instruction, a general knowledge of the relative values of the ingre- 
dients in a mixture and the correct method of proportioning, mixing and 
using concrete. 

Resolved further, That the President of this Association appoint a 
committee to communicate or confer with the authorities of the various 
state institutions regarding this subject, setting before them the advan- 
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tages of such a course as above described, and urging strongly its adoption 
and its introduction into the list of courses now available. 


This resolution was unanimously adopted. 


Resolved, That the thanks of the Association be and are hereby 
tendered to the officials and other citizens of the city of Chicago for their 
hearty welcome, recognition of this Association and co-operation in making 
this, the Sixth Annual Convention, a notable event in the annals of the 
National Association of Cement Users. 

Resolved, That the thanks of this Association be and are hereby 
tendered to the members who have aided by the presentation of papers, 
the members of the committees, the local and technical press of the United 
States for their co-operation and aid in furthering the interests of this 
Association. 


Wuereas, This Association is convinced that the work of the Struc- 
tural Materials Testing Laboratories of the United States Geological 
Survey, Pittsburg, Pa. has been of great benefit to the building industry 
of the United States and the results published and to be published will be 
of permanent benefit, not alone to the United States, but to the whole 
world, thus laying all civilization under obligation to this country and its 
progressive inhabitants; Therefore, be it 

Resolved, That this Association as a body, shall petition the Congress 
of the United States to provide an adequate appropriation for the purpose 
of continuing the work of the laboratories during the coming fiscal year. 


Resolved, That the thanks of this Association be and are hereby 
tendered to the officers of the organization and to their capable helpers 
to whom this Association acknowledges a debt of gratitude for their 
faithful co-operative work which has borne fruit in the present high 
standing of this Association. To its able President, Mr. Richard L. 
Humphrey, this Association feels especial thanks and praise are due for 
his unceasing and effectual work in its behalf; and be it further 

Resolved, That it is the sense of this Association that insofar as the 
funds of the Association will permit, our President be granted an honora- 


rium as a more substantial recognition of the esteem in which his services 
are held. 


The above resolutions were unanimously adopted, being 
approved as presented. 

On motion duly seconded and approved, the Secretary was 
instructed to obtain information concerning the bulletins of the 
United States Geological Survey and in the next circular of the 
Association to advise the members how to secure copies of the 
bulletins. 


The President thereupon declared the Convention adjourned 
sine die. 


NATIONAL ASSOCIATION OF CEMENT USERS. 


PROCEEDINGS 
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This Association is not responsible, as a body, for the statements and 
opinions advanced in its publications. 


Tae Sk OF (CONCRETE IN’ EUROPE, 


ANNUAL ADDRESS BY THE PRESIDENT 
I 
Ricuarp L. Humpurey.* 


In the rapid development of the use of concrete in this 
country, there is a tendency to lose sight of the work of other 
countries, and it might, therefore, be of interest to indicate the 
essential differences, the methods employed and the points of 
excellency in the results obtained. It has been my good fortune 
to inspect many of the important concrete structures in this 
country and, during the last four months of the past year, to visit 
the principal cities of Europe, where, under the guidance of rep- 
resentatives of the various concrete associations and of com- 
panies engaged in concrete construction, typical examples of the 
best work have been inspected. It has, of course, not been pos- 
sible to see all work of importance, but a sufficient number of 
structures both in this country and in Europe have been visited 
to obtain such knowledge of the prevailing conditions as to per- 
mit of an intelligent discussion of the subject. 

It would seem that the conditions affecting the use of con- 


* Consuiting Engineer, Philadelphia, Pa. 


(47) 
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crete and reinforced concrete are the same the world over. The 
same problems that confront us here are present on the other side 
of the ocean. Certain striking differences in the design of 
structures result from economic conditions as affected by the cost 


FIG. I.—METHOD OF SCAFFOLDING 


IN EUROPE. 


of labor and materials, as will be subsequent 


the presence of a large number of skill 
contributes no littl 


Europe. 


y pointed out, while 
ed laborers and mechanics 
e to the success of concrete construction in 
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In but few respects are the foreign constructors in advance 
of this country. The most striking instance is in the artistic 
treatment of the material, which results in many pleasing struc- 
tures. It would seem that they had also acquired the ability of 
treating concrete as a plastic material and applying to it an 
adequate knowledge of the laws of mechanics of materials, 
together with a rational use of the laws of design. The result 
is graceful, well-balanced structures, in contrast to some of our 
cumbersome, ill-designed structures, distinctly lacking in archi- 


FIG. 2.—RAILROAD BRIDGE, MUHLHEIM, GERMANY. 


tectural effect. The American constructor, either by reason of a 
lack of knowledge of the properties of concrete and reinforced 
concrete, or of the laws of design, has in many cases resorted to 
an excessive use of materials, often decreasing the factor of 
safety in his efforts to increase it. 

This may, perhaps, be explained on the grounds of con- 
servatism, since the use of reinforced concrete in building con- 
struction is of recent application, and the scientific investigation 
of its properties has, for the most part, dealt only with elementary 
phases of the subject. Much work has yet to be done in the field 


4 
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of investigation before our theories as to the laws pertaining to 
reinforced concrete construction can be classed as more than ten- 
tative deductions from the elementary data now available. As 
the result of a visit to the principal laboratories of Europe, it 
appears that a great deal more research work in concrete has 
been done in Europe than in this country. It is possible that, as 
a result of this data, the foreign constructor has acquired more 
confidence in the use of concrete, which accounts for many 
applications which appear daring. 

Economic considerations, as previously stated, are respon- 
sible in part for the graceful appearance of many of the struc- 


FIG. 3.—RAILROAD BRIDGE, COLOGNE, GERMANY. 


tures. For, by reason of the higher cost of materials as com- 
pared with the labor, the designer strives to save all material not 
necessary for the strength of the structure, and thereby improves 
its appearance. 

In the matter of consistency of the concrete there is an aston- 
ishingly wide range of practice. In this country the pendulum 
has swung from a very dry mixture requiring much ramming to 
compact it, to a very wet mixture that cannot be rammed. For- 
tunately, the pendulum is now reaching a middle position, and it 
is good practice in this country to use a medium consistency that 
will readily flow, without separation of the aggregates, into all 


parts of the forms and around the reinforcement through the 
medium of a slicing tamper. 
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The practice in Europe covers all conditions of consistency. 
In Germany the concrete is quite stiff and receives a great deal 
of tamping; in France it is used so very wet as to require no 
tamping. In the other countries the concrete is either quite wet 
or very stiff. None of them appear to have reached the practice 
of using a concrete of viscous consistency, or one in which there 
is a maximum of coherency. Such a consistency, in my judgment, 
is the proper one, and can only be attained through the use of 


FIG. 4.—FRANZENS BRIDGE, BUCHELSDORF, AUSTRIA. 


small, well-graded aggregates and thorough mixing by machinery, 
using a minimum percentage of water. This consistency will 
insure great homogeneity and maximum density, will facilitate 
filling of the forms, and, therefore, result in better finished work. 
Concrete of this consistency also hardens more rapidly because of 
the greater density and the minimum percentage of water used, 
thus permitting the forms to be removed more quickly. Where 
surface finishes are desired, the finer aggregates produce a sur- 


face more readily worked. 
In the handling of cement mortar and concrete, the German 
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laborer seems to possess a better appreciation of the material, 
for, while using a very dry mixture, he works it into a consist- 
ency which produces surfaces showing a minimum amount of 
hair cracks and crazing. The satisfactory condition of the 
plastered surfaces of the buildings in Europe is due largely to 
the skill of the workmen. By reason of the poor quality of the 
building brick available it is the almost universal practice to 
plaster the surfaces with a Portland cement mortar in which is 
used a small quantity of lime paste. For this purpose the rough 


FIG, 5.—BRIDGE OVER AAR, STRASSBURG, GERMANY. 


bricks are laid with large joints only partly filled with mortar; 
the plaster is worked into this joint and of a thickness just suff- 
cient to coat the surface of the brick. An examination of many 
plastered surfaces in various foreign countries did not reveal any 
that showed the objectionable hair and shrinkage cracks that are 
so general in this country, particularly in our northern climates. 

The cheapness of labor in Europe permits practices uneco- 
nomical in this country. The limitation in the height of buildings, 
generally to five stories, has prevented the development of 
methods for handling materials, which becomes a problem in the 
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erection of buildings of many stories. As a result, it is in Europe 
a common practice to carry the mortar or bricks in tubs, on the 
head, up inclined runways, in many instances the work being 
performed by women. In only one instance did I see an elevator 
used for this purpose, and this was in connection with the erec- 
tion of an addition to the Telephone Exchange Building in 
Warsaw. This building consisted of brick bearing walls, with 
reinforced concrete walls and columns, and was fifteen stories 
high, being one of the highest buildings in Europe. This fact is 


FIG. 6.—KAISER FRANZ JOSEPH BRIDGE, LAIBACH, AUSTRIA. 


remarkable because of the prevailing limitation of height, and; 
further, because this unusually tall structure was of reinforced 
concrete. An interesting feature in the scaffolding is the general 
use of round timbers for the framing and the tying of these 
together, instead of nailing. This type of framing can be used 
many times and seems to be preferable to the square timbers 
so common in this country. It would seem that, in view of the 
growing scarcity of timber and the cost of scaffolding, some 
similar methods looking to prolong the life of such material could 
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be very profitably applied in America. The view given in Fig. 
t shows the characteristic method of scaffolding in vogue 
throughout Europe, and attention is called to the tying of the 
round timbers forming the framing, and to the side planking 
along the runways, which prevents material from dropping into 
the street. 

In Europe, as in this country, one of the earliest uses of 
concrete was for sidewalks, which are quite as general as they 


FIG. 7.—RETAINING WALL ALONG LINE STATES RAILWAY, SALZBURG, AUSTRIA. 


are in America. The use of concrete for massive work, such as 
abutments, piers and retaining walls, is also quite common. In 
the latter, however, reinforced concrete particularly is being used, 
with a resulting economy over massive construction. In con- 
struction of bridges the earlier designs were, as is the case in 
this country, massive in character, but as the designer acquired 
confidence, the structures have become more graceful until to-day, 
light, graceful and pleasing structures are the rule. However, 
even in massive bridges, the artistic spirit prevails. The paneling 
of the soffit of the arch, the presence of a beading along the 
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FIG, 8.—CEMENT PIPE BEING LAID IN HAMBURGER STREET, DRESDEN, GERMANY. 
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intrados, and a treatment of the strface so as to produce uni- 
formity in texture, as indicated in the view of the railroad bridge 
(Fig. 2), are used with pleasing results. | The deep horizontal 
joint at regular intervals, serving as a break for each day’s work, 
is also utilized to advantage (Fig. 3). The wide use of concrete 
in bridge construction in Europe is due largely to the cheapness 
of material, facility of construction, and the economy in 
maintenance. : 

Prof. F. Schule, chairman of the commission in charge of 


FIG. Q.—CONCRETE PAVEMENT 3 YEARS OLD, ROCKGASSE, VIENNA, AUSTRIA, 


the erettion of a bridge of large span at Luzerne, Switzerland, 
stated that competitive bids were received for steel and reinforced 
concrete, and*that the bridge would probably be constructed of 
reinforced concrete because of the lower cost. Its cheapness in 
construction, together with the adaptability for obtaining pleasing 
structures, has made concrete one of the most popular materials 
of construction for bridge work. Because of these advantages, 
and the fact that there is practically no maintenance required, it 
is preferred even where the cost may be a trifle greater than for 
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other forms of construction. In addition to this, concrete 
increases in strength with age, and the structure itself becomes 
more pleasing under the influence of the weather, just as the 
weather-stained stone bridge is much more attractive than it was 
immediately after its completion. 

It is the practice in Europe to ornament bridges much more 
elaborately than here, and even small, unimportant structures are 
given as much attention as the more important ones. One fre- 


FIG I0.—CONCRETE PAVEMENT UNDER CONSTRUCTION IN HASNER_ STREET, 


VIENNA, AUSTRIA, 


quently sees statuary at the approaches, and 4 well-designed 
ornamentation which adds materially to the beauty of the struc- 
ture. A good illustration of the attention given to unimportant 
bridges is that of the Franzens Bridge (Fig. 4), in which the 
paneling and the ornamentation at the ends should be noted. In 
the bridge over the Aar (Fig. 5), the scheme of ornamentation is 
much more elaborate, with proportionately pleasing results. The 
possibilities of concrete for bridge construction, both as regards 
permanency and ornamenta: qualities, is illustrated in the 
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Kaiser Franz Joseph Bridge, shown in Fig. 6. The bronze 
statuary at the approaches and the ornamentation of the main 
portions of the bridge, which is of graceful design, show the 
possibilities of the material. This bridge is of 33 meters (108.27 
feet) span and 15 meters (49.22 feet) wide. 

In this country there are some notable instances of orna- 
mental bridges of this character, among which may be mentioned 
the Connecticut Avenue Bridge, over Rock Creek, Washington, 


FIG. II1.—CONCRETE FILTER BEDS, BERLIN WATER SUPPLY, LICHTENBERG, GERMANY, 


D. C., with its imposing lions of concrete at the approaches, and 
the unusual color effects obtained through the use of crushed 
granite for the concrete in spandrel walls, producing a light blue- 
gray color, and of Potomac gravel in the arch rings, piers and 
abutments, producing a buff color. The Walnut Lane Bridge,* 
over the Wissahickon Creek in Fairmount Park, Philadelphia, 
Pa., one of the largest spans of concrete in the world, is another 
excellent example of the artistic use of concrete. This bridge was 
constructed of concrete because the cost was lower than for any 


*A reproduction of this bridge in color is given in the Proceedings, Vol. V, p. 173. 
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other form of construction. This bridge serves also as an 
example of the graceful effects which can be obtained through 
the economical use of concrete, and it is fair to state that the 
bridge itself would not present such a beautiful appearance if 
the spandrel arches had been cast solid. 

It should be noted, however, that while there are a number 
of beautifully designed bridges in this country, in Europe there 
are many such, which fact may be explained as the result of the 
high development of the artistic sense in the older countries of 


FIG, I2.—REINFORCED CONCRETE TRAINSHED, NUREMBERG, GERMANY. 


Europe. It is this artistic spirit that makes it essential to finish 
a structure, and this leads to the ornamentation of even such 
structures as retaining walls, as illustrated by that along the 
lines of the State Railway in Salzberg, Austria (Fig. 7). The 
ornamental caps that surmount the walls at the street intersec- 
tions, bearing the imperial arms, the water fountain in one of 
the bays, and other ornamental features, render attractive what 
would otherwise be an unsightly wall. 

It is this treatment of structures of concrete so as to render 
them more pleasing to the eye, especially those structures whose 
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chief function is utility rather than ornamentality, that consti- 
tutes one of the essential differences between the work in America 
and Europe. Some attempts have been made in this country to 
render the surface of walls, abutments and similar structures more 


FIG. 13.—REINFORCED CONCRETE TRESTLE, MUNICIPAL GAS WORKS, COPENHAGEN, 
DENMARK, 


pleasing, among which the process of removing the marks of 
construction through the scrubbed surfaces used in connection 
with the construction of bridges and other concrete structures in 
Philadelphia may be cited. 


Concrete is quite generally used for sewers in foreign coun- 
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tries, where it is the practice to line the invert with stone, vitri- 
fied brick or tile. There are in use many concrete sewer pipes, 
both egg-shaped and circular in form, and are, in general, 
cheaper than brick and other clay tile. One of the best plants 
for the manufacture of cement pipe visited was that of Dycker- 
hoff & Widman, located in Améneburg, near Biebrich, on the 
Rhine. These pipes have a density so great that they will not 
readily absorb water, and the pipe rings when struck with a 


FIG. I4.—FACADE OF HOUSE, VIENNA, AUSTRIA. 


hammer. A fairly dry mixture was used and the pipes were 
molded under heavy pressure, so applied as to rub the materials 
into position. 

A plant in Sweden, near Malmo, also produces, in a similar 
manner, pipe of equally good quality. The careful selection and 
grading of the aggregates, thorough mixing with a minimum 
percentage of water and molding under high pressure seem to 
be the secret in the successful production of pipe of this char- 
acter. Cement pipe made by this process was exhibited in the 
Louisiana Purchase Exhibition, in St. Louis, and were by far 
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the best that had heretofore appeared in this country. These 
pipes were manufactured in Europe and shipped to St. Louis. 
That they were not damaged by this transportation is evidence 


FIG. I5.—FACADE OF HOUSE, VIENNA, AUSTRIA. 


of their good quality. The contrast between the quality of this 
pipe and the quality of most pipe produced in this country is so 
great that it behooves us to exert our best efforts to secure pipe 
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of better quality, for, by so doing, many of the troubles now 
confronting the pipe manufacturers will be eliminated. The 
quality of this pipe is also due to the care exercised in curing 
and aging; they are rarely shipped for use before sixty days, 
and generally not until ninety days, after molding. 

Attention is directed to the egg-shaped sewer in Hamburger 
Street, Dresden (Fig. 8), which serves to show the character of 
the joints and the method of handling. In many parts of Europe 
may be found concrete sewers that have been in constant use 


FIG. I6.—ENTRANCE, CITY WATER WORKS, UNNA, GERMANY. 


for more than twenty-five years. I examined a cement pipe in 
Vienna, more than twenty-six years old, which was in excellent 
condition. Under conditions of heavy scour it seems to be the 
common practice to use vitrified tile for the smaller sewers, and 
to pave the invert of large sewers with vitrified brick or granite 
block. 

In many cities the laws either prescribe against or limit 
the percentage of acid or alkali allowable in the waste water of 
manufacturing plants. Experiments were in progress in a num- 
ber of places for the purpose of determining the effect of a tar 
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coating as a preservative for cement pipe against the action of 
alkali and acid. These experiments had not proceeded far 
enough to permit conclusions to be drawn. The use of cement 
pipe seems to be more general in smaller towns, where it answers 
the purpose admirably. I did not see any of the drain cement 
tile now in use in this country, and am not, therefore, in a position 
to make any statement as to their quality or durability. 

While concrete sidewalks is one of the earliest uses of 


3. I17.—REINFORCED CONCRETE ENTRANCE TO SHAFT, WATER WORKS AT 


BEYREUTH, GERMANY, 


cement, its use in both Europe and America for roadways is 
in a similar state of development. There seems to be a prejudice 
to the use of concrete for this purpose which operates against 
the. construction of experimental pavements, and this has pre- 
vented the attainment of data relative to its adaptability for the 
purpose. There are, however, some examples of concrete road- 
ways, notably in Vienna, where Leopold Trinka, chief of the 
Street Department, has been conducting experiments for a num- 
ber of years. While concrete is used as a base for all street 
pavements in Vienna, there are, in addition, several streets in 
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which the entire pavement is of concrete. In Fig. 9 is shown the 
pavement of the Rockgasse near the Borse. This pavement is 
three years old and in excellent condition, there being only a 
slight wearing at the joints, none in the gutter and little on the 
surface. The street is not subject to excessively heavy traffic, 
but there is, however, sufficiently heavy traffic to test the wear- 
ability of the pavement. The concrete roadway in process of 
construction in Hasner Street (Fig. 10) was also inspected. This 
pavement is 75 meters (24.61 feet) wide, curb to curb, and has 


FIG. I8.—REINFORCED CONCRETE FACTORY BUILDING, CARL ZEISS, 


JENA, GERMANY. 


2.5 per cent. crown. It is in two parts, viz. the base is 15 cm. 
(5.91 inches), and the wearing surface 5 cm. (1.97 inches) thick. 
The concrete for the base was composed of one part Portland 
cement to three parts sand to five parts gravel, passing a 4-cm. 
(1.57-inch) ring, while the wearing surface was composed of one 
part Portland cement, two parts sand and four parts gravel. The 
sub-base was carefully prepared by rolling and then thoroughly 
wetted, and on this the base was laid, the consistency of the 
concrete being rather wet. The top surface was placed afterward 
and given a float finish. Joints were made every ten meters, 


5 


66 ~ ANNUAL ADDRESS BY THE PRESIDENT. 


and were formed through the use of tar paper placed in position 
before the adjacent section was cast. After the wearing surface 
had hardened somewhat—that is, after the surface water had 
evaporated—it was covered with sand. 

From a conversation with Mr. Trinka, the opinion was 
formed that he was not in favor of concrete roads where the 
grades were heavy. His principal objections to concrete road- 
ways was the difficulty of making repairs. As little was known 


FIG. I9Q.—REINFORCED CONCRETE MILL BUILDING, POZSONG, HUNGARY. 


about concrete roads, and as they were still experimenting with 
them in Vienna, be was of the opinion that it was impossible 
to obtain a good concrete roadway without expansion joints, and 
if the joints were not formed during construction, cracks would 
develop afterward. He also believed that the thicker the con- 
crete, the more satisfactory would be the roadway. 

Many of the cities make use of concrete pavements for 
alleyways and smaller streets where the traffic is not heavy, and 
a number of the cities have in contemplation the laying of experi- 
mental roadways. After these experiments are completed it will 
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probably be found possible to lay concrete roadways that will 
answer the requirements and prove more economical as regards 
first cost and maintenance than many of the forms of pavements 
now in use. 

In Europe, as in America, reinforced concrete, because of 
its flexible qualities, is considered an admirable material for the 
construction of filter beds (Fig. 11), and other structures required 
for water supply and sewage disposal. A number of such works 


FIG. 20.—REINFORCED CONCRETE FACTORY, PRAGUE, AUSTRIA, 


were visited, and mention is particularly made of the controlling 
works of the sewage-disposal system for the city of Dresden. 
These are entirely of concrete, and the work was so well done 
that no patching or touching up was necessary after the removal 
of the forms, the smoothness of the surface and uniformity of 
the color being exceptionally good. The concrete was thoroughly 
mixed, was of a stiff consistency and received considerable tamp- 
ing. The form work was especially good, and this, together with 
careful workmanship was responsible for the quality of the 
work. 
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In Germany there seems to be a general tendency to use a 
stiff mixture, and it was stated that this practice was based upon 
the experiments of Professor Bach, which indicated that the 
dryer mixtures give the highest results. It is also true that the 
dryer mixtures do not tend to bring the neat cement to the surface, 
as is the case with the wetter mixtures, and hence there are less 
hair cracks. | 

In reinforced concrete it is, however, difficult to compact 
stiff concrete around the reinforcement, and the resulting work is 


FIG. 2I.—REINFORCED CONCRETE HOUSE, VIENNA, AUSTRIA. 


unquestionably inferior to that in this country. The stiffness of 
concrete is, in a measure, offset by the small-sized aggregate 
used, which facilitates the compacting. I have seen con- 
crete so vigorously tamped in position in a floor panel as to cause 
vibration of the centering. This floor had a span of about 25 
feet, the slab was about 7 inches thick. It is possible 
that the use of a stiff mortar in plastering, where the surface is 
thoroughly clean and wetted before it is applied, produces a much 
more uniform surface, both as regards the texture and the color. 
It is, however, a fact that the wetter the mixture, the working, 
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which it must necessarily receive, tends to bring the more soluble 
and softer materials to the surface, and thereby increases the 
tendency to checking and hair-cracking. 

Large and increasing quantities of concrete are being used 
in railroad construction. This is due almost wholly to the fact 
that concrete is the most economical material to use. Where 
materials are more expensive than the labor, more attention is 
necessarily given to the economy in their use, and, as a result, 


FIG. 22.—DINING ROOM, REINFORCED CONCRETE BUILDING, ASYLUM IN 
FELDSBERG, AUSTRIA. 


forms are more carefully prepared and the concrete more care- 
fully placed. As a result, when the forms are removed 
little work is required in finishing the structure. The train shed 
of the Hauptbahnhof, in Nuremburg (Fig. 12), is an illustration 
of the care taken in the construction of the forms, which results 
in such perfect structures. 

The reinforced concrete trestles (Fig. 13) erected at the 
municipal gas works, Copenhagen, Denmark, illustrate a tendency 
toward the use of reinforced concrete as a-substitute for steel for 
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this class of work. This practice has been condemned by many 
prominent engineers in this country, and there are but one or two 
notable instances, among which may be mentioned the viaduct 
near Louisville, Ky. There does not, however, appear to be any 
valid objection to such construction if properly designed in 
accordance with the laws of mechanics of materials, and concrete 
serves the purpose just as well as any other structural material 
and, in addition, has the distinctive advantage of being more 
durable, economical, and requiring a less cost of maintenance. 


FIG. 23.—REINFORCED CONCRETE HOUSE, DRESDEN, GERMANY, 


It is evident that the skill and care of the workmen are 
responsible in a large degree ‘for the pleasing results obtained in 
the use of cement for the exterior finish of buildings. Much of 
this ornamental work lacks the pressed-metal effect which char- 
acterizes the appearance of much of the cast-stone work in this 
country, and this is due to the fact that the surface is gone over 
with tools, thus removing the skin of neat cement, which gives 
a dead surface. In addition, the architectural treatment is such 
as to effectively utilize the natural qualities of the material. 

These points are exemplified by the facades shown in Figs. 


ANNUAL ADDRESS BY THE PRESIDENT, 7 


14 and 15, which have very much the appearance of natural 
stone. In some instances the ornamentation is placed on the 
concrete surface after the main structure is finished, but generally 
it is formed at the time the main structure is cast and is after- 
wards tooled and dressed by the stone mason, thus removing the 
marks of construction, the film of neat cement, and giving the 
structures the appearance of natural stone. 

Symmetrical structures in which there has been a well- 
planned scheme of decoration are quite usual; indeed, one rarely 


FIG. 24.—REINFORCED CONCRETE STAIRWAY, NORTH SCHOOL, JENA, GERMANY. 


sees a structure that does not present a finished appearance. 
This is a matter in which the American methods may be criticised, 
especially where the ‘function of the structure is that of utility 
rather than of ornamentation. Such structures, as a rule, are 
untouched after the removal of the forms, and, at most, but little 
work has been put upon them, with the result that they present 
an unfinished appearance. This condition should not be con- 
fused with structures which have purposely unfinished, sur- 
faces, as, for example, the grill-room of the Racquet Club in 
Philadelphia, and the chapel in Mission Inn, Riverside, Cal., in 


72 _ ANNUAL ADDRESS BY THE PRESIDENT. 


which the rough concrete is a part of the scheme of decoration. 
It is the unsightly construction marks and stains, devoid of art 
and, hence, not pleasing to the eye, to which reference is made, 
and which are almost wholly the result of carelessness in work- 
manship, avoidable with practically no additional cost. 

The facades shown in Fig. 16 serve to illustrate the care 
given to structures of minor importance in order to secure a 
pleasing appearance. ‘The clean lines and fine texture are evident, 
as is also the case of the structure shown in Fig. 17, where the 
adaptability of concrete is again apparent. A photograph, as a 
rule, is a very poor medium for conveying an adequate idea of 
the appearance of a structure, and often gives the impression that 
the quality is much finer than it really is, since it tends to elim- 
inate the blemishes. On the other hand, it may not do justice to 
a very excellent structure, and this particularly is the case where 
the material is concrete. These expressions of opinion are the 
result of a close inspection of the structures visited, which were 
singularly free from such blemishes. 

The European architects are wonderfully efficient in the 
use of concrete without veneering. There are many buildings 
with exteriors wholly of concrete which are as pleasing archi- 
tecturally as those obtained by the use of any other material. 
Factory and mill buildings ordinarily admit of little in the way 
of architectural treatment, but even these are rendered attractive 
and pleasing to the eye, as may be seen in Figs. 18 and 19, where 
the paneling and projecting moldings cast shadows, relieving the 
plain, flat surface. This gives a life to the structure which 
makes it attractive, and adds little to the cost. 

The treatment of the surfaces, after the forms are removed, 
by plastering or dressing in various ways with stone cutters’ tools, 
produces a surface of uniform texture and gives a finished appear- 
ance to the structure. 

The small surface molding and relief work shown in Fig. 20, 
a factory building in Prague, were accomplished with the original 
forms, and the finishing applied afterward adds very little to the 
cost. Much more ornamental surface treatment is shown in the 
dwelling house (Fig. 21), and serves to illustrate the possibilities 
of the material. This structure presents a much finer appear- 
ance than the brick, stone and similar materials which are used 
so generally. 
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FIG. 25.—REINFORCED CONCRETE BUILDING, KING GEORGE GYMNASIUM, 
DRESDEN, GERMANY, 
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There were some sixteen reinforced concrete buildings in the 
course of construction in the city of Hamburg, Germany, many 
of which had exterior walls of concrete effectively ornamented 
through the use of cement. In some of these buildings the work 
was so well performed that it was difficult to tell whether the 
walls were of stone or concrete. 

The treatment of concrete in the interior of buildings is 
equally effective. Paneling of the ceiling by means of beams, 
chamfering the edges, the use of filets and moldings, all tend 
to improve the appearance of the structure. A successful use 
is also made of plaster, applied to the concrete, in which various 
designs are worked out in color. These delicate tints, often 
applied to walls, are not injured by discoloration, which is fre- 
quently seen in this class of work in this country. There are 
a number of processes used for treating the cement surface 
by which it is rendered inactive. The main element in the suc- 
cess of this work is the fact that walls are allowed to thoroughly 
dry out before the final ornamentation is applied. In some 
countries not only is this required by law, but generally the 
building cannot be occupied at all until after the lapse of at 
least several months, and in a few cases until one year, after 
its completion. These requirements are in striking contrast to 
the conditions prevalent in this country, where a-portion of the 
building can be occupied while the remainder is still in course 
of erection. From a sanitary point of view this delay in occu- 
pancy is admirable. 

The dining-room of one of the asylum buildings in Feldes- 
berg (Fig. 22) serves to illustrate the pleasing treatment of the 
surfaces of a reinforced concrete building with plaster. Another 
method of treating such construction is illustrated in Fig. 23, in 
which resort has been made to a partial veneering with wood, 
this particular building having been awarded the gold medal of the 
Dresden Exhibition of 1906. In the view of the stairway of the 
reinforced concrete school building in Jena (Fig. 24) it is evident 
that a structure can be simply and effectively treated without 
involving great expense in the construction of the forms. The 
balustrade without ornamentation, the groined roof of the stair- 
way, and the simple but effective caps of the supporting columns, 
form altogether a most pleasing construction. The two views 
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20.—REINFORCED CONCRETE BUILDING, KING GEORGE GYMNASIUM, 
DRESDEN, GERMANY. 


ie 
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(Figs. 25 and 26) of the interior of the gymnasium in Dresden 
are also illustrative of the high art attained in the interior treat- 
ment of structures of reinforced concrete. The concrete in some 
portions of this building is left untreated, but for the most part 
the surface has been plastered, and this plaster tinted in various 
colors. Although completed for some time, I could find no evi- 
dences of discoloration, and the entire made a very lasting im- 
pression not only as regards the quality of the coloring, but as 


FIG. 27.—CENTRAL ARCADE OF THE REINFORCED CONCRETE BUILDING, 
THE TIETZ STORES, MUNICH, GERMANY, ; 


regards the details of construction. Attention is directed to the 
treatment of the columns and paneling of the ceiling, and the ex- 
tremely simple but effective treatment of the stairway balustrade. 

In Paris, | examined a fine structure of reinforced concrete, 
intended for a music conservatory. In Budapest, Professor 
Zelinski showed a similar structure designed by himself, which 
was remarkable for its beauty and the skill exercised in its 
design. The ornamentation was strikingly good, the acoustic 
properties were excellent, and the use of the cantilever in the con- 
struction of the balcony, thereby eliminating obstructing columns, 
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was a particularly fine piece of construction. The treatment of 
the surface in the corridors was simple, and the ornamentation 
consisted in part of designs worked in mosaic. 

In many instances the interior finish for concrete buildings 
was in imitation of the travertine stone obtained from Italy, and 
was so well done as to make it impossible to tell whether it was 
artificial or not. Work of this character has been equally well 
executed in the new Pennsylvania Railroad Station in New York, 
where, in the lobby of the station, the lower part is of natural 


FIG. 28.—REINFORCED CONCRETE WALLS FOR GAS HOLDER, DRESDEN, GERMANY. 


travertine stone, while the upper portion is artificial. Even the 
workmen have difficulty in indicating where the one ends and the 
other begins. 

Light, graceful trusses used for supporting the roofs of build- 
ings are also worthy of notice, and ample evidence is afforded of 
their stiffness in the attached shafting and other machinery, which 
produces no appreciable vibration to the structure. 

Perhaps one of the most pleasing examples of the decorative 
art was the treatment of the central arcade of the reinforced con- 
crete building (Fig. 27) of the Tietz stores, in Munich; the 
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paneling of the ceilings, the detailed construction of the columns 
and the ornamental work being so apparent that further descrip- 
tion is unnecessary. 

The spirit of ornamentation is illustrated in the gas holders 
of the city of Dresden, shown in Fig. 28. In this country, 


FIG. 29.—REINFORCED CONCRETE FOUNDATION FOR QUAY WALLS IN HARBOR, 
NORRESUNDBY, DENMARK, 


especially, these are unsightly structures of metal. In this case 
the walls, of reinforced concrete made to imitate granite, serve 
as a container for the holder proper, which is of metal. The sur- 
faces of these walls are hammer-dressed, and the metal-covered 
roof, supported by steel trusses, is painted with a green-tinted 
paint, giving the appearance of oxidized copper, the whole struc- 
ture being unusually attractive and pleasing, which is not usual 


ANNUAL ADDRESS BY THE PRESIDENT. 


FIG, 30.—HOLLOW REINFORCED POLES, OTTO AND SCHLOSSER S PLANT, 
MEISSEN, GERMANY, 
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in a structure of this character. The view given shows one of the 
roofs of the holder uncompleted and serves to illustrate the char- 
acter of the roof construction, the steel work not being incased 
in concrete. The towers seen contain stairways, also of rein- 
forced concrete. The gray tone of the walls is in splendid con- 
trast with the soft green coloring of the roof. 

In the design of reinforced concrete structures, the Euro- 
pean engineer seems to have a better appreciation of the laws 
of design, which shows itself not only in the gracefulness of the 
structure, but also in the thickness of the concrete itself. A 
number of concrete water towers were visited, with walls ex- 
tremely thin, and reference is made to one in Budapest, designed 
_ by Professor Zelinski, which was perfectly tight, although there 
was a considerable head of water. The thin walls had been ren- 
dered tight not by waterproofing, but through the intelligent use 
of metal reinforcement, a practice which is at last beginning to 
be understood and applied in this country. 

In the use of reinforcement for harbor work there was much 
of interest. The length and manner of driving the concrete piles 
in the harbor work at Boulogne-sur-Mer was particularly im- 
pressive. The piles apparently stood the severe hammering of 
the pile-drivers without damage. Results similar to this have 
been achieved in driving the piles in connection with the harbor 
work at Chester, Pa. 

An application of reinforced concrete that is likely to come 
into greater use is illustrated in Fig. 29. The boxes of reinforced 
concrete are constructed on shore, launched as shown, towed to 
a point where they are settled into position by filling with sand, 
gravel or crushed stone; upon this superstructure the quay wall 
is then built. This method of construction permits the thorough 
hardening of the concrete before it is subjected to the action 
of sea water. 

Reinforced concrete telephone and telegraph poles seem to 
be coming into general use, especially in Holland, Sweden and 
Denmark, in which countries inspection was made of poles that 
had been in use for some time. Some types of poles are shown 
in Figs. 30 and 31, the feature of which is the attempt to lighten 
them, and thereby save material, through the means of holes 
spaced regularly as shown. Nearly all of the poles examined 


ANNUAL ADDRESS BY THE PRESIDENT. 81 


were in excellent condition and seemed to answer the purpose 
admirably. The strength and permanency of this type of pole 


FIG, 31.—REINFORCED CONCRETE LIGHT, TELEPHONE AND TELEGRAPH POLES. 


make it preferable to poles of wood or steel, even where the first 
cost may be somewhat greater. 
An interesting use of concrete is the rustic foot bridge shown 
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in Fig. 32, the entire structure being of concrete with a small 
amount of metal reinforcement. The floor and railing were cast, 
using the planks and railing of the previous structure in forming 
the molds. 

Equally interesting is the reinforced concrete fence shown in 
Fig. 33. The hinges were imbedded in concrete. While these gates 
are quite heavy and are frequently closed with such vigor as to jar 
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FIG, 32.—FOOT BRIDGE IN PARK, ENTIRELY OF REINFORCED CONCRETE, 
BUDAPEST, HUNGARY. 


the fence, the cracking is not nearly as bad as might be expected. 
This, however, is a use of concrete for which it is not suited, 
because of the weight and the consequent shock on the hinges 
in opening and closing the gates. The fence itself was in excel- 
lent condition, and demonstrated the adaptability of concrete for 
the purpose. 

Mention should also be made of the reinforced concrete 
boat, or barge, inspected at Frankfort-on-the-Main, 42 meters 
(138 feet) long and 6.5 meters (21.32 feet) wide at the center, 
and with walls 4 cm. (1.48 inches) thick. The boat was being 
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repaired at the time because of the unequal distribution of the 
concrete, due to faulty design, which had caused a serious list. 
The boat was painted with asphalt and seemed perfectly water- 
tight. It contained a small cabin in the stern, the remainder of 
the boat being intended for cargo. The same constructors con- 
templated building another boat 70 meters (229.66 feet) long. 
Boats of this character are being constructed and successfully 
used in this country, especially in connection with the construc- 
tion of the Panama Canal. The success of these boats depends 


FIG. 33.—REINFORCED CONCRETE FENCE, BUDAPEST, HUNGARY. 


largely on the design, which, if proper, should make them suffi- 
ciently stiff and thoroughly watertight. When well designed and 
built, the first cost is little, if any, greater than when built of 
wood, while the cost of maintenance is very low and the durability 
very great. In view of the growing scarcity of timber, it is 
probable that this type of boat will meet with increasing favor. 

In Europe, as in America, concrete is winning its way as a 
building material because of its intrinsic qualities, which make it 
superior as regards strength, durability and fire-resistive qualities, 
and also the most economical. 

Many of the problems that are at present receiving consider- 
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ation in this country are also under consideration in Europe. The 
investigations of the properties of concrete have been more ex- 
tensive than those in this country, and the results contain much 
data of value to the American engineer. Too little reference 
has been made to the work of the foreign investigator when 
reporting the results of the investigations in this country. 

While reinforced concrete construction had its origin in 
Europe, and has been in use, therefore, longer than in this 
country, yet it is surprising that the present extent of this use 
is no greater. One cause that operates against the development 
of its use in buildings lies in the restrictive, and in many cases 
prohibitive, building regulations, which render it impractical 
either to use the material in the larger cities at all, or with any 
economy. Hence, its use is almost wholly outside of these cities. 
The revision of these laws is under consideration in most foreign 
cities, the purpose of which is to so modify them as to render 
this class of construction possible. The economic value of the 
material, coupled with its superior qualities from a sanitary and 
fire-resistive point of view, is aiding materially in the fight for its 
proper recognition. 

In general, it may be stated that America leads not only in 
the extent, but also in the diverse uses of concrete and rein- 
forced concrete. It is, however, in the artistic use that Europe 
excels; the results obtained are in general much more pleasing. 
When American architects become more familiar with, and con- 
fident in the use of, concrete, treating it as a plastic material with 
an individuality of its own, and not as a substitute for other and, 
in most cases, inferior materials of construction, we can hope to 
rival Europe in this field. Many foreign designers also appre- 
ciate its properties and possibilities more fully than is the case 
in America, and more economically designed structures are the 
result. 

Europe is watching America’s progress with keen interest, 
and with good reason, for already we have designed structures 
of concrete in which full use has been made of its admirable 
qualities. We are also formulating rules for its use that are 
being accepted in other countries, and our knowledge of design 
is SO progressing that economical structures are becoming more 
common. In the very near future we may look to see America 
lead the world in the artistic and economical use of concrete, 


REINFORCED CONCRETE COLUMNS. 
By Peter GILLESPIE.* 


In the study of the elastic properties of any material, the 
stress-strain curve is a very important aid. Straightness on 
such a curve is evidence that Hooke’s law of proportionality 
of stress to deformation obtains. The steepness of the curve 
with respect to the axis of strain is the measure of the rigidity 
of the material—perpendicularity to this axis denoting infinite 
stiffness and parallelism to the same axis, complete plasticity. 
The elastic limit is indicated by the point of departure of the 
curve from the straight line. The true elastic limit is in most 
instances not definitely marked; but, in the case of soft steel and 
wrought iron, the position of the so-called apparent elastic 
limit or yield point need never be mistaken. The return path is 
plotted by observing simultaneous values of stress and strain 
under decreasing loads. The intercept, if any, of this path on 
the axis of strain is the measure of the permanent set. <A repeti- 
tion of the stresses and a replotting will show to what extent, 
if at all, the properties of the material have altered because of the 
process of re-stressing. 

Since, in the discussion of efficiency and economy in con- 
crete column design, the elastic and other properties of the ma- 
terial to be employed are of vital importance, there is shown by 
way of illustration (Fig. 1) the stress-strain curves for two con- 
crete prisms the data for which were obtained from Tests of 
Metals for 1904. 

The upper curve is for a 1:1 cement and sand mortar with 
an ultimate crushing strength of 6,940 lbs. per sq. in.; the lower 
is for a 1:2: 4 cement, sand and gravel mixture, which failed at 
1,700 Ibs. per sq. in. It will be observed that while the former 
continues straight up to a stress of 2,500 lbs. per sq. in., the 


*Juecturer, Faculty of Applied Science, University of Toronto, Toronto, Canada. 
+ Acknowledgment is made to the Engineering Record for the cuts of Figs. 1, 2,5, 7, 
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latter deflects almost from the start. That the former is at the 
outset almost twice as steep as the latter, will be interpreted as 
meaning that the modulus of elasticity of the richer concrete is 
nearly twice as great as that of the poorer. That there would be 
a permanent set for relatively small stresses in the case of the 
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FIG, I.—TYPICAL STRESS-STRAIN CURVE FOR RICH AND LEAN MIXTURE. 


latter would be anticipated. As might also be expected, a much 


closer approach to complete recovery was realized in the other 
instance after even moderately large stresses. 

For the reinforcement of concrete columns, two methods 
have been adopted, viz—longitudinal rods and hoops or spirals. 
Frequently, indeed, the two methods are employed in combina- 
tion. The former depends for its effectiveness on the fact that 
when two dissimilar materials deform together, they take stresses 
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in proportion to their relative rigidities. That is to say, if the 
steel in the longitudinal reinforcing of a concrete column be ten 
times as rigid as the surrounding concrete, its stress for a given 
deformation will be ten times that of the concrete. Experiments 
_ conducted on columns of concrete of the grade ordinarily manu- 
factured and reinforced with longitudinal rods show that the 
stress in the steel, accompanying stress in concrete of such inten- 
sity as is commonly specified, are very much lower than good 
practice will endorse or economy recommend. 

Table I gives some data taken from Tests of Metals for 1904, 


TABLE I,—SIMULTANEOUS STRESSES IN CONCRETE AND STEEL. 


Percentage of metal in longitudinals, .97 to 2.09. 


Avera, i 
Test No. | Mixture Stress, si Stipe, Cee poe ae oe 
oa ceeaal ik : Ibs. per Se -pe’ lbs. per Concrete Ibs. per 
sq. in. Sq. in. sq. in. Stress. sq. in. 
Ihr? I ane 600 3,540 556 6.4 2,890 
1612 TR 600 6,360 516 2.3 2,010 
1582 se 600 5,040 557 9.0 2,180 
1581 Bet, 600 5,520 549 10.1 1,990 
1584 Uo 600 4,320 527 8.2 2,830 
1579 sheen rt 600 3,780 532 Pia 2,700 
1610 Teena: 600 Rao2e 532 9.8 1,820 
1616 Te 24! 600 9,060 476 19.0 2,095 
1608 es geile 600 11,100 446 24.9 1,370 
1617 1: 3:6 600 4,860 516 9.4 2,290 
NV ELACC Wat eects eet cognates. oe 6,000 530 TicGse law ncesas 


showing simultaneous values of stress in concrete and in steel 
longitudinals of compression members having from .97 to 2.09 
per cent. of reinforcement. From this table, it 1s seen that in 
columns carrying 600 lbs. per sq. in. over the gross area, the 
average stress in the steel longitudinals was only 6,000 Ibs. per 
sq. in. In structural and bridge work, working stresses at least 
twice this would not be considered excessive. It is undoubtedly 
true that metal is sometimes employed in structures for emergency 
purposes, and ordinarily may sustain stresses which are very 
small indeed or absent altogether. In the case of concrete 
columns, this is partly true. To take care of bending stresses 
due to eccentric loading or to possible inequalities in the con- 
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crete, longitudinal rods are necessary ; still, if the working stresses 
could be increased somewhat past the limit given in the table, it 
could be felt that more of the advantages of the use of the metal 
were being realized, particularly since, even when stressed to the 


3500 
¢ 
C 
0 
s BAH EHH 
Yv2s500 
; po Ameeanomac 
- vase 
ry LEH 
| 2000 [Z_7 Os 
o GeSceeccaors 
: Reese ee ea 
ttsee Bane 
* i 
i Cocnanscee 
aaee 
Ae 
eoeeoe 
BEES 
eit a 


Ee 
a 
wu t 9 Q iN} T 
8 8 8 S 5 0 0 
ie} Q 9 6 3 (0) 0 
° rN] v 
A © oO 
8 o rs) ) 2 : 
ray Q 0 fo) re) re) 
4 ce) ro) rey Poy fe} 


Compression (per Unit Length) 


FIG. 2.—STRESS-STRAIN CURVE FOR I: I MIXTURE AT 3 MONTHS 


maximum which good practice favors, it carries a load in com- 
pression at about twice the cost of concrete. 

By employing a better grade of concrete, thus permitting 
the utilization of higher working stresses, a partial remedy is 
secured. An improvement in quality is, however, accompanied 
by a marked increase in the elastic modulus as well as in the ulti- 
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mate strength, as is indicated in Figs. 1 and 2, the latter being 
a typical curve for a plain 1:1 concrete at age of three months, 
plotted from a test made by the writer. The aggregate was a . 
hard trap rock, with the fine crusher dust screened out, the size 
cf aggregate varying from 4 to 34 in. The member was first 
stressed up to 2,200 lbs. per sq. in. when the load was released. 
The magnitude of the set is almost insignificant, it being observed 
that the second curve is plotted from a new origin. The pro- 
longed straightness of the curve is one of its most noticeable 
features. The increase in stiffness which occurs whenever the 
quality of the concrete is improved, will mean a reduction in 
the stiffness ratio for the two materials so that the increase in 
the steel stress due to the employment of a richer mixture, is not 
as great as might at first be supposed. 

In Table II are given the results of a few compression tests 
made by the writer on columns of this grade of concrete. The 
specimens were 6 ins. in diameter and 21 ins. long. 


TaBLeE II.—ComprESSION TESTS ON SHORT COLUMNS. 


Mixture, 1:1. Age, 6 months. 


Specimen, Crushing Strength, lbs. per sq. in. 

1X. ~ Sane ae aE ae 4,900 
Aaa te Ata e ts atets 5,975 
Cin wee Saree nate 5,150 
LD ee a eee ge 6,160 
13 = iedcte a a eaRaee 4,120 
Waetkara ceateaothe eve tees 5,480 

JENSEN 6 Aca 5,300 


As the average strength is well over 5,000 lbs. per sq. in., 
it would seem that a working stress of 1,250 Ibs. per sq. in. is 
not excessive. 

To determine the manner in which such material will behave 
in combination with metal, longitudinally placed, a number of 
columns were constructed and tested. Fig. 3 shows such a 
column under test. Nine determinations of the modulus of elas- 
ticity for this plain concrete, gave an average value of 3,900,000 
lbs. per sq. in. with the smallest value 4 per cent. and the 
largest 45 per cent. higher than the mean of all. Eight deter- 
minations of the elastic modulus in columns reinforced with from 
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88 to 4.42 per cent. of steel, gave an average value of 3,600,000 
Ibs. per sq. in., showing that apparently the concrete is less rigid 
in the reinforced column than it is in the plain. In the latter case, 
the smallest value was 13 per cent. less and the greatest II per 
cent. more than the mean of all. Typical stress-strain curves 


FIG. 3.—COLUMN REINFORCED WITH LONGITUDINAL RODS UNDER TEST. 


for these columns are shown in Fig. 4. It will be noticed that 
the set following the stresses indicated in the first two applica- 
tions of load, is praetically zero. The curve for the reinforce- 
ment is drawn in such a way, that the portion of the average 
or gross stress between it and the curve proper, is the measure 
of the stress in the concrete. In this way, it is possible to 
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determine the simultaneous stresses in the two materials, since 
the metal stress may be found by multiplying the unit deforma- 
tion by the elastic modulus of that material. This method of 
graphical segregation is always possible and it will be evident 
that the reinforcement curve will be steepest where the quantity 
of metal is greatest. Table III shows in a few other representa- 
tive cases, the magnitude of the stress in the longitudinal rein- 
forcement accompanying a stress of 1,250 Ibs. per sq. in. in the 
concrete. 

On account of the increased working stress in the concrete, 
the average stress in the metal is substantially greater. The 


TABLE [II.—SIMULTANEOUS STRESSES IN CONCRETE AND METAL 
LONGITUDINALS. 


Mixture, 1:1. Percentage of metai, .88 to 4.42. 


Designation. Stress in Concrete,| Stress in Metal, Metal Stress, 
lbs. per sq. in. Ibs. per sq. in. Concrete Stress. 

IRON AN eee. tea eae ntclene elle crozs 1250 9,300 7.4 
Allgs RicneanSetete ce oe reste sos ona 1,250 9,600 er 
1G i sate eR PRN eaeRE RE ae r,250 10,500 8.4 
iN Gd Peco itas A aeapeat vane eR 1,250 10,500 8.4 
ORNS es Paste to oe 1250 12,000 9.6 
ey ee tn eee tek 1)250 10,800 8.6 
OR Gere, Re ee es 1,250 10,500 8.4 
Be rane Oe armed kerr Fae amet mee 1,250 10,500 8.4 

DSU EES ae SM 1,250 10,400 8.4 


attainment of such stresses, rendered possible through the em- 
ployment of a better grade of concrete, must be considered a step 
toward the economical use of steel in concrete columns. 

Another matter of some consequence is the amount of set 
taken by the concrete after the stress is relieved. The most 
satisfactory materials for the purpose of the engineer are those 
which have for moderate stresses, the power of perfect recovery. 
Of concrete, as ordinarily manufactured, this can scarcely be 
said. It will be observed from Table IV, that the average set 
for the rich concrete after a stress of 2,000 lbs. per sq. in. is 
approximately half as great as that of the poorer grade after a 
stress of half the magnitude. The data is taken somewhat at 
random from the report of the Watertown Arsenal for 1904, 
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but is believed to be fairly representative of the two grades of 
material. 

The function of hoops in compression members is to resist 
the lateral expansion which accompanies longitudinal compression 
due to load. For most materials, there is a more or less constant 
ratio between the lateral and the longitudinal strain. This is 
known ordinarily as Poisson’s ratio and for most materials of con- 
struction is about 14 or 14. Let us assume a concrete column 
reinforced with hoops and with longitudinal rods. When it is 
stressed by loading a longitudinal shortening takes place which 
sets up stresses in both steel and concrete, the ratio between them 
being the ratio of their relative rigidities. If the hoops were 


TaBLE IV.—SHOWING THE AMOUNT OF SET IN Two GRADES OF CON- 
CRETE AFTER THE RELEASE OF STRESSES. 


All specimens 12 ins. long. 


After 2,000 lbs. per sq. in. After 1,000 lbs. per sq. in. 

5 5-4 Ult. Strength, : ‘ies Ult. Strength, 
Mixture. Set in ins. lbs. per sq. in. Mixture. Set in ins. lbs. per sq. in. 

Tek .0000 6,940 eA .0028 12 1O 

Tonk 0013 4,800 Tg 8 vi .0020 1,700 

Tek .OO14 4,360 | Ton Al .OO10 1,480 

te ie .0004 6,400 Tea .0O12 1,680 
Average ZOOO OT SN newman ae ae meee tier tens FOOT ie ae Peck lle Bee 


absent, a lateral expansion would have taken place which, per 
unit of diameter would be only a fraction of the afore-mentioned 
shortening per unit of length. The hoops reduce this to some 
extent (otherwise they would not serve their purpose), and, con- 
sequently, the unit deformation in them must be of even smaller 
extent. From this it is manifest that hoop stress will be very 
much less than the compressive stress carried at the same time 
by the longitudinal rods, and if some misgivings are had as to 
the wisdom of employing longitudinal metal in columns, certainly 
greater doubt might be entertained regarding the use of hoops. 
For while the fabrication of hooped reinforcement is usually more 
expensive than those of longitudinal rods, the safeguard against 
bending due to eccentric loads and defective materials locally, is 
very inadequately afforded. 
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In the hooped columns, the tests on which are referred to 
below, a 1:1 mixture of small size trap rock and cement was 
used. The hoops were welded from steel flats and were of two 
thicknesses, .05 and .12 ins. The quantity of metal relative to the 
core within the hoops varied from .024 to .o57 per cent. No 
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FIG. 4.—CURVE SHOWING BEHAVIOR OF COLUMN |] : I CONCRETE WITH 
LONGITUDINAL REINFORCEMENT. 


longitudinal metal was employed save three strips of thin hoop 
iron which were employed as spacers for the hoops. Fig. 5 shows 
the hoop reinforcement assembled. In order to measure the 
stresses in the hoops, certain of the rings were left exposed, partly 
or completely, and to these mirror extensometers were attached 
(see Fig. 6). Longitudinal deformations were measured by means 
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of compressometers fixed to a gauge length of about 50 ins. 
The curves in Figs. 7, 8 and g afford an opportunity to note 
the manner in which the steel stress varies with the compressive 
stress in the concrete. In every case as the concrete was sub- 
jected to higher compressive stresses, a tendency manifested 
itself on the part of the curve to deflect downward. In some 
cases, the curve becomes parallel with the axis of steel stress. 


FIG, 5.—HOOPS READY FOR FORMS, 


This would indicate that the concrete, under high compressive 
stresses, had reached a state of partial plasticity within the 
hoops. The fact that, on release of load after heavy stressing, 
the extensometers did not usually completely recover, would 
indicate that this apparent tendency to flow had left the steel in 
a state of residual tension, since usually the steel stress had not 
even approached the elastic limit. In Fig. 8 the continued 
increase in steel stress under a constant load is shown. 
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From purely theoretical considerations, if the elastic pro- 
perties of the materials and the quantity of hooping present are 
known, it is possible to establish a simple relation between the 
compressive stress in the concrete and the accompanying stress 
in the hoops. In the evolution of the following equation the 
stiffness ratio for this material was assumed to be 9. A number 
of determinations of Poisson’s ratio gave 1% for an average value. 
For these materials, it can be shown that 


f. 9 
ie 9 
Ais eee 


where f, is stress in hoops, f, axial compressive stress in the 
concrete and p is the ratio of metal to concrete within the hoops. 


TABLE V.—SIMULTANEOUS STRESSES IN CONCRETE AND METAL Hoops. 


Mixture, 1:1. Percentage of metal in hoops, 2.4 to 5.7. 


: ete Stre he peree ; Metal Stress. 2S 

edge Pte Corer t Seeacg |. eeete ot Hour. 
2,400 ‘Nil tector 057 2.28 Partially exposed. 
3,000 7,000 On 230 Completely exposed. 
1,900 4,300 Wolsiy Zee Partially exposed. 
2,300 5,000 057 2.18 Partially exposed. 
2,000 4,700 05 De vibe Partially expcsed. 
3,000 6,000 -057 2.00 Partially exposed. 
3,250 4,000 KOSH | ieee Completely exposed. 
2,600 OOO | 5024) | 1.92 Partially exposed. 
2,300 | 9 Sixers, 027 | 27 Partially exposed. 
2,800 5,000 | .024 | ey Completely exposed. 
2,750 / §,000 | .027 | 1.82 Completely exposed. 

Avelage rom in —w 5 tes ae | 2.02 


Since p is usually small with respect to the other numbers in- 
volved, it follows that the usual changes which p might undergo, 


do not affect the ratio 4s. in a very conspicuous way. Fig. 10 
shows the manner in which this ratio changes, consequent on 
variation of p. The points plotted adjacent to the curve show 
to what extent the theoretic investigation agrees with the results 


of experiment. In Table V are given a few simultaneous values 


96 GILLESPIE ON REINFORCED CONCRETE COLUMNS. 


of hoop stress and compressive stress in concrete. The figures 
are representative of a somewhat large number of determinations 
and, broadly speaking, show as is indicated in Figs. 7, 8, 9 and 
10, that for the materials employed, the hoop stress is approxi- 
mately twice that in the concrete. 


FIG. 6,—A HOOPED COLUMN IN THE TESTING MACHINE. 


Tests made by Professor Talbot in 1907 on hooped concrete 
columns, using a 1:2:4 mixture, showed that the ultimate 
strength was increased about 570 Ibs. per sq. in. for each per 
cent. of hooping employed. Similarly, tests made at the Water- 
town Arsenal in 1906, show that one per cent. of metal in the 
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form of hoops increased the strength of the member to the 
extent of 1,020 Ibs. per sq. in. Professor Withey, in 1909, 
reported that for each per cent. of metal employed in the form 
of spiral reinforcing, the increase in ultimate strength on an 
average was 1,320 lbs. per sq. in. for 1:2:4 concrete. From 
these and other tests which might be cited, a generous allowance 
for hooping would be 1,000 Ibs. per sq. in. gross strength for each 
per cent. of metal employed. Tests conducted on hooped col- 
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FIG. 7 (DOTTED LINES) AND FIG. 9 (FULL LINES ).—CURVES 
SHOWING RATIO BETWEEN METAL STRESS AND AXIAL COM- 
PRESSIVE STRESS IN I: I HOOPED CONCRETE COLUMNS. 


umns reinforced also with longitudinal rods indicate that greater 
efficiency is obtained from the rods than when employed without 
the hoops. 

A comparison of costs between the rich mixture concrete 
column, carrying light longitudinal reinforcement and a hooped 
structure of estimated equivalent ultimate strength is interesting. 
The materials laid down have been assumed to cost as follows: 


Cetren tener Set AM ieee we ee selon $1.50 per barrel. 
(The Canadian barrel weighs 350 lbs. and holds 3.5 cu. ft.) 
INCRE. 6.0 ao Grim eo.e VOD ON CHOU 6 $2.00 per cubic yard. 
Syiiavale sce nis cetio oc Opa CHeea aS enEe ee $1.00 per cubic yard. 
IPA Eni SESSIR MORON, comes Heras ng OG Ge a Ome Bactsueper ub: 
OGD, SHIA onéccoconcddsaeoades 5% cts. per Ib 
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For a 1:1 cement and rock mixture, the cost per cubic yard 
will be 


@ement’ Sse 2. 0. Bete ce ee Oe eee $8.10 
ROC Hesse a onset heron OO Rane eee ne iene nee tere 1.58 
TaD O Ble sis ese eis ins hac aoe tees ee Poe Ee eee eee 2.00 
Plain steel. 24 .perecetit sk sere ne eee eh on eee 2.03 

Total (235 feinwe Se Sie soe ee ee ee eee $13.71 


Since the metal is added chiefly as emergency material, it 
will not be figured in the ultimate strength, which will be taken 
at 5,000 lbs. per sq. in. A 1: 2:4 concrete (the ultimate strength 
of which plain may be assumed at 2,000 lbs. per sq. in.) will be 
rendered equivalent in strength to the 1: 1 mixture by the use of 
3 per cent. of hooping metal. 

The cost per cubic yard will then be 


Gément.. eon ek Ron DES aeE eeee $2.53 
Rock! yosaes 22k 1 ont cee ed ee Ce Pee 2.00 
Sat dw, Siadoacin ok oe eh ey tere shee enees ate a eee ree .50 
Steel hoopss, sex cuca Dal eee ee ene 22.28 
IE ire) cae were, wee ATR Seats ind nosis 2.00 

$29.31 


In addition to the greater cost, this column will not possess the 
stiffness, and probably not the margin of safety, against bending 
stresses which are found in the cheaper column. 

In order to compare the areas of three different types of 
columns, and their cost per foot of height, it will be assumed 
that a 1o-story building with dead and live floor loads at 200 lbs. 
per sq. ft. and a roof load of 100 Ibs. per sq. ft. is to be con- 
structed. Assume also square floor bays of 15 ft. to a side. It 
will be seen that the load sustained by a column on the ground 
floor will be 427,500 lbs. This may be carried, 


(a) by a structural steel column. 
(b) by a column of the poorer grade of concrete. 
(c) by a column of the richer mixture. 


A reference to the Carnegie handbook, p. 141, shows that a 
steel column consisting of two 1o-in. channels and two 7-in. 
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plates will be adequate. This column weighs 121 lbs. per run- 
ning foot. The cost per foot of height will be 


Sieelkatecrictssrper Ibe twin «tate ae as cee $6.05 
Hireproounes2riise thicke cat .e cas owen. see 58 
$6.63 


A 1:2:4 concrete column with 1 per cent. of longitudinal 
metal will be figured at 450 lbs. per sq. in. for the concrete and 
450 X 15 = 6,750 lbs. per sq. in. for the steel. The average stress 
will therefore be 450 (1+.14) =513 lbs. per sq. in. The gross 
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FIG. 8.—TYPICAL BEHAVIOR OF HOOPED CONCRETE COLUMN UNDER 
HIGH COMPRESSIVE STRESSES. 


area required will be 427500 + 513 = 883 sq. ins. Hence, a column 
29 ins. square will be adequate. Allowing one inch additional 
for fireproofing we have a column 30 ins. square, the cost of which 
per foot of height would be 


Concrete, including 1 per cent. steel and labor...... $2.55 
TROVHTDS “pPOAcGOanG BOE OO NDORE COUR OUInTCrE Seon torre 46 

» 
$3.01 


The third method employs a 1:1 mixture, the working 
stress on which will be taken as 1,250 lbs. per sq. in. The area 
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required will be 427500 +1250 = 342 sq. in. This is the area 
of a square of 18.5 ins. to the side. Allowing 1% ins. for fire- 
proofing, we obtain a column 20 ins. square, the cost of which 
per foot of height, with % per cent. of longitudinal steel would be 


Concrete, including ™% per cent. steel and labor...... $1.30 
A herg ui heen ee SAR en nrah wa Sarna Cor Soo Oa S 532 
$1.62 


The areas of the cross-sections in the three cases are— 


(@) "1.8 5Sqe sit: 
(6) 6623 “sq. tt 
(222-8 sdieet. 


It is thus seen that the difference between the smallest cross- 


7.00 MOM O2 NOS s nOd POS mINOS 
P= Ratio of Steel to Concrete in Column 


FIG. IO0.—CURVE SHOWING THEORETIC EFFECT OF CHANGE IN 
PERCENTAGE OF METAL ON THE RATIO OF METAL STRESS TO 
CONCRETE STRESS IN I: I HOOPED CONCRETE. 


section and the largest is 4.5 sq. ft., an item of considerable 
importance in districts where the rental of floor space is high. 
On the other hand, the difference in cross-sectional area between 
the most expensive method of carrying the load, and the cheapest, 
is 1.0 sq. ft. Having regard then to the fact that the rich mixture 
column costs only one-fourth as much as the steel structure, there 
would seem to be a good deal to be said in favor of the stronger 
mixture. 

The writer desires to state that of the experimental work 
referred to above, part was conducted in the Testing Laboratory 
of McGill University in Montreal, and part in the Laboratory 


GILLESPIE ON REINFORCED CONCRETE COLUMNS. 101 


of Applied Mechanics in the University of Toronto, the former 
being done under the general supervision of Professor E. Brown 
of the Department of Civil Engineering. 

Consideration is invited to the following inferences to which 
an examination of the data at hand seems to lead. Since the 
experimental evidence supporting these conclusions is, in the 
opinion of the writer, scarcely extensive enough upon which to 
base broad generalizations, they are not advanced as being final 
and conclusive. 

1. The rich mixture is more uniform in its elastic properties 
than the lean mixture and for proportionate stresses, the per- 
manent set is likely to be very much less. The parabolic feature 
of the stress-strain curve is also less noticeable. 

2. The employment of a rich mixture in columns permits cf 
the more economic stressing of the metal longitudinals. It is 
very probable that a strength equal to that obtained by the use 
of a I: 1 mixture can be secured by the careful grading of the 
aggregate and the use of less cement. 

3. The experiments cited indicate that, for the materials 
employed, the stress in the metal hoops was approximately twice 
the axial compressive stress in the concrete core. The metal is, 
consequently, not economically employed. 

4. Theoretically, and experimentally, the variation in the 
relation of metal stress to axial compressive stress, did not vary 
greatly with variation in the percentage of metal. 

5. A given ultimate strength can be more cheaply secured 
by a rich mixture lightly reinforced by longitudinals than by the 
utilization of hooping. The former also secures greater rigidity 
and safety against bending. 

6. For equal safe loads on columns, the lean mixture is 
probably intermediate in cost between the steel column and the 
rich mixture lightly reinforced by longitudinals, the latter being 
the cheapest. 

7. The cross-sectional area of the steel column is least for 
a given loading and the lean mixture greatest. The difference 
between the cross-sectional areas of a steel, fireproofed column 
and a rich mixture concrete column is the least of all. 


Mr. Brett. 


Mr. Gillespie. 


Mr. Perrot. 


Mr. Gillespie. 


DISCUSSION: 


Mr. ALLEN Bretr.—Referring to the 1:1 mixture of trap 
rock, what kind of trap rock was it, and how finely crushed ? 

In placing concrete in a job where the columns are figured 
for a rich mixture, it is absolutely essential for the man running 
the job to get that 1:1 mix down to small sectional columns. 
Has this method been used in practical work? 

Mr. Perer GILLEsPiz.—The trap rock ran from % to 34 in. 
mesh. The crusher dust was screened out, so there was prac- 
tically no dust present. 

I am not aware that practical work has been done, although 
I know that laboratory tests have been made using that grade of 
concrete. It is quite possible that the same strength can be 
secured with less cement. Determinations of voids in the aggre- 
gate gave 40 per cent. for an average, showing, | think, that this 
supposition is justified. This concrete was proportioned, using 
equal weights of the two materials. To use equal volumes would 
give substantially the same result. 

Mr. Emice G. Perrot.—I would like to ask whether a mix- 
ture of 1 of cement and 1 of sand or fine gravel and 2 of trap 
rock, %4 in. and under, would make as strong a mixture as the 
12k teterred to. 

Mr. GILLespre.—I do not think it would. The matrix in 
your mixture would be so very much inferior that I would expect 
the strength to be very much less. Still I am inclined to think 
that possibly instead of a 1: 1 mixture, a 3/4: 1 or a 2/3: 1 would 
produce a grade of concrete comparable with what I used. This, 
to some extent, is surmise, as I have no authentic data in mind 
bearing on the case to which I refer. 

Before starting this series of tests, I made a number of 
compressive tests on two grades of concrete, one with the crusher 
dust screened out and the other with it left in, the quantity of 
cement being the same in both cases. I am speaking from recol- 
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lection, but, I think it is correct when I say that the strength with 
the fine dust in was 3o per cent. less than it was with the fine 
dust omitted. 

No determination of the quantity of dust was made, except 
that all under '-in. mesh was screened out. I suppose 15 per 
cent. would be of that character. 

Mr. E. §. LArNeEpD.—I think it a fact, within the limits of 
experiments made that have come to my knowledge, that a mortar 
approaching 1:1 is stronger in tension than neat cement after 
28 days or 3 months (the sand being o. K.), and it occurs to me 
in this connection that with a given amount of properly graded 
fine material, within the limits of the sand size added to the 
mixture noted, possibly still greater economy can be secured. It 
would certainly enable that mixture to considerably bulk the 
aggregate, and thereby reduce the amount of cement and in con- 
sequence the cost. I think it is fair to assume that the compres- 
sive strength would be greater. 

Mr. L. J. MeENscu.—I want to ask Mr. Gillespie what was 
the ultimate strength of the hooped columns. 

Mr. GrLLespie.—The difficulty encountered in most cases 
was that the capacity of the testing machine used was only 
150,000 Ibs. and this was frequently less than the ultimate 
strength of the columns. In some cases, the columns were re- 
tested in a machine of greater capacity. I can tell you from 
recollection, in the case of one 6 in. column, that the strength 
was increased 66,000 Ibs. beyond what the plain concrete would 
be expected to sustain. This, in the case cited, was equivalent 
to increasing the ultimate strength approximately 1,000 lbs. per 
sq. in. for each per cent. of hooping metal present. In this 
instance, failure occurred at the middle of the column, through 
the bursting of three consecutive hoops. 

Mr. Menscu.—In that case I wish to say that Considere 
quite clearly states that there is no stress in the steel up to the 
ultimate stress of plain concrete. Now in your case the strength 
of the plain concrete was 6,900 lbs. per sq. in., hence Considere 
is perfectly right in that there is no stress, or practically very 
little stress in the hoops, and that the hoops only become strained 
after the ultimate stress of plain concrete is reached. 


Mr. Gillespie 


Mr. Larned. 


Mr. Mensch. 


Mr. Gillespie. 


Mr. Mensch. 


r. Gillespie. 


r. Perrot. 


1. Gillespie. 
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Mr. GILLESPIE.—Would not the gentleman consider that an 
argument for the rather sparing use of metal in the form of hoops? 
The metal so placed is not stressed to any considerable extent until 
conditions approaching the ultimate strength are reached. Metal 
placed longitudinally, on the other hand, sustains stresses very 
much greater for the same or equivalent loads. If the former 
stress be, say 2,000 lbs. per sq. in., while the latter is say 10,000 
Ibs. per sq. in., it is manifest that in the latter case, the metal is 
more economically employed. From the evidence, it is undoubt- 
edly true that by the improvement of the mixture, given loads 
tay be more economically carried than by the utilization of con- 
siderable quantities of steel either as longitudinals or as hoops. 
My inferences as given, are not advanced as absolute. To justify 
the drawing of irrefutable conclusions, a much larger amount of 
evidence would be required. 

Mr. PEerrot.—I would like to state that the conclusions Mr. 
Gillespie has drawn regarding the use of rich mixtures for 
columns and hooping them are correct from a commercial stand- 
point. In other words, a column, reinforced with additional 
cement and hoops, is much cheaper than a steel column. I have 
used such columns in three buildings, and in one building 80 x 100 
ft., four stories high, we saved about $1,800 over the cost of 
steel columns. 

Mr. Gillespie has determined the expansion in the hoops as 
25 per cent. By pure mathematics I figure the stress in the 
hoops to be .215 of the vertical load and if we consider the strain 
to be proportional to the stress we are not far apart. From tests 
made by the United States Government on full size hooped 
columns and published in Test of Metals, 1905 and 1906, I have 
figured Poisson’s ratio at 1,000 lbs. per sq. in. on a 1:2 plain 
mortar column to be .52, which is double what I have assumed, 
but as the column was without hoops there would be a greater 
tendency for the concrete to bulge. Where hoops are used, I 
figured that Poisson’s ratio for a 10 in. column 8 ft. long is only 
-17, with hoops 4 ins. apart, and with hoops 2 ins. apart .217, 
which is within .oo2 of what I figured by pure mathematics. 

Mr, GILLespir.—My determinations of Poisson’s ratio gave 
.25 for an average value, This is larger than is commonly sup- 
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posed, Professor Talbot, for example, having reported it as .125 Mr. Gillespie 
or .10. Assuming the correctness of the formula given, and 

taking Poisson’s ratio as .10 and the stiffness ratio as 15, the 
theoretical ratio between hoop stress and axial compressive stress 

in concrete will be found as less than two. In other words, the 

use of a rich, rather than a lean concrete in hooped columns, 

results in a more economical use of the steel in the hoops. 

Mr. Perrot.—The tests I have reference to had no verticals. Mr. Perrot. 
The government did make a test upon a full size hooped column 
with the addition of 4 vertical bars, aggregating approximately 
I sq. in., and the column was found to be proportionately 
stronger. 

Mr. ArtHur N. Tarzor.—I have been very much interested Mr. Talbot. 
in the paper presented. The results add another source of infor- 
mation bearing on the advantage of using rich concrete for col- 
umn construction. I think that Mr. Howard, of the Watertown 
Arsenal, perhaps was the first to bring prominently before the 
public that the rich mixture does give very high strength and 
that the additional expense of the rich mixture is not large when 
the amount of strength gained is taken into consideration; and 
it is easy to cite tests that have been made in various laboratories 
which come to the same conclusion. 

So far as the amount of stress in the hooping of columns is 
concerned, within the ordinary limits of the strength of plain 
columns, as has been stated here, it has been recognized for some 
time that the stress in the hooping is very slight. Analytically 
as well as experimentally it can be shown that this low stress 
must exist until the hooped column begins to compress much 
more than it does at any working stress. 

So far as the amount of the lateral expansion is concerned, 
and Poisson’s ratio, that will depend very largely upon the mix- 
ture used. Possibly the larger value of Poisson’s ratio obtained 
in the experiments cited may be due to the fact that a larger 
proportion of cement was used than is ordinarily done. But 
experiments made recentiy at three different laboratories may be 
cited, very carefully made experiments, which give a value of the 
ratio of lateral expansion to lorgitudinal shortening which range 
from 1/10 to 1/6 within ordinary working stresses. Of course, 


Mr. Talbot. 


Mr. Mensch.! 
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when the ultimate strength of the concrete itself is approached, 
the value of this ratio runs up very rapidly. 

Mr. Menscu.—There is no doubt that a rich mixture of 
concrete makes the cheapest column, But the difference in cost 
between a steel column and a column made of a rich mixture is 
not as great as stated by Mr. Gillespie. Tests made by Mr. 
F. V. Emperger, of Vienna, show that a stress of at least 300 
Ibs. can be figured on the fireproofing of a steel column. If the 
column is banded or if it consists of latticed channels of the 


‘Gray type, we can safely allow a stress of 12,000 lbs. on the 


steel, and at least 300 lbs. on plain concrete. Taking the same 
plain column Mr. Gillespie shows, I find that the cost of the 
same right here in Chicago would not be more than $4.00 a lineal 
foot. So there is not such a great difference between the plain 
column with longitudinal reinforcement and the steel column. 
Of course when using a rich mixture of concrete a much 
cheaper column results; but in a fire a I: 1 mixture is a very 
dangerous material. Furthermore, such columns cannot be used 
for the smaller sizes, on account of the monolithic character of 
the work, and then great stresses are set up in the columns, much 
greater than generally supposed. I know of quite a number of 
tests on floors that had to be stopped because the columns and 
not the girders started to crack. 


PROPOSED METHOD FOR THE REINFORCEMENT 
OF CONCRETE COMPRESSION MEMBERS. 


By Rosert A. CumMInGs.* 


It is not difficult in these days to understand how the suc- 
cessful use of plain concrete en masse has been followed by the 
development of its structural properties in articulated structures. 
In the early stages of the industry there was a vague idea that the 
mere embedment of metal was of advantage. The writer remem- 
bers over 30 years ago watching granolithic sidewalks being 
laid, in which plain square iron rods were embedded below the 
surface of the sidewalk and near the edges of the block. In reply 
to his query—Why were the rods embedded? It was said “to 
be good for the concrete.” By a great many practical workers 
much the same general answer would be given to-day. Indeed, 
it may be said that*the progress in reinforced concrete has been 
subordinated to the commercial promotion of the metal reinforce- 
ment. 

Since 1893, when the writer became actively interested in 
reinforced concrete, the study of its structural properties has 
engaged his attention. Previous use of concrete en masse having 
been confined to resisting compressive stresses, it was natural 
that his efforts should have been directed to increasing the unit 
value in compression. Little information of a scientific nature 
was available at that time, but the studies of the practical con- 
ditions and theoretical requirements resulted in application for 
patents for hooped concrete about ro years ago. This application 
embodied the individual hoops characteristic of the present 
methods, and brought to light a number of anticipations applied 
to concrete blocks, some of them patented in Great Britain 50 
years before. Yet, hooped concrete was not applied to columns 
and struts in the United States prior to the work of the writer. 

Since patented protection could not be secured for hooping 


* Consulting Engineer, Pittsburgh, Pa. 
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concrete, attention was directed to improving the details of the 
steel reinforcement and the methods of holding the same in posi- 
tion. These may be briefly referred to in the proper development. 
The first requirement was the order of horizontal spacing of the 
hoops and their complete embedment in the concrete which was a 
rich mixture having aggregates not exceeding I in. in diameter. 
In order that the concrete might flow between the hoops, mini- 
mum spacing was controlled by the size of the aggregate and did 
not exceed 1% ins. in any size column. The hoops were held 
horizontally in position by weaving vertical wires alternately be- 
tween them. The columns of the Gallego Mills, Richmond, Va., 
were constructed in this manner during 1903 and have been sub- 
jected to a load of a 1,000 lbs. per sq. in. for the past 7 years with- 
out the slightest evidence of distress. Later a metallic spacing 
strip with projecting fingers to mechanically engage each hoop 
has been employed. At first some difficulty was encountered in 
securing a satisfactory joint for each hoop. A method of inter- 
locking the ends and later of riveting them was adopted, one 
end being bent outwardly to contact with the mold and hold the 
cage-like reinforcement concentrically with the column. Sub- 
sequently, an independent device with an outwardly projecting 
finger clamped to the hoop and a vertical column rod was used to 
serve the double purpose of holding the hoop concentric with the 
axis of the column and the vertical rods in their proper position. 
A rational development of hooped concrete to meet practical and 
theoretical conditions was thus developed. 

But, certain difficulties have been encountered in its applica- 
tion to inclined compression members. For instance, in ribbed 
concrete arches and diagonal struts the depth of the rib is greater 
than its width so that circular hooping is not readily adapted. 
This paper, therefore, will serve to bring up the study of rein- 
forced concrete in compression by referring to a proposed method 
of reinforcement applicable to compression members built in a 
horizontal or inclined-position. 


Proposep MeErHop. 


When a solid is acted upon by a compressive force, there 
are set up internal stresses tending to disrupt its structure. These 
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forces may be termed cohesion and friction. Cohesion is the 
force by which the molecules are held together. Friction is 
resistence of the molecules to motion. Sand may be considered 
as a cohesionless body while its resistence to compression is due 
to friction only. If a tube is filled with sand to a limited height 
and subjected to pressure, there is a tendency for the tube to 
bulge outward, which is resisted by the metal shell, When the 
tube is filled with concrete and subjected to pressure, the resist- 
ence is increased by molecular cohesion and less lateral pressure 
is exerted on the tube. Assuming that the coefficients of fric- 
tion be the same, the difference between the resistence of the sand 
and the concrete is the effect due to cohesion. 

The stress on hooping varies from a maximum with a cohe- 
sionless material to a minimum with neat cement. The value of 
cohesion for various concretes are yet to be determined. 

If a prism of concrete be placed in a compression machine 
and subjected to a compressive force, it is the universal custom 
to treat the prism as having failed in direct compression and that 
its strength is equal to the sectional area divided by the load. 
This theory has lead up to a general misinterpretation of internal 
stresses in compression tests. The characteristic pyramidal 
shaped failures of cubes in compression are due to the friction 
between the plates of the testing machine and the specimen, pre- 
venting lateral misplacement of the molecules. The introduction 
of a greased surface has reduced the friction sufficiently to show 
that failure takes place along lines parallel to the direction of the 
pressure after the elastic limit of the material has been exceeded. 
In consideration of this fact, experimental! studies have been made 
by placing reinforcement at right angles to the direction of pres- 
sure and at variable distances apart. The result of the experi- 
ments on metal sheets has conclusively shown that the strength 
of concrete can be greatly increased. It has also shown that the 
results are due to the close spacing of the layers of reinforcement 
and further verifies the well known increased compressive resist- 
ance of mortar in the joints of masonry. 

The tests referred to also indicate that the best percentage 
of reinforcement is capable of being determined within reasonable 
limits or that which produces the greatest result with the least 
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amount of metal. In almost all construction in reinforced con- 
crete practical methods largely govern the distribution of metal. 
This is particularly true in column work where the concrete is 
placed vertically so that the use of wire netting or sheet metal 
in horizontal layers is out of the question. Hooping remains 
the only practical method of safely increasing the unit compres- 
sive strength of concrete for such work. 

In inclined compression members, however, where the con- 


150 


140 > 
130 : 


120 


rm) 
a 
is 


oO 
co 
° 


: 
EECH 


% 


a 
oO 
ell 


J 
[) 


o 
o 


a 
! cot 
nee ret ro 


afberisafecfenfsestasti 


| 
HH 
a 
= 
is 
: 


i) 
o 


Avofage Ultimate foted Load in 1000 ibe 
on 
Le} 


ev 
3) 
j—1 


3 


co} 


z 3 4 5 
Per Cout. of Reinforcement Volume to Volume pf Concrete. 


FIG, I.—DIAGRAM SHOWING RELATION OF ULTIMATE LOAD TO REINFORCEMENT. 


crete is deposited from one side of the member, the difficulty of 
using lateral reinforcement is reduced, and some time ago the 
writer suggested the use of concentric and interlocking hoops 
combined with longitudinal reinforcement for resisting shear in 
arch ribs. This has been followed by some of his experiments on 


the effect of lateral reinforcement using different weights and 


disposition of the metal. These tests were not carried out with 


the degree of refinement and accuracy desired, hence simply indi- 
cate what one might look for in further studies. See Table I 


Wael. 
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An examination of the curve plotted from the ultimate load 
and percentage of reinforcement indicates strength value directly 
proportional to the amount of reinforcement. Also that the best 
disposition of the metal is that which intersects the resultant of 
the meridianal forces and the lateral deformations. See Fig. 1. 

It has not been thought advisable to discuss the relative 
merits of added cement to the concrete instead of reinforcement 
as it is complicated by the excessive internal stresses due to the 
shrinkage of rich mixtures which tend to result in cracks, besides 
the question is largely a simple arithmetical problem. 

The writer has applied the proposed method of lateral rein- 
forcement in his practice with very encouraging results, partic- 
ularly in concrete piles cast horizontally on the ground. The 
extraordinary severe treatment to the head when the hammer 
strikes a concrete pile directly, is not duplicated in any other 
class of work. Ina case where the reinforcement was distributed 
in horizontal wire spiral planes spaced 2 ins. apart in the head of 
the pile, a test was made on a pile about 30 days old. A hammer 
weighing 6,500 Ibs. was used, falling from 4 to 7 ft, This pile 
was driven through very sandy gravel into a bed of fine sand 
during a period of 3% hours. About 900 blows were struck on 
the head of the pile with no deterioration to the concrete. This 
work opens up a broad field of usefulness for the proposed method 
of reinforcement. 


DIiscwsSsSion: 


Mr. ArTHUR N. TaLpor.—The method of construction given Mr. Talbot. 


by Mr. Cummings may prove applicable in cases other than 
ordinary building construction, where, for example, the section 
of the compression piece is irregular or is changing in size, as 
it might be in the case of the rib of an arch. Here is a chance 
to put in a lateral reinforcement, if we may call it such, having a 
rectangular section, or irregular section, or a changing section. 
There is a possibility in that direction. 

Now, in the specimens tested, as I understand it, the distance 
apart of this reinforcement was 1% ins. I would like to ask 
the greatest distance it would be practicable to use in such a 
case in order to get the same strength; supposing the amount of 
reinforcement double in weight in any single plane, would it be 
possible to put it twice as far apart? ‘Taking a section 4 ft. 
across, how far apart would it be possible to put the reinforce- 
ment and yet get the strength shown by these tests ? 

Mr. Ropert A. Cummincs.—The tests that have been made 
by others, particularly some French and German tests, show that 
if the layers are placed too far apart a very much less ultimate 
strength results. There is, therefore, a limit to which you can 
place the layers. My work in concrete piles is a very good 
example of the practical experience in reinforcement applied in 
layers. The reinforcement is placed 2 ins. on centers and no 
difficulty has been experienced in placing the concrete in a case 
of that kind. 

However, in the case of an irregularly shaped member, for 
instance an arched rib 2 ft. wide and 6 ft. deep, I should be 
disposed to use a system of interlocking hoops. I know of tests 
in which a very rich mixture was used and in which the ultimate 
loads ran up to very nearly 11,000 lbs. per sq. in. on such a 
disposition of the reinforcement. I think the test piece was about 
8 by 18 ins. in cross section. 
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Mr. Emice G. Perror.—As a matter of interest, I might 
state that Mr. Cummings’ system of reinforcing concrete I believe 
has been a subject of investigation some years ago. I believe 
Prof. Norton made some tests on small cubes about 4 x 4 ins. 
which were reinforced horizontally with wires forming a mesh, 
placed at regular intervals in the height, and the reinforcement 
increased the strength of the cubes considerably. 


LONGITUDINAL REINFORCEMENT IN CONCRETE 
COLUMNS. 


By Sanrorp E. THompson.* 


Of the three common methods of strengthening concrete 
columns so as to reduce the size below that which would be 
required by an ordinary mixture of plain concrete—namely a rich 
mixture, longitudinal reinforcement, and hooping—each has its 
advantages and limitations. 

By increasing the percentage of cement there is an increase 
in the strength of the concrete per square inch of section. By 
inserting vertical reinforcement, this receives a share of the com- 
pression and thus permits heavier loading. By hooping or band- 
ing, the ultimate strength is increased and the column is rendered 
more ductile. 

The writer has presented on previous occasions} the limita- 
tions of hooping, which although very effective in increasing the 
ultimate strength of the column, does not greatly advance the 
point of the first beginning of the failure, because the hoops do 
not get into action until the concrete begins to crush and expand 
laterally so as to put tension on the hoops. Columns with longitu- 
dinal reinforcement imbedded in them to reduce their size are apt 
to be more expensive than plain concrete columns of equal 
strength, but the occasional criticisms that vertical bars do not 
add to the strength of the column are absolutely unfounded by 
either theory or test. On the contrary, as indicated by proofs 
given below, both theory and experiments show that the longi- 
tudinal reinforcement, properly placed, does actually increase the 
strength of the column. 

The principle is very simple. When a load is placed on a 
column of any material whatever, it is shortened by a small 
amount, but this shortening within working limits is substantially 


*Consulting Engineer, Newton Highlands, Mass. 
+Transactions Am. Soc. of C. E., Vol. LXI, p. 46; Fournal Assn. of Eng. Socs., June, 
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in proportion to the load placed upon it; that is, with a column of 
any homogeneous material if the working load is doubled, the 
amount of shortening is also doubled. Now, if the vertical steel 
bars are imbedded in concrete, they also must shorten with the 
concrete when the load is applied, and therefore they relieve the 
concrete of a portion of its load. It is physically impossible to 
prevent such vertical steel taking a part of the load unless the 
steel slips or buckles, and since the power of resistance of the 
steel bars to shortening is greater than that of the concrete, the 
load necessary to shorten them is proportionally greater than 
would be required for concrete of the same area. The action of 
structural steel reinforcement is similar, provided the bond 
between the steel and the concrete is perfect. This bond is more 
difficult to obtain with vertical structural steel than with vertical 
bars, and tests with latticed angle bar reinforcement* have indi- 
cated a less effective increase of strength with this structural steel 
than with vertical bars. 

Considering then only columns with bar reinforcement, the 
question is whether these vertical steel bars do slip or buckle. 
Evidently they cannot slip if the ends are securely held by the 
concrete, and this is always the case if they are properly butted or 
lapped for a sufficient length. As to buckling, tests have proven 
conclusively that vertical bars, such as are used in columns, when 
imbedded in concrete, will not buckle until the elastic limit of the 
steel is reached, and beyond this point of course no steel or other 
material is expected to do any service. Many of the tests at the 
Watertown Arsenal, for example, were made with vertical bars 
imbedded in columns 12 ins. square and 8 ft. long, with abso- 
lutely no loops or horizontal steel of any kind placed around these 
vertical bars to hold them in place, that is, the bars 8 ft. in length 
were placed in the four corners of the column—in some tests only 
2 ins. from the surface—and simply held in place by the 2 ins. 
of concrete itself.j There was no sign whatever of buckling until 
the compression was so great that the elastic limit of the steel was 
passed, when of course nothing further could be expected of it. 


*M. O. Withey, Proc. Am. Soc. for Test. Mats., Vol. IX, p. 460. 
+Tests of Metals, U.S.A., 1905, Dp. 344. 
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These tests at the Watertown Arsenal and, so far as the writer 
has been able to discover by examining all the experiments on 
record, all other tests of full size columns made in this country 
further bear out the fact that vertical steel bars imbedded in con- 
crete increase the strength of the column, and it can be further 
shown that these tests bear out the theory by which the strength 
TaBLe I.*—StreNGTH OF PLAIN vs. VERTICALLY REINFORCED Con- 


CRETE AND Mortar CoLtuMNS. COLUMNS 12X12 INS. HEIGHT 8 FT. 
AGE oF MortraR AND CONCRETE 6 MontHsS. WaTERTOWN 


ARSENAL. 
. Plain Reinforced Columns. 
Proportions. | Concrete eer 
eintore : Sd 
Meciar oe ise AGS tre Toes Reference to 
Columns Op 4 Br oulpacedion Tests of 
eel Actual 3 A ae arco lea) a 
g se 2 |Strength Description, ihe ge & Jand a ratio S.A. 
eles le |lbs: per Beo| PP yy | of m=r5 
O,| @ | w | sq. in. lesa | a .o Ib. p.sq.in. 
(1)|(2)|(3)| (a) (5) © |a@] ® (9) 
r | 2}0] 3070 | 8-3” round bars |0.029| 4200] 4290 | 1905 p. 377 
E|3)0 | 2380 | 8-2” round bars |0.0291/°3840| 3320 | 1905 p. 377 
~/4|0]| 1520 | 8-¢” round bars |0.029| 3380] 2120 | 1905 p. 377 
115 10]| to8o0 | 8-2?” round bars |0.029| 2810 LS LOM OOS Daas 
r|6}|o |} 1080 |13-#” round bars |0.046| 3900] 1780 | 1905 p. 377 
I | 2 | 27| 1720 | 4-#” twisted bars! 0.014| 2800 2060 1904 p- 386 
r | 2 |-3t| 1769 | 4-2?” twisted bars 0.014] 2010 2100 1904 p. 386 
L | 2 |4)-14%3 | 4-07 0-74 X0.74" 
trussed bars 0.014} Ig00 1689 | 1906 p. 538 
r | 2|4T| 17120 | 4-#” twisted bars|0.014| 1990 2050 1904 p. 386 
t|2|4t| 2400 | 8-2” twisted bars, 0.029] 3700 3360 1907 Pp. 242 
Tales TA sons) Gaeo cort. bars 0.019| 2290 1840 1904 P. 379 
1906 P. 535 


+4 to 14 in. pebbles. 
t Age 17 months 22 days. 


of the combination of steel and concrete may be computed and is 
computed in practice. 

To present evidence of this statement, I submit below some of 
the average results obtained from the various tests. The results 
are given in round numbers simply to show that the steel does 
increase the strength of the column. The values of the tests at the 
Watertown Arsenal also show how closely the increase in 
strength corresponds to that which would be figured by the ordi- 
nary formula, and especially how far the computed values are on 


* Quoted by permission from Taylor and Thompson’s * Concrete, Plain and Rein- 


forced,’ Second Edition, 1909, p. 493. 
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the safe side. Similar computations might be made from the 
other series, but for the purposes of this paper they are unneces- 
sary. 

Tests at Watertown Arsenal. Table I gives results of repre- 
sentative column tests, made by Mr. J. E. Howard at the Water- 
town Arsenal, selected from Tests of Metals, 1904, 1905, 1906, and 
1907. The results of the computed strengths as well as the 
actual tests are given. It is noticeable that the actual strength is 
almost always more than the theoretical, and this is especially the 
case with the leaner mixtures because the modulus of elasticity of 
the leaner concrete is lower, and therefore the ratio of 15 is very 
conservative. 

Tests at Massachusetts Institute of Technology. One of the 
first series of tests on reinforced concrete columns was made at 
the Massachusetts Institute of Technology,* and from the figures 
below it will be seen that the average actual breaking load is much 
greater than the computed breaking strength: 


Average breaking strength, Plaincolumns .............. 1,750 lbs. per sq. in. 


Vertically reinforced columns, 2,370 lbs. per sq. in. 


The strength of the reinforced columns is considerably 
greater than the computed values of the experimenters. 

Tests at University of Illinois. Although individual tests 
made at the University of Illinois may be cited where the strength 
of a plain column is greater than the strength of a similar verti- 
cally reinforced column, an average of the tests taken from page 
14 of Bulletin No. 10, as given by Prof. Talbot, shows: 


LeAGIGol KLOET Goo gendocosSnasnacgenc 1,550 lbs. per sq. in. 
mersesnis at 1,750 lbs. per sq. in. 


Tests at Minneapolis. The tests at Minneapolis} were made 
on small sized columns, and the results therefore are not of so 
great value as some of the other tests. However, comparison of 


* Discussion by Prof. Lanza, Transactions Am. Soc. C. E., Vol. L, p. 487. 


E NLINECETING News, Dec. 35 1908, )». 60 8; also discussion Engineering N ews an. 7 
> «7s 
1900, P. 20, 
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plain columns with those vertically reinforced which are not cut 
up by horizontal reinforcement is very marked, the average being: 


iepieaerCOlUtMS i eats reer cee ee ork 2,020 Ibs. per sq. in, 
Vertically reinforced columns ........ 2,300 lbs. per sq. in. 
Tests at University of Wisconsin.* Averaging the results of 


tests of columns with no reinforcement and those of the same 
kind of concrete reinforced with vertical bars and no spiral rein- 
forcement gives: 


1 Ey Feline Che) (ECs boy a erga eee ee een 2,033 lbs. per sq. in. 
Vertically reinforced columns ........ 2,438 lbs. per sq. in. 


CONCLUSION, 


« The references given cover all the important series of column 
tests made in the United States to date, and not a single average 
of similar specimens but shows a decisive increase in strength of 
columns reinforced with vertical steel bars over those unrein- 
forced. Furthermore, although this is not taken up in the above 
discussion, it may be shown that tests bear out conclusively the 
conservatism of computing the value of the vertical steel bars by 
the ordinary formulas based on the ratios of the moduli of elas- 
ticity of steel and concrete, 


*M, O, Withey, Proc. Am. Soc. for Test. Mats., Vol. [X,-1000, D. 477- 


CONCRETE FOR MARITIME STRUCTURES. 
By CHANDLER Davis.* 


Intercourse between countries by water was developed almost 
as quickly as the travel by land, and as the size of ships increased 
the primitive method of beaching the vessel at high tide or haul- 
ing the ship out on the beach had to be abandoned and artificial 
landing places built. The first harbors were the naturally pro- 
tected points, land locked with tongues of land tending off the 
waves and forming basins offering shelter from the winds. Later, 
as commerce increased, it was found necessary to build seaports 
at points offering no protection from storms, in open roadsteads, 
as are found along the coasts of Italy, and harbors were projected 
at points which had no natural protection from the weather and 
waves, and breakwaters were designed and built. The Romans 
built a large number of such harbors along the shores of the 
Mediterranean some of these are still in use, others in ruin, or, 
like the old harbor of Rome, Ostia, no longer a seaport but now 
lying about two miles inland. 

Various materials have been used in their construction, stone 
and wood being those usually employed, in latter days, however, 
concrete has superseded the general use of such materials, espe- 
cially in foreign countries and it is proposed to give a short 
description of some maritime structures built of concrete. 

Concrete has been used in subaqueous foundation work in 
many ways. The most natural and simplest method was to take 
advantage of the hydraulic properties of the cement and deposit 
it under water and let it harden. The concrete so deposited did 
not always properly set and very unsatisfactory results were 
frequently obtained. In the early days the cement was not of 
uniform quality and could not be depended upon. This lack of 
uniformity caused the outer faces of the concrete to crumble 
away on the removal of the molds, and holes several inches deep 


* Consulting Engineer, 11 Broadway, New York. 
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appeared in the face of the mass and the entire block did not 
seem to be of good sound concrete. 

An examination of a quay wall constructed of concrete 
placed en masse in situ along the North River in the harbor of 
New York (Fig. 1), resulted in the abandoning of this plan of 
construction, and the use of base blocks manufactured on land 
and set on the foundation by means of a derrick was again 
reverted to. The employment of concrete laid en masse how- 
ever, has been successfully used in places where the conditions 
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FIG. I.—BULKHEAD WALL BUILT BEFORE 1876 AT CANAL STREET, 
NEW YORK, N. Y. 


were most favorable and the water was clean and the concrete 
subjected to little or no current and only a small wave action; 
but unless such is the case, good results cannot be expected. The 
water must be practically quiet inside the cofferdam so as not 
to disturb the freshly laid cement, thus washing it out of the 
mixture and preventing hardening. Even then it is almost impos- 
sible to avoid laitance. Very good results have been obtained 
by the Department of Docks of the City of New York, but this 
method of depositing concrete is used only when success is 


assured, 
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A radical change was introduced into the Department of 
Docks when Mr. G. S. Greene became its Engineer-in-Chief in 
1876 and he developed the wall shown on Fig. 2. This wall, 
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FIG. 2.—SECTION OF BULKHEAD WALL IN USE ON NORTH RIVER, 
NEW, YORIS, Ns Y. 


designed as a quay or river front wall on the North River was 
founded on a layer of slit so thick that hard bottom could not 
be reached by the longest piles obtainable, is a floating wall but 
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still has filled all the necessary requirements. In order, however, 
to make this structure stable and prevent movement, it was found 
necessary to dredge the river bottom to a depth of about thirty 
feet below mean low water, and make a new and more compact 
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FIG. 3.—SECTION OF BULKHEAD WALL FOR HARD SAND 
FOUNDATION, NEW YORK, N. Y. 


foundation by depositing a rip-rap bank with a cobble core 
before the driving commenced and driving the piles through this 
fill. On these piles were placed large concrete base blocks 
weighing about seventy tons. As it is impossible to cut off piles 
at a uniform grade under water, the foundation of the block was 
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made level by means of a mattress placed on top of the piles, 
this was filled with mortar mixed 21% parts Portland cement to 
three parts sand screened to %4 inch, and in this manner a per- 
fectly smooth and level bed was obtained for the base blocks. 
Figs. 3, 4, 5 and 6 show various modifications of this wall 
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FIG. 4.—BULKHEAD WALL ON PILES DRIVEN THROUGH HARD 
BOTTOM TO ROCK BOTTOM, NEW YORK, N, Y. 


adapted to the local conditions. In hard bottom (Tigs. 3 and 4) 
the relieving platform is omitted. If the rock is sufficiently near 
the surface to obviate the necessity of using piles, the bottom 
in such a case, after being cleaned off, it leveled up with con- 
crete in bags and floated off with a rich mixture of gravel and 
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concrete to make a smooth bed for the base blocks (Figs: 
and 6). 

There is no reason why the quay wall just described should 
not survive centuries. It was constructed entirely without metal, 
wooden treenails being used to fasten the timbers together, the 
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FIG. 5 BULKHEAD WALL ON ROCK FOUNDATION, NEW YORK, N. Y. 


lumber and piles are entirely covered and thoroughly protected 
from the air and the entire structure should therefore last for- 
ever. Frequent examinations have failed to reveal any damage 
to the cement by action of salt water; it must be noted here, 
however, that everything connected with this work was carried 
on with the utmost care, under constant supervision and the 


126 Davis on Maritime’ STRUCTURES. 


materials used were the best of their kind to be obtained in the 
market and they were thoroughly inspected and tested; concrete 
manufactured in this manner should withstand the action of salt 
water and experience has shown that it does. This type of wall 
was first constructed in 1876, and certain sections have been 
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HIG. 6.—BULK HEAD WALL ON ROCK FOUNDATION, NEW YORK, N. Y. 


completed and tested for a period over thirty years, and are 
to-day apparently as sound as when first completed. 

In Southampton, England, the chief deterioration of the 
ferro-concrete structures, built by the London and Southwestern 
Railway, took place well above the tide, where the concrete piles 
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and superstructures were subjected to the action of the air and 
rain only. This was also noted by the Italian engineers on their 
breakwaters; there the concrete blocks above water, which were 
alternately wet and dry, showed signs of crumbling on their 
faces and had to be repaired from time to time. At South- 
ampton, however, the trouble was probably due to the fact that 
the structures, which showed signs of deterioration were over- 
loaded and were subjected to the moving loads of heavy freight 
trains and the vibrations of heavy coal hoists, as the other 
wharves at that place constructed at the same time, with iden- 
tically the same care and the same materials, but not subjected 
to the heavy overloads, show no signs of deterioration and are 
standing the wear and tear of time well. The best English Port- 
land cement was used in this work, and none was allowed in the 
structure unless it had been thoroughly tested. 

The coal barge jetty at Southampton built by the railway 
(Figs. 7 and 8), is founded on piles made of one part Portland 
cement and three parts sand and gravel mixed, this sand and gravel 
mixture was dredged directly from the Solent and is practically a 
uniform mixture of one part sand and two parts gravel. The piles 
are reinforced and were driven with a steam hammer through 
a chalk fill into a hard bottom of well packed sand and gravel. 
The entire structure is of reinforced concrete. The maximum 
weight possible to place on any one pile is seventeen tons. The 
structure ‘has been in use over eight years and already shows 
signs of deterioration. This is probably due to the excessive 
vibration caused by the coal hoisting machinery and the mov- 
ing of this immense crane along the dock. This wharf was the 
pioneer dock built by this road, and is probably too light. All 
the other docks which are not subjected to similar vibrations as 
the coal dock, do not show any signs of wear and in fact have 
cost practically nothing for maintenance; they were designed 
for the same heavy deck loads. 

The Southwestern Railway has adopted the Hennebique 
system in their work and have had great success with their docks. 
Figs. 9, 10 and 11 show a few of the larger undertakings at 
their Southwestern Railroad Terminal, and Fig. 12 shows the 
Woolston Jetty on the Itchen opposite to the railroad docks. 
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This landing was built in the year 1899 and to date has cost 
nothing for repairs except for the damage done by a large 
steamer having been in collision with it, and these repairs, how- 
ever, were very slight. 

In the case of the Southampton structures deterioration 
due to the action of salt water has not been noticed to have taken 
place, and Mr. F. E. Wentworth-Shields, Dock Engineer of the 
London and Southwestern Railway, is of the opinion that if great 


FIG. 9.—COAL BARGE QUAY, SHOWING FORMS READY FOR CONCRETE. 


care is exercised in making and placing concrete an impermeable 
material will be obtained which can withstand the action of salt 
water. 

The large Eastham locks built by them at the entrance of 
the Manchester ship canal were begun in 1887 and have been 
in constant use since 1892, and although the tidal range amounts 
to 32 feet at spring tides the concrete to-day is even better than 
the day it was deposited. Mr. W. Henry Hunter, Chief Engi- 
neer of this Company, states “My experience in the use of Port- 
land cement in salt water has now extended over thirty years and 
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I have not known of any failure of such work when the con- 
crete has been properly mixed and deposited,” thus corroborat- 
ing Mr. Wentworth-Shields’ opinion. 

The development of Manchester was done at the expense of 
Liverpool, which is one of the largest and most important sea- 
ports of England and to-day is one of the principal harbors of 
the world. The gradual increase in the size of ships obliged more 


FIG. I10.—COAL BARGE QUAY, SHOWING FORMS REMOVED. 


progressive harbors, if they wished to retain their importance as 
commercial cities, to increase their landing facilities and enlarge 
their docks. The Liverpudlians have taken advantage of all 
modern improvements and they have erected a great many ferro 
concrete structures. The oldest, built in 1899-1901, the Cattle 
Wharf, Prince’s Stage, is shown in Fig. 13. This structure con- 
sists of a deck of reinforced concrete, resting upon green heart 
piles. The superstructure upon which coastwise cattle are re- 
ceived and sorted, consists of the usual Hennebique beam and 
floor design. Mr. Miles Kirk Burton, General Manager and 
Secretary of the Mersey Harbor Board, states that the underside 
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of the deck and beams have received considerable repairs. This 
portion of the structure although never actually under water is 
subjected continuously to the influence of moist air. Rust marks, 
owing to the corrosion of the metal reinforcement, have appeared, 
pieces of concrete have broken away from the underside, while 
the upper side of the deck although frequently washed down is 
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FIG, II.—COAL BARGE JETTY AT SOUTHAMPTON, LONDON AND SOUTHWESTERN 
RAILWAY, 


in perfect condition. All defects have been carefully repaired 
with Portland cement mortar. The reinforcement may have been 
located too near the surface of the beams or slabs, the quality of 
the concrete, however, was the fundamental cause of the defects 
noticed in this structure and in the others erected at Liverpool, 
as it was the permeability of the concrete which allowed the 
moisture to act on the metal armature. Continuous exposure to 
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dampness combined with a porous concrete will soon develop 
the weak points in any concrete structure, and too great a stress 
cannot be laid on the necessity of rigidly inspecting such work 
during its erection, and even then in spite of such care defects 
will develop as was the case at Liverpool. 

Prince’s Dock Wharf (Fig. 14) is built throughout of ferro 
concrete and was completed in 1905. The reinforced concrete 
piles, resting on the sandstone bottom of the dock, are thoroughly 
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FIG. 12.—WOOLSTON JETTY, WOOLSTON ON THE ITCHEN, SOUTHAMPTON, 


braced with horizontal and diagonal braces. ‘he superstructure 
consists of caps, rangers and flooring, all of reinforced concrete, 
designed in accordance with the Hennebique system. Besides 
the defects mentioned above for the cattle wharf, some trouble 
has been experienced in obtaining a good connection between the 
piles and diagonals. A number of joints were found defective, 
these were cut out and filled with a rich Portland cement mortar 
and to-day, after five years’ use, the structure is in a very satis- 
factory condition. This wharf is designed to carry safely a live 


load of 667 Ibs. perf sq. ft. 
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Fig. 15 shows Dock No. 7 of the Manchester Ship Canal. 

The Engineers of the Liverpool docks have used Portland 
cement in salt water in large quantities since 1872 and so far no 
failures due to deterioration have been reported. All of the 
cement used, however, after being carefully inspected and tested, 
is stored in a perfectly dry place until required and all work is 
carried on in a thorough and workmanlike manner. 
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FIG. I13.—DETAILS OF CATILE WHARF, LIVERPOOL DOCKS, 


Pwo other dock quays consisting of concrete superstructures, 
resting on green heart piles have developed the same defects as 
the Cattle Wharf and Prince’s Dock Wharf, proving the necessity 
of obtaining an impermeable concrete. Properly mixed concrete 
when entirely submerged will last longer than when alternately 
wet and dry or continuously exposed to moist air, is a phenom- 
enon which has also been noted by the Italian engineers in their 
study of concrete in their own and other countries. 

Commander Luigi Luiggi, Ispettore Superiore del Genio 


Davis ON MaritIME STRUCTURES. 135 


Civile; Italy, has had considerable experience in the construction 
of concrete maritime works both in Italy and in the Argentine 
Republic. He always employed a rich impermeable mortar, well 
mixed, when the concrete was exposed to the action of the sea 
water. The concrete directly subjected to the wave action is 
protected with granite or faced with a mixture of mortar about 
two inches thick and made of one part of cement and one part 
of sand. This mortar was thoroughly mixed and well worked 


LIVERPOOL DocKs 
PRINCES Dock 
FERRO- CONCRETE- JETTY 


SCALE Sfeet =tinch 


62~ 6° elout 


INS PER to YARD 
Ea st 


FIG. I4.-—DETATILS OF PRINCE'S DOCK, LIVERPOOL, 


against the molds and backed with a twenty-inch layer of con- 
crete mixed 1: 2:3 while the remainder of the wall is composed 
of I:2:5 concrete, mixed medium wet, so that when it is well 
rammed, the water will show on the surface, and the resulting 
structure is absolutely waterproof. The concrete, however, must 
be absolutely impermeable or the life of the building will be 
limited as the salt water percolating through the concrete will 
soon cause it to deteriorate and the mass will eventually crumble 


away. 


136 Davis ON MARITIME STRUCTURES. 


Fig. 16 (Plate 1) shows the dry dock built by Commissioner 
Luigi Luiggi at the Argentine Naval Station at Bahia Blanca. 
The rich concrete backing is shown cross hatched. This dock was 
put into commission in 1902 and is absolutely tight, not showing 
any signs of leaks. Great care was taken, however, in the placing 
of the concrete to see that everything connected with the work 
was done in the best manner and that the various layers of 


FIG. 15.—DETAILS OF DOCK NO. 7, MANCHESTER SHIP CANAL. 


concrete were laid so as to avoid all chances of leaks occurring 
at the horizontal joints between the old and new concrete. 

In the construction of the Italian Breakwaters several plans 
were developed and finally they were built with concrete face 
blocks laid in courses, as experience showed that a wall con- 
structed in this manner and in accordance with Figs. 17, 18 
and 19, withstood the action of the salt water of the Mediter- 
ranean and the heavy blows of the high waves better than if the 
blocks had simply been deposited without care or order, Figs. 
20 and 21 show additional types of breakwaters used by the 
Italians. 
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The great advantage of the plan which called for a rubble 
backing with concrete face blocks laid in regular courses over 
a facing laid at random was soon noticed. The close joints pre- 
vented the sea from washing through the structure and gradu- 
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FIG. 18.—HARBOR OF GENOA—GIANO MOLE. PROJ ECTED 1883 ; CONSTRUCTED 


1884-88, 


ally disintegrating and wearing down the face of the blocks until 
finally they were washed out of the wall’s face by the receding 
water, necessitating repair work. The wali with its face laid 
in regular courses is better able to resist the action of the salt 
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FIG. I9.—HARBOR OF CANTANIA—NEW MOLE. PROJECTED 1872 ; CONSTRUCTED 
1873-89. 


water and the repairs on same are very slight, due chiefly to the 
disintegration of the outer faces of those blocks, which are 
placed above water, and which are alternately dry and wet. 
Repairs are readily made by refacing the blocks with a coat of 
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mortar mixed 1: 2%. The Giano Mole, Genioa, is built in accord- 
ance with these plans and although completed in 1888 has required 
very little repairing and the cost of maintenance of this break- 
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FIG, 20,—HARBOR OF LEGHORN—VEGLIAIA MOLE, 


water has been very slight although it has been exposed to the 
heavy southeasterly gales and the huge waves rolled in by them. 
Puzzolana was used in the construction of this breakwater. 
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FIG. 2I.—HARBOR OF NAPLES, 


The Dutch have used concrete extensively in their harbor 
works. The concrete in all cases has worn well and they have 
had no trouble with their docks. An improvement in the method 
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of constructing their walls was the introduction of a pneumatic 
caisson, which enables them to cut off their piles and lay the 
platform and build up the concrete wall to a point above M. L. 
W. dry, this has proven a very satisfactory and economical 
method of doing the work, every step can be inspected as it 
progresses and the possibility of obtaining poor results elimi- 
nated, as the concrete is laid in place dry. The sea walls in 


FIG. 22.—WEST SIDE OF BULKHEAD OF THE SPOORWEGHAVEN, 
ROTTERDAM, HOLLAND, 


Holland, some of which are very old, do not give any evidence 
of having been affected by the salt water (Figs. 22, 23 and 24). 

The Belgians in the construction of the large breakwaters 
at Heyst used reinforced concrete shells which were floated to 
place and sunk, at low tide by being filled with concrete, this 
avoided the use of large derricks which would probably have 
been wrecked by the heavy storms off that coast. This work 
proceeded very rapidly even under most unfavorable conditions. 
The Heyst breakwater was completed in 1903 and although 
exposed to heavy seas and to large changes in temperature is 
standing to-day as sound as ever. 
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Figs. 25 and 26 show the types of walls built for the 
City of Philadelphia along Delaware Avenue by George S. Web- 
ster, Chief Engineer, and J. A. Bensel, Consulting Engineer for 
the Girard Estate. The concrete wall in each case, from about 
M. L. W. up was built of concrete laid en masse with expan- 
sion joints every 72 ft., and although completed eleven years 
ago, is in splendid condition. The specifications were very strict, 
and supplies which did not conform to them were rejected and 
not used in the work. The mixture was one part Portland 
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FIG. 23.—EAST SIDE OF BULKHEAD OF THE SPOORWEGHAVEN, 
ROTTERDAM, HOLLAND. 


cement, three parts coarse sand or gravel graded from fine to 
coarse and screened to reject all particles greater than 14 in. in 
diameter, free from loam, dust and dirt, and six parts of broken 
stone, clean broken granite, trap rock or other hard approved 
stone, crushed to pass a 2 in. ring and screened to reject all 
pieces less than % in. in diameter. The concrete was carefully 
mixed and then deposited in the forms with great care, and the 
entire work was carried on in a first-class manner. The Ports 
land cement was of the best quality, and was required to pass 
very rigid inspection, showing a tensile strength mixed 1: 3 of 170 
Ibs. per sq. in. at the end of 7 days and at the end of 28 days, 
240 lbs. per sq. in. At first a granolithic facing, composed of 
two parts Portland cement and three parts of granolithic broken 
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stone was worked in next to the form as the coarser concrete was 
cast, but this eventually was abandoned. The general condition 
of this bulkhead is good, and the entire work is a proof that care- 
fully worked concrete will give lasting results. 

Concrete has not only been used as a protection against 
the inroads of the sea; it has also been adopted as a protection 
against the ravages of the Teredo. This worm infests the waters 
of our entire Atlantic seaboard, south of Eastport, Maine. It 
is more active in the southerly regions where the water remains 
warm the year around, and some protection against its voracity 
is necessary. Creosoting was found to be fairly satisfactory, but 
not permanent enough, so that eventually concrete was employed 
as a protection against the Teredo and Limnoria. 

Figs. 27 and 28 show protected pile after 5 years use. These 
piles had been wrapped with tar and burlap as a protection 
against the Teredo and Limnoria. The photograph shows very 
plainly the ravages of these worms in spite of this outer cover- 
ing. The difficulty in finding a protection against the worms 
resulted in the designing of many types of concrete piles. 

The United Fruit Company, having to contend with this 
pest, determined to put in a worm-proof dock at Bocas del Toro, 
Panama, so they retained Mr. T. H. Howard Barnes to design a 
concrete wharf. The entire superstructure was built of reinforced 
concrete resting on a substructure of unearthed southern pine 
piles, these, after they were driven to grade, were protected by 2 
in. concrete shells, reinforced with 6x6 in. electrically welded 
wire mesh. The shells were built on land, were allowed to set 
thoroughly before being placed in the work, and were slipped over 
the piles to protect them. A 2 in. space was left between the 
piles and the shells which was afterwards filled with concrete, 
a rich grout being first placed in the bottom of the space and 
allowed to harden sufficiently to enable the water to be pumped 
out and the remainder of the concrete laid dry. 

The dock seems to be wearing satisfactorily, although fairly 
large steamers land alongside, the concrete protection of the 
piles has not shown any signs of cracking or disintegration. 


Some details are shown in Fig. 29. 
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Mr. J. M. Braxton, Assistant Engineer U. S. Army, designed 
a pile which he used in the vicinity of Jacksonville, Fla. 


PIG, 27.—PILES TAKEN FROM MALLORY DOCK, KEY WEST, FLA., SHOWING ACTION 
OF LIMNORIA AND TEREDO IN FIVE YEARS’ TIME, IN SPITE-OF ORIGINAL 


COATING OF TAR AND BURLAP, 


FIG, 28.—PILE TAKEN FROM MALLORY DOCK, KEY WEST, FLA. PILE ORIGINALLY 
COATED WITH TAR.AND BURLAP; SHOWS ACTION OF LIMNORIA AND TEREDO 
IN ONLY FIVE YEARS’ TIME, 


The pile is composed of concrete reinforced with twisted 
steel rods. On the lower end it is fitted with a cast iron point 
(Fig. 30), the interior of which contains two ribs at right angles, 
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to which the twisted steel reinforcing rods are secured. The 
point is so cast that it forms a shoulder of about 2 ins. greater 
diameter than the pile. This shoulder engages and supports a 
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FIG. 30.—SECTION OF BRAXTON CONCRETE PILE. 


wrought iron shetlavhich is used to transmit the blows of the 
driving hammer directly to the point and relieving the concrete 
of the shock due to the hammer blows. The pile is driven as 
any wooden pile would be, the iron shell, however, is removed 
after the driving is completed, 
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The advantages of this pile is that as soon as driven it is 
capable of supporting the load or structure that is to be placed 
upon it, the pile is not subjected directly to the blows of the driv- 


FIG. 32.—RIPLEY COMBINATION PILE. 


ing hammer and it is built in a form, flat on the ground (Fig. 
41). It can be made and used in any length which is obtainable 
in wood. In actual work at Key West this pile has been driven 
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two feet into the coral rock, in addition to having been driven 
through the overlying sand and boulders, the driving shell being 
easily withdrawn afterwards. 

In the extensive alterations to their wharf property in 
Jacksonville, Fla., the Mallory Steamship Company, through their 
contractors, were obliged to devise some means to obviate the 


Taste I. Tests or COMPRESSIVE STRENGTH OF RIPLEY COMBINATION PILE. 


Pile consists of a wooden core encased in reinforced concrete. 

Ends of concrete casings shattered some from cutting off castings to 
secure as even bearings as possible. 

Compressed surfaces faced with plaster of Paris to secure even 
bearing in testing machine. 


Dimensions at small end. 


Sectional area.| Ultimate Strength. 


Concrete and 


5 é ae A t smaller 
Length, Maximum Diam.,|Minimum Diam., ies i | | eae 
feet and inches’) inches. inches. end, Set Total, Per sq. in. 
| inches, | | 
T Om eT | 14.65 | 14 153.04 | 480,000 | 3,118 
| J J 


Pile failed about 7% ft. from the bottom end, opening oblique and 
longitudinal cracks in the concrete casing, also crushed fibers 
of wooden core at two 3 in. spikes. 

Retest of section taken from upper end of first pile to determine 
bond between concrete and wooden core. Under a total load of 
145,000 lbs. applied to the wooden core the bond between the 
core and concrete was disturbed, the core being forced along 
towards the larger end of the pile. The resistance increased to 
159,000 lbs. when the core had been moved a distance of about 
1% ins. The core was pushed a distance of 8 ins. through the 
concrete sleeve, the test then discontinued. 

After the test the concrete was removed and sixteen 3% in. spikes 
were found driven into the core to connect the wrapper. z 


use of wooden piling, which, despite any method of protection 
yet used, were rapidly destroyed by the action of the Limnoria 
and Teredo. Creosoting was found not to be absolutely satis- 
factory and they adopted the Braxton pile with very satisfac- 
tory results. These piles are also being used by the Govern- 
ment at Key West, Fla., in a dock designed by Captain George 
R. Spalding, Corps of Engineers, U. S. Army. The dock in 
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question is in course of construction but the piles seem to be 
able to withstand the severe handling they undergo, being’ driven 
two feet into the coral rock. They do not show any signs of 
deterioration in spite of the hard driving they have been sub- 
jected to. 

John Monks and Sons of New York, the contractors of the 
Mallory Line Dock at Jacksonville, Fla., have used a concrete 
pile, designed by Mr. John W. Ripley, which can be manufac- 
tured at slight cost-and as easily handled and driven as a 
wooden pile. 

The Ripley combination pile (Fig. 32), is made by wrapping 
a layer of concrete around a wooden core. The concrete is.first 
spread out on a wire mesh and the whole is attached to the core 
and rolled around same. The wrapper is then secured by bind- 
ing wires spaced about 2 ft. centers along the pile which is 
then covered with a 1% to % in. thick coating of mortar. While 
the piles are hardening they are wet down each day for several 
days after completion. Tests made at the U. S. Arsenal at 
Watertown, showed that the Ripley piles have great strength 
and a pile a little over 14 ins. in diameter and 20 ft. long tested 
as a long column broke at 240 tons or about 3,000 lbs. per sq. in. 
At Jacksonville, Fla., they were successfully driven through a 
fill of coral rock and dirt into the rock bottom without dam- 
aging the concrete protection. A test for bond showed the 
enormous strength of fifteen tons per linear foot of pipe. Table 
I gives the results of tests made at the United States Arsenal, 
Watertown, Mass. 

Another pile which has been extensively used is the Cheno- 
weth reinforced concrete pile, designed by Mr. Alexander Craw- 
ford Chenoweth* (Fig. 33). It can be manufactured without 
the use of forms and only requires the simplest kind of machinery 
in its construction. The process of manufacturing these piles 
consists simply in rolling a sheet of concrete spread out on a 
wire mesh into a cylinder about a center tube, steel bars are 
used as a further reinforcement. The pile after having been 
rolled is tied at frequent intervals with wire to hold the roll 


*For further description and illustraticns of Chenoweth and other types of piles, 
see Proceedings, Vol. V, p. 300.—Ep. 
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together while the concrete is setting. They can be made in 
almost any length, 80 ft. long, the longest made thus far. When 
used in salt water a proportion of the concrete of one part of 
cement, two parts of sand and three parts of gravel, according 
to Mr. Chenoweth, giving the best results and the required 
density for piles to be used under such conditions. 

The docks and wharves of the Havana Central Railway 
at Muelle de Luz, Havana, Cuba, are founded on Chenoweth 


Tasre IT. Somer GENERAL PARTICULARS OF COMPRESSION TESTS OF CHENO- 
WETH REINFORCED CONCRETE Pites, AGE aT TEST azBouT 3% MonrTHs; 
Mave Marcy 8 70 12, 1909, Proressor A. N. Tarzrot, UNIVERSITY 
oF ILLrNots, ILL. 


crushing 
_ Weight of a 
Approximate Ulti . 2 : 
timate Crushin: wooden pile 
Reference Leng ty : Average, Gross Area, Toad Weiskt. ana Best 8 
ee Wa creel ne) CURA IS eelanicee Ibs. in tons. conditions 
aS: ‘ unsupported, 
in tons, 
THe esis 24-4 14.5 165 280,000 I40 17 
PROGR \  Bo=e 15.3 183 260,000 130 to 
85 0.0. aoe 16-0 I4.1 156 279,000 139 20 
| | 


piles, which are wearing well and do not show any signs of 
deterioration in the dirty waters of that harbor. 

Several tests of this pile were made at the University of 
Illinois and the results obtained are given in Table II. 

The Japanese have successfully used concrete in their harbor 
works and report very good results. They use Japanese cement 
almost entirely and by careful manipulation and placing of the 
concrete the walls withstand the action of the sea water without 
any reported failures. 

The proposed pier now being constructed at Kobé, Japan, 
IX. Morigaki, Chief Engineer, is shown in Fig. 34. 

The geological formation of the harbor of Kobé is similar 
to that of the North River, New York, both have a very deep 
underlying bed of-silt, hard bottom is found at such depths that 
artificial foundations have to be constructed. The bottom was 
dredged to a depth of 42 ft. below M. L. W. forming a trench 
58 ft. wide on the bottom the length of the wall. This was 
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filled with sand to 34 ft., and finally brought to grade 30 ft. 
with an embankment of gravel and rip-rap carefully leveled off 
on top. 

The wall proper rests on ferro-concrete caissons. These 
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FIG. 33.—CHENOWETH CONCRETE PILE. 


shells, weighing from 1,600 to 2,200 tons, are built on the land 
and after being allowed to season for 2 months are floated to 
place by means of a specially designed depositing dock. A 
longitudinal diaphragm divides each caisson into two parts, the 
front half of which is filled with concrete and the rear portion 
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with sand and gravel. This style of quay wall has been suc- 
cessfully used by the engineers of Rotterdam, Holland, and 
proven to be economical. The wall is then built up to the 
proper grade with concrete and granite as shown. A rip-rap 
embankment is deposited in the rear and between the caissons 
and brought to such a height that the toe of this bank will not 
project beyond the toe of the caisson. The work is not com- 
pleted as yet, but so far seems to be satisfactory, some settle- 
ment has been observed, as would be expected, but nothing 
very serious, the entire structure will be built of concrete made 
with Japanese cement. 

Although the majority of the work carried on in concrete 
have been successful, a number of failures are recorded. A 
most notable failure due to the deterioration of the concrete is 
the Graving Dock at Aberdeen, Scotland. This dock which was 
built of concrete, was opened in 1885 and immediately showed 
signs of leaks, two years later, in 1887, the leakage was so 
bad that Mr. William Smith was called in to make a report on 
the condition of the dock. Samples were cut out of the con- 
crete and sent to Professor Brazier of Aberdeen University to 
analyze. This was done and it was found that the deteriora- 
tion was due to the chemical action of the salt water on the 
cement. Professor Brazier says: “The analyses of the series 
of decomposed cement show a remarkable difference to the 
original cement, inasmuch as that in all these samples there 
is found a large quantity of magnesia and a large proportion 
of lime, in the form of carbonate. I believe this alteration is 
brought about entirely by the action of the salt water upon the 
cement. There is no other source for either the magnesia or 
the carbolic acid.” 

Mr. Philip J. Mersent, was called as a consulting engineer 
to report, and as a result of his examination reported* that as near 
as he could determine the deterioration existed chiefly in those 
sections where the portions of sand to cement was three parts 
sand to one part of cement or even more. This high ratio of 
sand gave a very porous concrete. The mortar layer plastered 
on the surface of the concrete and mixed one part of cement 


* Proc. Inst. C. E., Vol. CVI, 
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to one and one-half parts of sand had as a rule hardened thor- 
oughly and was in very good condition, as was also the concrete 
which was mixed one part cement, two parts of sand and four 
parts of stone. The concrete must be impermeable to water if 
it is to have any life at all and as long as it is, it will last indefi- 
nitely. Permeable concrete soon deteriorates and rapidly goes 
to pieces, softening and eventually crumbling away. Mr. J. W. 
Sandeman, as well as Com. Luigi Luiggi, both advocate an 
impermeable concrete. 

Mr. Sandeman in his paper on “Action of Salt Water Upon 
Concrete,” states that concrete must be impervious if it is to last 
any length of time, and the maximum proportion of the sand in 
the mortar must not be more than twice that of the cement, the 
mortar must exceed the maximum voids in the aggregate so as 
to thoroughly cover the aggregate as well as fill all the voids. 
Concrete proportioned as above will give satisfactory results, 
provided the materials are of the best quality of their respective 
kinds. The concrete must be impermeable if it is to be used 
under or in salt water. He found that a concrete made with 
mortar composed of cement and fairly coarse sand gave better 
results and a more impermeable concrete than one mixed with a 
larger proportion of fine sand. Bearing this in mind, Com. 
Luigi Luiggi was able to build a perfectly tight dry dock at 
Bahia Blanca. 

Concrete to be used in water, and salt water especially, must 
be impermeable or it otherwise will soon be destroyed by the 
action of the chemicals in the water. The cement must be of 
the best quality and be thoroughly analyzed, tested and inspected 
before using. The sand must be a clean sharp sand free from 
loam, and all vegetable and foreign matters. The stone must 
be a clean sound stone, or a clean gravel of the proper size, 
Great care must be taken with the mixing and the placing of the 
concrete and it this is done, there is no reason why a concrete 
structure should not be as lasting as one of stone. 

The great ease with which concrete structures can be built, 
the small cost of annual maintenance and the almost indestructi- 
bility of the structure should recommend the use of this material 
in perference to others and more than overcome the greater 
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initial cost. Eliminating such charges as would be common to 
all kinds of quay walls, such as backfilling, dredging and paving, 
a concrete wall founded on short wooden piles and hard bottom 
and faced with granite from about mean low water up would cost 
about four times as much as a wooden crib bulkhead. The cost 
of maintenance of the masonry wall would be practically nothing 
and its life unlimited while the crib bulkhead, would require 
rebuilding every fifteen years from M. L. W. up, and the annual 
repairs to same would be considerable. This comparison of 
construction is based on prices as they were ten years ago. At 
the present time the cost of lumber has nearly doubled while the 
prices of cement, broken stone and sand have practically remained 
stationary, so that to-day the initial cost of the concrete structure 
would not be much more than two to two and one-half times that 
of the wooden bulkhead or dock. 

The United States having considered that it had an inex- 
haustible supply of lumber has not developed the use of concrete 
in its harbor works to the same extent as other nations who are 
less fortunate in their natural resources. However, the constant 
drain made on the eastern pine forests has practically exhausted 
them and the great advance in prices has obliged the engineer 
to search for some material to replace wood and this will naturally 
cause them to turn to concrete. 


THE ESSENTIAL QUALITIES AND THEAAP PICA TiON 
OF CONCRETE TO: TIMBER “STRUCTURES: Ey 
SEA WATER FORTH ESPURPOSE, OF 
INCREASING THEIR PER VWANENCY: 


BY RALPH BARKER.* 


The principal enemies of timber structures in sea water are 
the Limnoria and the Teredo. 

The Limnoria works at the surface of the water and makes 
his attack on the outside of the timber and does not enter and 
live in it. Consequently, when a pile has been exposed to this 
insect a sufficient length of time, it has the appearance, between 
high and low water, of an hour glass, the narrowest part being 
at mean tide level where it has been exposed the greater length 
of time. The Limnoria does not destroy timber as fast as the 
Teredo, and its sphere of action is not so great. Also, when a 
pile is eaten enough by the Limnoria to impair its strength, the 
fact is obvious, which is not true of the Teredo. 

The Teredo, the most destructive foe to timber work in sea 
water, works between the mud line and mean low water. He 
enters the timber in the form of a minute worm, making a hole 
in the shell of the timber no larger than a pin. After entering 
the wood he grows rapidly, boring his way rapidly to the grain 
of the wood, the size of the hole rapidly increasing to accommo- 
date his increasing size, until it is frequently half an inch in 
diameter. The small hole through which the borer entered 
remains at its original small size and the timber, if not other- 
wise attacked, appears as sound as ever. 

This insidious enemy infests the waters of the Pacific Coast 
in enormous numbers, and is the most destructive, by far, with 
which we have to contend. Untreated fir piles in the Bay of San 
Francisco have been so riddled by the Teredo in eight months 
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that their bearing capacity is practically nil, and a very slight 
transverse stress would break them. 

It is plain from the foregoing that the use of untreated 
timber for the support of structures in sea water infested with 
these marine borers is absolutely out of the question, except for 
extremely temporary work. 

There are several methods for treating timber for its preser- 
vation which may be divided into two classes: 

1. The impregnation of the wood with some chemical which 
is distasteful to the insects which attack it. 

2. The placing of some substance around the timber which 
is impervious to the attack of such insects. 

The first method is very largely in vogue here, but is open 
to many objections which I will not enumerate. Its principal 
recommendation is its cheapness. The latter method is com- 
ing rapidly into use, and as concrete is the cheapest, most avail- 
able, and most readily applied material, it will probably supercede 
all others. 

The one great requisite essential for a hydraulic cement, 
regardless of the special purpose for which it is to be used, and 
therefore embracing its use in ocean waters, is that when 
properly handled it shall form a strong and permanent cementive 
bond; that when crystallized and hardened it shall become an 
enduring and resistant matrix for the inert particles of sand and 
stone, together with which it forms an artificial conglomerate 
stone. As to the type of hydraulic cement best fitted for use to 
secure this general essential quality of enduring cementive 
strength under the conditions imposed, the subject has been, and 
still is, one of considerable question. 

The two destructive influences most necessary to provide 
against are 

1. The peculiar chemical disintegrating action ot the magne- 
sium sulphate contents of ocean water upon the aluminum com- 
pounds in the cement. 

2. The physical wear of the surface of concrete thus chem- 
ically affected and softened by the abrasive action of the water 
of “The ever-restless sea,” and the greater or less content of 


sand which it may carry with it. 
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Naturally the first endeavor has been to produce a cement 
so constituted that the chemical action of the sea water should 
be reduced to a minimum. Basing their work upon the theory 
that the aluminum content of a cement could for fluxing pur- 
poses in manufacture, be replaced by iron which is not affected 
deleteriously by magnesium sulphate, German makers have placed 
upon the market an “Iron Ore Cement” or “Erz-Cement’” as 
it is called. Accelerated tests of this material have been made 
by the makers, by immersion of mortar blocks in sea water of 


FIG, I.—PIER UNDER CONSTRUCTION, 


intensified strength. These tests as reported seem to prove that 
as compared with Portland cement of the usual character, under 
the same conditions, the Iron Ore cement blocks withstood the 
chemical action of the sea water very much more successfully. 

Tests of imported Iron Ore cement are now under way in 
San Francisco, comparing it under exactly similar conditions 
with a standard brand of Portland cement made in California. 
These tests have been running for only six months up to the time 
of the present writing, and perhaps may on that account be not 
exactly conclusive. The results of these tests as far as carried 
out are given in Table I. 


BARKER ON CONCRETE STRUCTURES IN SEA WATER. 161 


Another series of systematic experiments made with the pur- 
pose of determining the question of a resistant cement for sea 
water use, were begun 14 or 15 years ago by the German Govern- 
ment at the instigation of Puzzolan-Portland cement manufac- 
turers. 

Puzzolan-Portland is a mixture of either natural puzzolan, 
(a volcanic ash) and Portland cement; or of artificial puzzolan, 
(blast furnace slag of certain chemical composition) and Port- 
land cement. Depending upon the chemical composition of the 
puzzolan, the mixture contains from 30 to 60 per cent. of puz- 


TABLE I.—CoOMPARISON OF TENSILE TESTS, TRON ORE CEMENT AND 
PoRTLAND CEMENT, STORED IN FRESH WATER AND IN SEA WATER 
oF FivE Times NORMAL STRENGTH. 


Tensile Strength, 


lbs. per sq. in. 
Iron Ore Portland 
Cement. Cement. 
Stored in fresh water. 
BOR AW RICA wartvePalsSen, alegre ones wale fy -aca F 653 704 
ECORIUSANC srr ttiay Vale oh. -yanuwoe. a= 359 396 
GOA ASHE A Uap Moca evale dayersha mages wn Fees 825 725 
Te AVE) Za SEWAN Ui ih Pace cee ONS ale aD 499 { 465 
MS ORGAN SCA ewer Mole heres benn acevetel ea ava, e ace 808 801 
eae a SON Ome ge cea ety une eyelet ens 5206 491 
Stored in sea water, five times normal strength. 
ORCC SHIICE Uremic Wa skelter ists oped citer a's sy-cale« 853 863 
TOP SRCATLG Maen tree Wala yy esl aia riers ee 343 441 
OOMCAN SIC ULM te we CnenA tetas J aean rials oiaatenern tose 98t 1019 
Tt OR GRO TI Cure A sheet ise ots oho 493 508 
IOC TS) SCENE & Ol td co Di aco ie RRR th aR 1026 1160 
RRL OR COST CMRP ame Meu nespere oe ray et sk 486 479 


zolan, and from 50 to 70 per cent. of Portland. The mixture can 
be made after pulverization, if necessary, by the engineer or con- 
tractor on the work. Preferably, however, the ball-mill product 
of both ingredients are pulverized together in the tube or other 
finishing mill at the cement factory. 

The result of the German Government experiments at the 
Royal Testing Station at Berlin, carried through a fairly long 
series of years (the five years’ tests have recently been com- 
pleted), seem to prove rather conclusively that under exactly 
similar conditions of mixture and subsequent immersion in sea 
water, the Puzzolan-Portland ccncretes showed higher strength 


11 
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than the pure Portland concrete in both tensile and compression 
tests, and that the Puzzolan-Portland concrete blocks with which 
the tests were made, held their original form in much better con- 
dition than did the blocks of concrete made with pure Portland, 
the latter having very visibly suffered from chemical action and 
abrasion in the sea water. As to the comparative economical 
value of Puzzolan-Portland and pure Portland in the rich con- 
cretes made for the German Government tests in sea water, the 
results seemed to prove that a barrel of the Puzzolan-Portland 
was equal in producing resistance to the action of sea water to 
two barrels of the pure Portland. 

An examination of the two types of concrete blocks used in 
these experiments also seemed to prove true the theory of Dr. 
Michaelis that the hardening of the Portland cement in the Puz- 
zolan-Portland mixture was accompanied by a chemical decom- 
position in which a portion of the combined lime in the pul- 
verized clinker was transformed into lime hydrate, and this latter, 
in some measure at least, made another combination with the 
pulverized puzzolan, producing a puzzolan hydraulic cement, 
invulnerable to sea water. Final corroboration of these sea water 
experiments and their results in this country will be awaited with 
great interest. At the present time, however, Puzzolan-Portland 
is not manufactured in the United States, although deposits of 
properly constituted volcanic ash, suitable for the purpose 
undoubtedly exist in numerous parts of the country. 

With the materials heretofore at his command, the American 
engineer has been principally confined in sea water concrete con- 
struction to the use of Portland cement. Although disastrous 
disintegration has occurred in some instances, it is nevertheless 
true that the great mass of well constructed Portland cement 
concrete in sea water has served its purpose satisfactorily. Port- 
land cement concrete has the power of armoring itself against the 
action of the magnesium sulphates of the sea water by the forma- 
tion on its exposed surfaces of a skin or film of lime carbonate. In 
comparatively still waters this appears to constitute a very effec- 
tive protection. In case of violent or continued abrasion of water 
and sand it is naturally less effective, and in exceptional cases has 
no opportunity to form. In these cases the calcium hydrate 
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set free by the decomposition incident to the hardening of the 
Portland cement, is washed away, leaving voids for the further 
inroads of the deleterious chemicals contained in the sea waters. 


FIG. 2,—FORMS REMOVED FROM PILE IN FOREGROUND. 


In selecting a Portland cement for marine construction, for 
at present the American engineer is in large measure confined to 
choice of cements of the common type for work of this class, 
the ordinary precautions taken to secure a trustworthy material 
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(i. e., careful and accurate sampling and testing) are absolutely 
essential. The Standard Specifications of the American Society 
for Testing Materials* indicate the requirements admirably in the 
main. That the cement must be sound goes without saying. 
Since only the very finest portion, the “float” of the Portland has 


TasBLe I].—CoMPARATIVE TENSILE TESTS OF TWO STANDARD PORTLAND 
CEMENTS, STORED IN OCEAN AND IN FRESH WATER. 


Tensile Strength, 
lbs. per sq, in. 
Ocean Water. | Fresh Water. 
Brand A. 

AO GEN SSNEAUS she 6. Oo oo OA be go oe Tage 844 
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Brand B. : 
BOLCAVS MCAT omer itany Lite meee hen ake II19 827 
ThUOsegSailse: chet, theta ecn eter 366 354 
COLEINGEWIAS SALEEM Vrs B:8 HG been oS OE SS Ss Boies 1203 733 
ab OjE3 SSAC Meat weer cca sns eter rgiea 385 415 
POOVCAVG MEAL Se een tie ate ee tegen ere eae 1113 823 
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TasLeE JII.—CuHEMICcCAL ANALYSES OF ABOVE PORTLAND CEMENTS. 


Brand A, Brand B. 
Silica (SiO}) ceuweicetuacome carom ee tatices oseeaere sages 21.62 2252 
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Tumes(Ca ©) Meee were lye cei tra eee 63.80 62.00 
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Sulphuric aahydride 450.) pest x ence ae ees Teal) To 
Tonition HOSS sl tmupee i econ ot et eee eee ee mere 2.20 XS 


cementive value, fine pulverization is essential, and a matter of 
much economical moment. Too slow a setting is to be avoided, 
and a rapid permanent hardening is of value. These, however, it 
is unwise to secure by the use of cements high in aluminum, since 
it is the aluminate content that is most vulnerable to the chemical 
attack of sea water. 

That it is possible to secure a rapidly hardening cement not 


* See Standard No. 1, of National Association of Cement Users.—Ep. 
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unduly high in aluminum content is evidenced by the tests of two 
brands of Portland cement made in the State of California with 
chemical analysis of the cement thus tested, see Tables II 
and III. 


Meruops oF APPLICATION. 


Since the Teredo works from the mud line to low water, and 
the Limnoria from low water to high water, it is necessary in 
order to insure immunity from these pests, to protect our timber 
from the mud line to high water mark. As the mud line is a 
somewhat varying factor it is very desirable to extend the cover- 
ing to a material which is certain not to be affected by any of the 
influences it may be subjected to, or in other words, to a sufficient 
depth to preclude the possibility of the unprotected portion of the 
timber becoming exposed. 

Three methods have been used extensively in the San Fran- 
cisco harbor for applying concrete to piles for their protection 
from marine insects and borers. Two of these methods are 
applicable only to new structures, before the superstructure is in 
place, while the third may be applied to the piles at any time. 

First Method.—This method covers the use of a metal or 
wooden cylinder around the pile and filling same with concrete. 
This method was first employed in 1894. Steel cylinders 3 ft. 
6 ins. in diameter were used around a cluster of 3 piles. First 
the piles were driven in the proper locations, then the mud 
removed from inside the cylinder to a depth specified. This depth 
is governed by conditions and is usually about 30 ft. below low 
water. Then concrete, which is sewn up in loose mesh burlap 
sacks, is placed in the cylinders in sufficient quantity to fill it 
nearly to low water line. This was allowed to set and the water 
is then pumped out and the balance of the cylinder filled with 
loose concrete. This method was later cheapened by the substi- 
tution of wooden stave cylinders for the steel cylinders. The 
most recent practice in this method is to use a cylinder only 2 ft. 
in diameter, having a cast iron shoe in its bottom which fits as 
close as possible around a single pile. Rope grummets are placed 
around the pile and as the cylinder is driven, the grummet is 
forced tightly between the casting and the pile thus making a 
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tight joint which excludes the mud and water to a very great 
extent. What mud and water may have gotten inside the cylinder 
is then removed by a jet pump and the cylinder is filled with con- 
crete, same being reinforced with vertical rods held in place by 
horizontal bands. The latter practice gives the best results, as 
the placing of concrete under water, even in sacks, is almost cer- 
tain to cause a separation of the ingredients. The wooden 
cylinder is eaten away by the marine insects in a short time and 
if the concrete is not perfectly sound, the Teredo enters and 
destroys the piles. 

Second Method—This consists of using a concrete cylinder 
of about 24 ins. external diameter and 234 ins. thick, heavily 
reinforced. The length of the cylinder is governed by conditions 
the same as the wooden cylinder above described, the longest used 
here being 34 ft. The cylinder is driven around the pile, pumped 
out, and filled with concrete in precisely the same manner as the 
small wooden cylinders are used. This method gives very good 
results, as the outer 234 ins. of concrete of the finished job is 
made on the surface where it can be examined and rejected if 
defects appear. 

Third Method.—This method differs essentially from the 
foregoing, and can be applied to an old structure without remov- 
ing the top work. It consists of the use of a sheet metal form 
having a diameter of about 8 ins. greater than the pile to be 
treated, same being made around the pile in short lengths. The 
bottom of the first form applied to the pile is equipped with a 
diaphragm, which fits closely around the pile and accommodates 
itself to its decreasing size. The form is placed around the pile 
and has attached to it wire ropes from a windless on the floor of 
the structure. Then a cylinder of reinforcing material is placed 
inside the form and it is filled with concrete. This section is 
then lowered into the water sufficiently to allow the next section 
to be constructed around the pile and fastened to the one already 
filled. The process is continued until the first section comes to 
rest in the bottom of the bay. In ordinary mud the weight of the 
column of concrete will force it down into the bottom a suffi- 
cient distance to insure protection. 

All three of these methods give very good results. The 
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last mentioned is the cheapest, but when it is used the pile it 
protects must extend up to and support the superstructure. In 
the other two methods the pile may be cut off at low water line, 
and the balance of the support made a reinforced concrete pillar, 
getting its lateral strength from the reinforcing bars which may 
be made continuous for the full length of the concrete casing, 


Mr. Chapman. 


Mr. Mensch, 


DIST USSION: 


Mr. CLoyp M. CoapMAN.—We had an experience in Florida 
a year ago where piles made according to one of the methods 
just described failed, but I doubt if it failed through any fault 
of the method used. It was an application of the split inter- 
locking pipe method. The two halves of the pipe were put 
together over the piles, leaving an annular space of about 4 ins. 
around the pile, which was filled with sand. The split pipes 
went to pieces in a very few months—it may have been weeks— 
and crumbled in parts and fell off. On examination, it was 
found that the pipes had been made of sand and cement only, no 
coarse aggregates being used. The sand was taken from the 
beach at the point where the pier was constructed, and a visual 
examination showed apparently few pieces of shells. It was 
found, however, that between two sizes of screens apparently 
75 per cent. of the material was broken shells, and approximately 
10 or 12 per cent. of the tested material was sea shells, which 
probably caused the deterioration of the concrete and the crum- 
bling of the pipe. 

Mr. L. J. Menscu.—I think probably Mr. Barker describes 
the piles I built for the San Francisco Harbor, which not only pre- 
served the wooden pile, but also increased their carrying capacity 
to possibly twice the amount. They consisted of two concrete 
shells from 2 to 2% ins. thick and in lengths of from 18 to 60 ft. 
The wooden pile was driven first and then the concrete shell slid 
over it and driven, forming another pile around the first pile. 
Then the bottom was sealed and the water pumped out and filled 
with concrete. Tests made of such piles showed a carrying 
capacity of 70 tons without any settlement. The piles were 
located in the mouth of the San Francisco Harbor, which con- 
sists in many places of very bad ground to a depth of 80 to 
100 ft. 
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THE EFFICIENCY AND COST OF CONCRETE FOR THE 
PRESERVATION OF PILES EXPOSED 
TO SEA WATER. 


By C. C. Horton.* 


It has long been the aim of engineers and builders to find 
some method of treating or protecting wooden piles or other 
wood structures from the destructive attack of marine borers, of 
which the Teredo and the Limnoria are the chief representatives. 
Many methods have been tried, and success more or less marked 
has attended some of them, the principal methods being the 
chemical treatment of the wood fiber and the mechanical protec- 
tion of the pile or timber by a protective covering of metal, treated 
wood or concrete. However, we are only interested in the appli- 
cation of concrete or cement and will pass over the other methods 
with but brief-mention. 

Under the head of chemical treatment creosote should be 
given first place, which proves very effective until by abrasion or 
dissolution the pile loses its sheath of impregnated creosote and 
becomes open to attack by the destructive ship worm. A pile so 
treated is effective for approximately 15 years, if it has received 
no mechanical injury to split or otherwise damage it. The metal- 
coated pile, as well as those covered by asphaltic compositions, 
are open to the same objections as the creosoted pile, but also have 
the added drawback of a still shorter life. 

With this brief review of older methods, we will now consider 
the concrete covering of wooden piles, of which there are quite 
a variety. Several of those more or less practical will ‘be 
described, classified under 4, B, C and D, merely to distinguish 
them and not according to their relative merits. 

Class A. A wooden pile covered with a jacket of concrete, 
made by placing a mold around the pile and filling with concrete 
reinforced with steel or not, applied before driving. This makes 
a pile which can be inspected without trouble, but has the draw- 


* Healy-Tibbits Construction Company, San Francisco, Cal. 
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back in that it is heavy and difficult to handle and drive, and will 
sink, presenting the same difficulty as a solid concrete pile in this 
respect. Furthermore, the same precaution must be observed in 
driving it as in the purely concrete pile. It is difficult to give 
exact costs as these will vary with the size of the pile, the length 
covered on each, the varying cost of materials, the proportion 
used in the concrete, the use or omission of reinforcing, cost of 
labor, etc. Relative costs of the several methods will be given in 
conclusion, so that a comparison of the various classes may be 
made. 

Class B. This class includes piles covered after they have 
been driven and before the superstructure has been built. The 
covering is applied by lowering over the pile a continuous concrete 
wood or steel jacket, so proportioned as to leave an annular space 
between the pile and jacket or from 2 to 4 ins., preferably the 
latter. This space is then pumped out and filled with concrete. 

This method presents some difficulties where deep water is 
encountered, due to the liability of the jacket to collapse, if built 
of wood or steel. Furthermore, it is difficult to exclude mud and 
water if the sea bottom is soft or the casing is not perfectly tight. 
It is sometimes found necessary to seal the bottom with cement 
and allow it to set before pumping out the annular space. This 
should be done as thoroughly as possible for the best results. 

Class C. This is a modification of class B in that the same 
type of jacket is used, with the exception that it is sectional and 
in two parts to admit of application to piles under existing 
wharves or where the superstructure is in place. A tile jacket is 
sometimes used in addition to the others of class B. 

The jacket is applied by placing the sections around the pile 
and lowered by suitable means, section by section, until the sub- 
merged portion of the pile is covered and sufficient penetration 
is obtained into the sea bottom. The annular space is then filled 
with concrete without first pumping out the sea water. With 
this style of construction, it is impossible to exclude the water 
and mud, which is a serious drawback. The concrete is liable 
to be of inferior quality, especially at the bottom, the very point 
that should be made the most impregnable, the mud line being the 
principal point of attack of that most destructive of wood borers, 
the Teredo, 
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Class D. This is a class distinctly by itself and is of more 
recent origin than any of the previously described methods of 
armoring. It consists of a light steel sectional jacket, fitted at 
the bottom with a self-adjusting diaphragm, made to accommo- 
date itself to the irregularities of the pile. The method of pro- 
cedure is to fit the bottom section containing the diaphragm 
around the pile and fill with concrete, the section being suspended 
from above, usually by winches. The first section is then lowered 
sufficiently to permit the addition of another section, which is filled 
with concrete ; this is repeated until the submerged portion of the 
pile is covered and the desired penetration is obtained into the sea 
bottom. The annular space between the pile and the jacket should 
be at least 4 ins., and in large piles of say 18 to 20 ins. diameter, 
5 or 6 ins. 

This method renders the concreting of piles very simple and 
effective and obviates the principal difficulties of the three other 
classes of covering. It is especially adapted to the repair of old 
wharves, badly eaten with either the Teredo or Limnoria. The 
San Francisco Harbor Board has adopted this latter method for 
the repair of their old wharves, and finds it economical, easily 
applied and durable. Classes A and B are not suitable for the 
repair of old wharves, the expense being prohibitive. Between 
class C and D, the latter may be applied for approximately 20 
per cent. less per lineal foot than the former. 

For new work, classes A, B and C would cost approximately 
the same, with a slight possible advantage in favor of class A. 
Class D may be applied to new construction more cheaply than on 
repair work, and would run 20 to 25 per cent. cheaper than any 
of the other methods. 

The San Francisco Harbor Board is paying $1.55 per ft. 
for class D work on all sizes of piles. This includes profit and 
royalty, the actual cost ranging from $1.00 to $1.85 per lineal 
foot. 

From the foregoing, it will be seen that concrete is adaptable 
to the protection of wooden piles in marine construction and is the 
only method giving permanent results and at the same time gives 
to the structure greater strength and rigidity. 


RESULTS OF EXPERIMENTS. UPON] EFFECT OF 
SEA WATER ON THE TENSILE STRENGTH OF 
VARIOUS MIXTURES OF CEMENT AND SAND. 


By CLovp M. CHAPMAN.* 


Of the many theories and opinions now advanced to explain 
the change which takes place in concrete when exposed to sea 
water, the most plausible are those which attribute the action 
to a slow solution by the water of some constituent of the cement 
or a slow deposition in the concrete of some constituent of the sea 
water, or both. But these theories are necessarily based on the 
assumption that water enters and leaves the concrete or percolates 
through it, carrying something with it or leaving something 
behind. Put in waterproof concrete and the percolation will 
stop. Stop the percolation and the action will stop, and the 
concrete will remain unaffected. 

To gather data upon this subject, the Aberthaw Construction 
Company of Boston, have prepared a series of exposure tests and 
placed them in sea water at the Charlestown Navy Yard. These 
tests consist of twenty-four concrete columns 16x16 ins. and 
16 ft. long, so suspended from a dock that their lower extremity 
is always immersed in sea water, being below extreme low tide, 
while their tops are always above high tide. These columns are 
made of varying portions of cement, with various aggregates, 
mixed both wet and dry, and with and without waterproofing 
ingredients added. These tests should be watched with interest 
by those having to do with concrete in salt water. 

In order to get more light on the effect of sea water upon con- 
crete, Westinghouse, Church, Kerr and Company of New York, 
made a series of experiments upon the tensile strength of cement 
mortar immersed for various periods in sea water. 
of standard briquettes were made up. 


Three series 
The first series was mixed 
with fresh water and kept immersed in fresh water until broken. 


* Engineer, Westinghouse, Church, Kerr and Company, New York, N, Y, 
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Months. 
FIG. I—CEMENT SAND MORTARS MIXED WITH AND KEPT IN FRESH WATER. 
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FIG. 2.—CEMENT SAND MORTARS MIXED WITH FRESHAND KEPT IN SEA WATER. 


~~ Months. 
FIG. 3.—CEMENT SAND MORTARS MIXED WITH AND KEPT IN SEA WATER. 
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The second series was mixed with fresh water and kept immersed 
in sea water. The third series was mixed with sea water and 
immersed in sea water. The cement used was a brand of 
standard Portland cement. The sand used was Standard Ottawa, 
20-30 mesh. The proportions of cement and sand varied 
from 1:1 to 1:6 by weight. Mixtures of the proportion of 1:7 
- were also made but as they all crumbled in the pans after a short 
time, they were discarded from the test. Briquettes were of 
standard size, with one square inch of cross section. They were 
kept in a damp closet for 24 hours after making then immersed 
in water in pans in the laboratory. Water from New York 
Harbor, taken at flood tide, was used in the pans containing the 
second and third series. This water was changed frequently. 

Three briquettes of each proportion in each series were 
broken at the end of 7 days, 28 days, 2 months, 6 months, 12 
months, and 18 months. 

The results obtained are shown graphically by Figs.* 1, 2 and 
3. They tell their own story. 

It is unwise to draw conclusions from meagre information. 
These tests do not represent practical conditions. They are 
tension tests, while concrete is seldom subjected in practice to 
tensile stresses. The specimens were only one inch square at the 
breaking point and concrete is seldom, if ever, used in that size 
in sea water. The small area of cross section made it necessary 
for the action of the sea water to penetrate only ™% in. into each 
side of the test piece to affect the entire cross section. Whereas, 
on a pier of large size in sea water, the concrete would be 
damaged but a small percentage if 1% in. were entirely removed 
from its surface, yet successive removals of % in. at a time would 
ultimately be very injurious. 

These results are presented, not with the claim that they 
support any theory or that they prove any point in the question 
of how to make concrete withstand the ravages of sea water, but 
as a record of tests made and results obtained which furnish evi- 
dence that the effect of sea water upon cement-sand mortar is to 
reduce its tensile strength. 


* Acknowledgment is made to the Engineering News for the cuts used in this paper. 
—Ep, 
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Mr. WittiAm M. KinnEy.—I would like to ask Mr. Chap- Mr. Kinney. 
man as to the number of briquettes made for each test, and as to 
whether the results checked closely ? 
Mr. CLoyp M. CHApMAN.—Three briquettes were broken for Mr. Chapman 
each series at each date, eighteen briquettes in all for each mix, in 
each series, broken on six dates. 
In probably nine cases out of ten the variation was not more 
than ten per cent. each side of the mean. But there were some 
erratic cases, and in those cases | eliminated the irregular results. 
For instance, if two out of three happened to break at about 
250 lbs. and the third at about 125 lbs., or half as much, then the 
125 lb. tests would be ignored and 250 lbs. taken as the true result. 
Mr. Rozerr A. Cummincs.—Did you make a chemical Mr. Cumming 
analysis or determine the amount of alumina ? 
Mr. CHApMAN.—The average analysis of the brand of cement Mr. Chapman 
used was known, but not that of the particular sample. 
The tests were made in our cement testing laboratory in New 
York City. They were laboratory tests with sea water from the 
incoming tide taken at the lower end of Manhattan, from New 
York harbor, and kept in pans in the laboratory. No analysis of 
the water was made except a determination of the grains of 
chlorides, assumed as NaCl and determined by tritrating with 
AgNoO,, using potassium chromate as an indicator. 
THE PRESIDENT.—Some tests made in New York harbor The President. 
several years ago seemed to indicate that briquettes of Portland 
cement were very considerably reduced in strength and in some 
cases went to pieces while briquettes of natural cement were not 
so affected. It subsequently developed that these tests were 
made near the outfall of a main sewer and that the loss of 
strength was probably due to the action of sewage and not to 
the action of sea water. Tests are now being made by the gov- 
ernment in connection with the construction of Dry Dock No. 4, 
Brooklyn Navy Yard, for the purpose of ascertaining the effect 
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of sea water on concrete. This is part of the government inves- 
tigations of the effect of sea water on various structural mate- 
rials. These tests were inaugurated during the: Jamestown Ex- 
position, the test pieces being exposed at the end of one of the 
exposition piers. The analysis of the water at that point, how- 
ever, showed a very large percentage of fresh water which was 
quite variable, being particularly large during the spring freshets 
in the James River. The percentage of salt water at this point 
rarely ever exceeded 50 per cent., which was the case during 
heavy storms at sea, and was generally about 4o per cent. The 
point at which the test pieces were immersed was not more than 
one mile and one-half from the ocean. 

In studying the available points for the establishment of the 
laboratory along the Atlantic Coast, the Boston and Portsmouth 
harbors and Atlantic City, were the only ones that seemed to be 
available for the purpose. But as the former two did not pos- 
sess the requisite facilities, Atlantic City was finally agreed upon, 
the location at Norfolk, Va., being abandoned. 

The location on Young’s Old Ocean Pier at Atlantic City is 
such that a suitable depth of uncontaminated sea water is avail- 
able without an objectionable littoral drift. 

After visiting the various laboratories in Europe for the 
investigation of the effect of sea water on cement mortars and 
concretes, and from the results of similar experiments made in 
this country, | am of the opinion that in general the composi- 
tion of the cement does not have as important a bearing on 
the ultimate ability of concrete to withstand sea water action 
as the character of the workmanship and the age of the concrete 
at the time it is exposed. However, I believe that our final opin- 
ion in the matter should be withheld until more conclusive data 
is available upon which to base conclusions. There is no ques- 
tion that where the concrete is properly proportioned, mixed and 
placed so as to secure the requisite density and it has attained a 
sufficient degree of hardness, that it can successfully resist sea 
water action. [ have examined many structures in Europe and 
in this country and the reported damage to concrete structures 
from sea water have been the result, almost invariably, of 
bad workmanship and the action of frost. There are a few in- 
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stances where such action is possibly traceable to sea water. But The President. 


in general it may be stated that where the concrete is properly 
mixed, placed and allowed sufficient time for hardening, it can 
be used in sea water successfully. This is proven through the 
existence of numerous structures of concrete in all parts of the 
world which are unaffected by sea water. 

Mr. E. S. Larnep.—TI would like to ask Mr. Chapman if in 
exposing the briquettes to sea water the latter was renewed from 
time to time. 

-How soon after taking out of the water were the briquettes 
placed in the testing machine? 

Mr. CHAPMAN.—-The sea water was renewed frequently, once 
a week or so, and soon after immersing in sea water an insolu- 
ble deposit was formed, a delicate film or skin which was not 
intimately attached to the briquettes but was against them and 
was transparent in the water. This crusting began to take place 
within a short time after placing the briquettes in the trays. 

The reason I chose for exposing the test pieces in the labo- 
ratory instead of in the harbor, was on account of the sewage 
contamination and the fact that I would not get pure sea water. 
All the water was taken from the harbor after the tide had been 
running in for two or three hours, so that while I did not obtain 
the same water as five miles out to sea, yet it was more nearly 
like sea water than I would have obtained by taking it promiscu- 
ously or immersing the briquettes in the harbor. 

The briquettes were tested immediately on leaving the water. 

Mr. Larnep.—In this paper I have observed some interest- 
ing criticisms, from which it appears that the time of breaking 
briquettes or examining the sample is quite important. 

About six months ago, I was shown a concrete brick 4 ins. 
square in cross section and about 8 ins. long, in the center of 
which was embedded a 54-in. cold twisted square bar, flush with 
the concrete at one end, and projecting several inches at the other 
end. This sample was one of a series prepared to show the influ- 
ence of sea water contaminated with sewage upon the concrete 
and exposed to steel, these samples being immersed near the 
effluent of one of Boston’s sewers. 

The sample above was the sixth of a series, and had been 
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exposed for six years, one sample being removed yearly to observe 
the results. The sample when observed was wet, having just been 
brought in from the exposure, and, with the aid of a cold chisel 
and hammer, I split this brick as near the middle as possible, 
leaving the steel rod embedded but exposed on one side. The 
outside of the concrete was at first a little soft for a small frac- 
tion of an inch below the surface, but the brick was split open 
with considerable difficulty, the steel rod for its entire length of 
embedment was bright, and showed no indications of rust, the 
end of the bar not protected in the concrete had diminished in 
diameter about 30 per cent. After the sample had been left in 
the office for some time, I observed it again and found the con- 
crete hard throughout and comparable with any sample of con- 
crete that had not been exposed to this combined action of sea 
water and sewage. This condition I note as an improvement in 
the hardness of concrete over its condition at the time of its first 
removal from the exposure, and it occurs to me that in the tensile 
tests noted in this paper that the time of breaking the briquettes 
would have an important influence upon the results. 

Mr. Wittiam M. Kinney.—What kind of storage tanks did 
you use, Mr. Chapman ? 

Mr. CHAPMAN.—They were of galvanized iron. 

Mr. KinNEy.—The use of galvanized iron storage tanks will 
undoubtedly greatly influence the results obtained, and in all prob- 
ability the action of sea water on the galvanizing is responsible 
for some of that peculiar formation noticed on the briquettes. 
There is even some question as to the advisability of using gal- 
vanized iron tanks for fresh water storage of briquettes. 

THE PresipeENtT.—The Chair would also remark that he be- 
lieves these tanks may have an unfavorable influence on the tests. 

Mr. CHapMAN.—What kind of tanks would you suggest, 
wooden tanks? 

THE PREsIpENT.—No, the Chair thinks the most preferable 
tank is of soapstone, but as these are expensive, cement tanks 
afford a satisfactory substitute since they can be constructed with 
very little expense, and will serve the purpose certainly much better 
than galvanized iron tanks. You can, of course, use enameled 
iron pans if the others are not available, and they are very much 
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better than galvanized iron pans. The assumption that a galvan- The President 
ized iron tank has no influence on the results is open to criticism, 
and as many variables as possible should be eliminated. 
A briquette is not a good form of test piece as the exposed 
surface of the briquette is so very great in proportion to the mass 
that the results are not comparable with those of the actual struc- 
tures in sea water. _ 


LAYING CONCRETE UNDER WATER—DETROIT 
RIVER TUNNEL. 


By Oar Horr.* 


In reviewing the great number of subaqueous structures as 
designed and constructed by engineers in the past, one cannot 
fail to note the hesitancy and diffidence with which they have 
approached the problem of depositing concrete under water, and 
how they apparently have resorted to this expedient, by way of 
compromise, where none other seemed available, except at an 
unjustifiable expense. The reasons are obvious; the chief difh- 
culty among the many presenting themselves being to convey the 
mass of semi-fluid concrete mixture through the water to its 
place of deposit in such a manner as to preserve the mixture 
intact and prevent segregation of its integral parts, which would 
leave only an inert mass of aggregate. As a consequence the 
application of this method has been very limited, and the experi- 
ence gained equally so. Various expedients and devices have 
been adopted for solving the problem, the principal ones being 
the use of bags, drop bottom buckets and tremies, all subject to 
objections peculiar to each. Laying concrete under water by 
means of bags involves the use of divers in placing the bags, and 
is accordingly cumbersome, slow, and expensive; the results are 
not wholly satisfactory and the method should be classed as 
obsolete. Neither is the use of drop bottom buckets all that 
could be desired; even with the greatest care it is not possible 
to prevent the mass from dropping a short distance through the 
water, which, thus set in motion, has a tendency to remove the 
cement from the aggregate and produce in spots a lean concrete, 
where a uniform and homogeneous structure is the ideal sought 
for. Irregular cleavage lines in the concrete are likely to occur, 
which objection is also applicable to the use of bags. 

The depositing of concrete in water by means of tremies has 
heretofore presented difficulties, which have not always produced 
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satisfactory results. A tremie is nothing more or less than a long 
tube reaching from the place where the concrete is to be deposited 
to the surface of the water above, its upper end being provided 
with a hopper for receiving the mixture. As fast as the concrete 
escapes at the lower end of the tube it is replenished at the upper 
end, thus flowing in a continuous stream. 

Theoretically this is the ideal way of laying concrete under 
water, but when reduced to practice the object has not proven so 
easy of accomplishment. The difficulty has principally been to 
control the flow of the concrete through the tube and prevent 
the water from the outside to rush into the tube from below, 
thus washing the concrete and separating the cement from the 
aggregate, losing the charge; the concrete would be liable to run 
out either too fast or too slow. Generally the concrete has been 
deposited in layers of various thicknesses, governed by the posi- 
tion of the mouth of the tremie with reference to that of the layer 
below. This also of necessity results in a certain amount of 
motion of the concrete through the water, with attending loss of 
cement. 

These difficulties were successfully overcome in the construc- 
tion of the Detroit River Tunnel, more than one hundred thou- 
sand cubic yards of concrete having been deposited in water by 
means of tremies; the operation extending over a period of part 
of three seasons, 1907, 1908 and 1909. 

In order to describe the methods used and convey a correct 
understanding of same, it will first be necessary to give a short 
description of the tunnel itself and more particularly the sub- 
aqueous part of same. 


GENERAL DESCRIPTION OF TUNNEL. 


The tunnel has a double track, built for the use of the New 
York Central System of railroad lines, passing under the Detroit 
River and connecting the City of Detroit, Mich., with the town of 
Windsor, Canada. It is built as two separate tubes with a center 
wall between each with an overhead clearance of 18 ft. above 
top of rail, and a length of 8,360 ft. from portal to portal. It 
consists of three sections, the westerly approach tunnel on the 
American side 2,135 ft. long, the section under the Detroit River 
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proper, or subaqueous section, 2,625 ft. long, and the easterly 
approach tunnel on the Canadian side 3,600 ft. long. 

The westerly approach tunnel and adjoining end of the sub 
aqueous section is on a two per cent. gradient and the easterly 
approach tunnel on a one and a half per cent. gradient. The 
subaqueous section has a level grade of some 1,000 ft., merging 
into the approaching gradients through long vertical curves at 
either end. It also has a short horizontal curve of two degrees 
curvature at the westerly end. The portals are approached 
through long open cuts at both ends of the tunnel. 

The approach tunnels on both sides of the river were driven 
through a formation of plastic blue clay by means of shields. 
The same clay formation extends across the river and overlies 
bed rock which is found at a depth of some Io to 30 ft. below the 
tunnel structure. 

The subaqueous section was built on a unique and novel 
plan never heretofore used, which proved highly successful both 
as to cost, speed of construction and safety. It consisted in 
excavating a trench in the bottom of the river, of the required 
width and depth, into which steel tubes were sunk; these were 
thereupon encased in concrete laid under water, pumped out and 
then lined with concrete on the inside. The whole operation 
proved to be very simple and easy of execution. 

The top of the tunnel structure generally follows the bottom 
of the river; at the middle it even projects a few feet above the 
bottom; at the deepest part it is 41 ft. 9 ins. below the surface. 
The bottom of the structure at this point is about 74 ft. below the 
surface of the river. 


METHOD OF CONSTRUCTION. 


The excavation of the trench was done with an ordinary 
clam-shell dredge, well in advance of the sinking of the tubes. 
The tubes were circular in form with a diameter of 23 ft. 4 ins. 
and were arranged and sunk in pairs, one tube for each track: 
they were built of 3/8 in. steel plates, see Fig.* 1. They 
were spaced 3 ft. apart between the shells and reinforced on 
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the outside by a series of transverse steel partitiogg or diaphrams 

. oy ; 
12 ft. apart. These diaphrams extended all around the tubes and 
were approximately of rectangular shape with an extreme depth 
of 30 ft. 4 ins. and extreme width of 55 ft. 8 ins. ; thus extending 
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FIG, I.—SECTION THROUGH SUBAQUEOUS PORTION OF THE DETROIT RIVER TUNNEL, 


beyond the steel shell 3 ft. at the bottom, 3 ft. on the sides and 4 
ft. on the top of the tubes. They were strengthened by means of 
double angle irons riveted along the edges; wooden sheathing 


running lengthwise of the tube was bolted along the vertical 


edges of the diaphrams. The tubes were built in lengths of 262 
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ft. 6 ins. and were provided with temporary wooden bulkheads at 
the ends so that they would float when launched. 

For the purpose of sinking the tubes they were equipped 
with four buoyancy cylinders attached on top, which enabled the 
tubes when filled with water to be kept in suspension at any 
point, lowered to the final resting place by means of floating 
derricks and connected up with the tubes already sunk. 

Before sinking a platform was built in the bottom of the 
trench at the proper level to temporarily support the ends of the 
tubes. When in their final position the tubes would underneath 
be from 5 to 7 ft. from the bottom of the trench, depending upon 
how near the correct level this was excavated. The diaphrams 
crosswise of the tubes and the wooden sheathing on the sides, 
parallel with the tubes, would then present in exterior view a 
series of pockets open at the top and bottom, but with enclosed 
sides and ends. Into these pockets concrete was poured by 
means of three tremies, one placed in the middle between the 
two tubes and one on the outside of each tube, between the steel 
shell and the wooden sheathing. 

The mode of procedure in placing the concrete was, gener- 
ally, first to concrete in the bottom to the under side of the 
diaphrams, thus sealing the pockets and affording support for 
the tubes. The buoyancy cylinders holding the tubes in suspen- 
sion could then be removed, and each pocket filled with concrete 
in one continuous operation, forming a monolithic mass of a 
thickness of 3 ft. on the sides of and between the tubes, 4 ft. to 4 
ft. 6 ins. on top of the tubes, and a thickness of 5 to 7 ft. under- 
neath the tubes, varying with the irregularity of the bottom. 

Generally every other tube length was provided with an 
extra strong bulkhead at the extreme end, capable of resisting the 
full hydrostatic pressure. when the tubes were pumped out, in 
order to give access to the interior and permit the placing of the 
concrete lining. 

The equipment used for the purpose of placing the sub- 
aqueous concrete consisted of a so-called tremie scow, especially 
designed and built for the purpose. The details of the tremie 
scow are shown in Fig. 2 on Plate II; Fig. 3 shows the tremie 
scow in the middle of the river, a near view being shown in Fig. 
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4. This scow was 35 ft. in width, 155 ft. in length and 9 ft. Q ins. 
in depth with a free board of about 4 ft. It was equipped with 
4 spuds, one in each corner, of 20 ins. square go ft. long Oregon 
fir timbers, and necessary spud hoists. The object of these spuds 
was to hold the scow steady during concreting, and prevent any 
rocking motions caused by waves, or the wash from passing 
steamers. The scow was further held in position against the 


FIG. 3,—VIEW OF TREMIE SCOW IN MIDDLE OF RIVER. 


current by anchors and was equipped with deck hoists for 
handling. On one side of the scow were built three towers 82 ft. 
high above the deck, one for each tremie; the front of these 
towers served the purpose of leaders (similar to those of a pile 
driver) for the tremie pipes, which could be hoisted clear out of 
the water or lowered down to the bottom of the trench, as re- 
quired. There were three concrete mixers, one for the middle 
tremie with a capacity of about 30 cu. ft. to the batch, and one 
for each of the side tremies with a capacity of about 20 cu. ft. 
to the batch. The equipment ftirther consisted of an air com- 
pressor, a dynamo and an electric conveyor for conveying cement 
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to the charging floor from scows alongside the tremie scow, three 
hoisting engines for the tremies, two large derricks with hoisting 
engines for unloading gravel, and a 150 H. P. boiler. 

Gravel was used for mixing the concrete in preference to 
broken stone; it was of size grading downwards from that of 
small walnuts. Mixed with approximately the proper amount of 
sand, it was found and pumped out of the river near Port Huron, 
Mich., some 60 miles away from the tunnel site and transported 
in boats or barges down the Detroit River to the tunnel. The 
tremie scow was designed particularly for the purpose of handling 
and mixing this gravel as cheaply as possible. The gravel was 
unloaded directly from the boats to the tremie scow and used up 
about as fast as unloaded. To this end the tremie scow was 
equipped with two heavy derricks located about at-the quarter 
points of the scow on the opposite side to that of the tremie 
towers. These derricks were operated by large hoisting engines 
located on the deck of the scow, the gravel being unloaded by 
means of clam-shell buckets and discharged into two hoppers 
located 32 ft. above the deck of the scow, immediately behind 
the towers. From these hoppers the gravel would fall over 
inclined screens into receiving bins, being thus screened by 
gravity, the sand running off into one bin and the gravel into 
another. There was one sand bin and one gravel bin for each 
tremie. The bins for the center tremie were of about twice the 
capacity of the others, because this tremie had to deposit approx- 
imately twice as much concrete. The screens below the unloading 
hoppers were four in number, two for each hopper, inclined in 
opposite directions so that the gravel would feed one-half to the 
bin of the side tremie, and one-half to that of the center tremie. 
The sand and gravel bins were placed a few feet above the 
charging floor which was located 11 ft. above the deck of the 
scow, and was on a level with the top of the charging hopper of 
the concrete mixers. Through gates in the bottom of the bins 
the proper amount of gravel and sand could be drawn into the 
charging hoppers. This floor was large enough to hold a suffi- 
cient quantity of cement for one pocket. The water tank was also 
located on this floor, from which water was piped to the mixers. 

The concrete mixers were placed directly on the deck and 
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when tilted would discharge into self-dumping buckets, placed in 
the hull of the scow directly in front of the mixers; these buckets 
could be hoisted up to any point where the receiving hoppers of 
the tremies might happen to be located and discharge their con- 
tents into same. 

The total amount of concrete in one pocket was about 342 
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FIG. 4.—NEAR VIEW OF TREMIE SCOW, CONCRETE DEPOSITING ON SUBAQUEOUS 
PART OF THE DETROIT RIVER TUNNEL. 


cu. yds., of which approximately one-half had to be deposited 
through the center tremie and one-fourth through each of the 
side tremies. 

Each tremie consisted of a 12 in. diameter spiral riveted 
steel pipe of No. Io metal, 80 ft. long made in 20 ft. lengths 
provided with external flanges for bolting up. The upper end of 
the tremie pipe was suspended from a frame, to which was 
attached a hopper for charging the tremie, the hoppers with 
frames running between guides attached to the front of the before- 
mentioned towers. The tremie pipes, hoppers and all could be 
raised and lowered by means of steel hoisting ropes leading over 
sheaves at the top of the scow. The buckets in the hold of the 
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scow upon receiving a charge from the concrete mixers were 
hoisted up inside the towers until they reached the tremie hoppers, 
which would engage them and trip them forward, discharging 
their contents into the hoppers; then they would reverse and go 
down to their place in the hold of the scow. These buckets ran 
between guides located inside the towers immediately in the rear 
of the guides of the tremie hoppers. The concrete in passing 
from a mixer into. the bucket would discharge over an apron, 
which the bucket would trip forward every time it descended 
and trip back out of the way when hoisted up. The tremie 
hoppers were provided with a small platform on the outside and 
a railing around same where a man could stand and watch the 
concrete in the tremie, whether it was running out too fast or 
too slow, and give signals accordingly to the engineer who ran 
the corresponding engine. 

The working force for operating the tremie scow, when the 
process of concreting was going on, was thirty-two men, on an 
average. 

The operation was as follows: The tremie scow was anchored 
across the tunnel tubes in the trench, so that the tremies when 
lowered into place would come in the middle of a pocket, as 
already stated, one tremie between the tubes and one on the out- 
side of each tube between the steel shell and the sheathing. The 
spuds were then lowered to the bottom and forced down suffi- 
ciently to take up a considerable load from the scow and prevent 
any rocking motions. The three tremie pipes were lowered into 
position until their lower ends rested on the bottom of the trench; 
the water inside of the tremie tubes would of course be at the 
same level with the water outside. Meanwhile the boat loaded 
with gravel would be placed alongside the tremie scow on the 
opposite side. The gravel with its mixture of sand would then 
be unloaded by means of the clam shells and derricks, and 
dropped into the hoppers previously described, falling over the 
inclined screens, the sand and gravel shooting off into their 
respective bins, from which they would in turn be drawn, as 
required, into the upper hoppers of the concrete mixers, cement 
added, and the charge shot into the mixers, where the necessary 
water was added in the usual way. 
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A wadding of cement sacks was at first placed in each 
tremie on top of the water to prevent the concrete from dropping 
through while filling the pipe. A batch of concrete was dis- 
charged from the mixer into the bucket in the hold of the scow 
and hoisted up until a projecting arm on the receiving hopper of 
the tremie would cause the bucket to tilt forward and discharge 
the contents into the tremie hopper and on top of the wadding, 
the bucket immediately returning to its original place to receive 
a new charge, already in the process of mixing. When this 
hopper was about half filled, the tremie and hopper would be 
raised a trifle, permitting the water in the tremie to escape at the 
bottom as the weight of the concrete pushed the wadding down- 
wards through the pipe. Meanwhile fresh batches of concrete 
were being dumped into the tremie hoppers. In this manner the 
tremie was filled with concrete until the wadding reached the 
bottom and the concrete commenced to run out of the pipes. As 
fast as the concrete ran out at the lower end of the tremie pipe, 
fresh concrete would be added to the upper end of same, this 
process going on until the whole pocket was filled. 

The wadding of cement bags was used only at the beginning 
of the work. It was soon found that one or two dry batches of 
concrete would serve the same purpose, and this was used prac- 
tically throughout the work in charging the tremie at the begin- 
ning of an operation. 

The concrete, except as noted in charging the tremies, was 
mixed very wet, much more so than would be permissible in 
concrete deposited in the air. No difficulty, however, was experi- 
enced on this account. The gravel showed no tendency to segre- 
gate from the mixture, probably because the mass was always 
in a slow and uniform motion, and when it reached its place of 
deposit the mass would be under a heavy hydrostatic pressure, 
that may have had the effect in connection with the loss of weight 
on account of buoyancy, of making segregation more difficult. 

It should be particularly noted, that the mouth of the 
tremie was always buried in the concrete from 2 to 5 ft., forming 
an effective seal which at all times prevented the outside water 
from forcing itself into the tremie. It was the duty of the inspec- 
tor on the platform of the tremie hopper to always be on the 
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lookout, that the tremie was full of concrete. If the concrete 
showed a tendency to run out too fast he would signal the hoist- 
ing engineer to lower the tremie and thus choke off the flow; if 
the concrete did not flow fast enough he would order the tremie 
raised until the concrete would flow more rapidly. 

It is a fact, that after a week or so, when the men on the 
concrete scow had become thoroughly familiar with their duties 
not a single charge was lost in depositing more than one hundred 
thousand cubic yards of concrete. The concrete when deposited 
would take an exceedingly flat slope, in fact practically seek its 
own level. Occasionally a small mound would be built up around 
the mouth of the tremie, but the least agitation of same would 
cause this mound to spread out to a practically level surface. As 
soon as a pocket was finished the concrete scow was shifted to 
the next one. No pocket was ever started unless the necessary 
materials of sand, gravel and cement were on hand to complete it. 

In depositing the concrete divers were employed for inspect- 
ing the progress of the work, and report when a pocket was 
completed. The time required for filling one pocket usually ran 
from four to seven hours. The largest amount of concrete placed 
by the tremie scow per day was three pockets or 1,025 cu. yds., 
working sixteen hours. This includes the time required for 
replacing the gravel boats alongside the tremie scow. These 
boats generally held enough gravel for one pocket. The amount 
of concrete that could be placed depended mostly upon the 
supply of gravel. Usually three pockets were concreted in two 
days, that is one pocket one day and two pockets the next. 

As previously stated, the bottom of the trench was first filled 
with concrete, to the under side of the diaphrams; this gen- 
erally required from four to five days, sometimes a little longer, 
for each tube length. 

The length of time of mixing a batch was usually from two 
to three minutes. The time for the concrete to reach its place 
of deposit from the mixer would of course vary greatly, but the 
average time was probably about eight minutes, with a minimum 
of five minutes and a maximum of fifteen. The velocity of the 
flow of concrete in the tremies would average from 14 to 15 ft. 
per minute; the extreme probably running from 7 ft. to 25 ft. 
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When the work first commenced the side tremies were made 
of IO in. pipe as against 12 in. for the center tremie. This was 
done because the amount of concrete passing through each of the 
side tremies was approximately only half of that of the center 
tremie. After the first section had been completed all three 
tremies were made 12 ins. in diameter for the sake of conveni- 
ence, as by that time it was found that the flow of the concrete 
could be absolutely regulated to suit the requirements. The wear 
and tear on the tremie pipes proved very insignificant, the full 
set of tremies having been renewed only once. 

The concrete was mixed in the following proportions: In 
the bottom of the trench below the diaphrams it consisted of 
one part of cement to four parts of sand and eight parts of gravel. 
The concrete in the pockets consisted of one part of cement to 
three parts of sand and six parts of gravel. Gravel of small 
walnut size was used in preference to crushed stone, as it was 
thought it would cause the concrete to flow easier in the tremies. 
Besides gravel makes a denser concrete than crushed stone. 

In some of the pockets at the joints between two sections 
the concrete was made in the proportions of one part of cement 
to two of sand and four of gravel. The reason for making the 
concrete in these pockets richer was simply a matter of precaution, 
taken to insure a tight joint, the steel work not fitting together 
as closely as intended. When the tubes were pumped out no 
water came through these joints, showing that the 1: 2:4 con- 
crete was practically impervious to water, although subject to a 
hydrostatic pressure of about 25 Ibs. per sq. in. 

For the purpose of determining the quality of the concrete, 
6 in. cores were taken out by means of a Davis Calyx drill for 
the full height of the center wall between the steel tubes. These 
cores show a remarkable degree of uniformity of the concrete 
and of high quality both as to density and strength; in fact a 
better grade of concrete was obtained than would be possible in 
the open air. It should be noted in this connection that this 
concrete was compressed and set up under a hydrostatic pressure 
of from 16 to 30 Ibs. per sq. in. at the top and the bottom of a 
pocket respectively. The crushing strength of this concrete when 
one year old ran from about 2,800 Ibs, per sq. in. minimum to 
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4,000 Ibs. per sq. in. maximum, for a mixture I: 3:6, according 
to tests made upon cores taken from the center wall. 

A word should be said with respect to the time of setting or 
hardening of the concrete; this is, to be sure, a debatable subject. 
However, the consensus of opinion among the engineers connected 
with the work, including the writer, based upon such tests as 
could be made by divers, seemed to be that the initial set was 
acquired in about ro hours after the concrete was deposited, and 
the final set in 20 hours; after 40 hours the concrete was very 
hard, so that it would ring when struck with an iron bar. 

Regarding the matter of laitance, hardly any was observed 
that would affect the quality of the work; this might be expected 
considering the manner in which this concrete was deposited, 
whereby the great mass of it would never come in contact with 
the water at all. 


ELEMENTS ESSENTIAL TO SUCCESS. 


It may not be amiss to point out the three essential elements 
that contributed to the successful results in depositing the sub- 
aqueous concrete of the Detroit River Tunnel; they are as 
follows: 3 

First, dividing the exterior of the tunnel tubes, by means of 
the longitudinal sheathing and the diaphrams, into compart- 
ments or pockets. This produced still water, which is absolutely 
essential for laying concrete under water, and permitted the filling 
of one pocket at a time with one monolithic mass of concrete. 
This arrangement further limited the lateral flow of the concrete, 
as it emerged from the tremie, to the confine of the pocket and 
reduced the washing out of cement by the water to an absolute 
minimum ; in fact, the loss of cement appeared to be negligible. 

Second, the use of an equipment complete in every detail and 
equal to any demand made upon it, more especially an active or 
quick acting rig for handling the tremie pipes promptly, as 
occasion required. 

Tnird, mixing the concrete so wet that it would readily flow 
in the tremies, and the flow controlled by keeping the mouth of 
the tremie at all times buried in the concrete at a sufficient depth, 
thereby at the same time keeping it sealed and preventing the 
water from rushing in from the outside. 
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OTHER APPLICATIONS OF TREMIE METHOD. 


The demonstration of these highly successful results on such 
a large scale suggests possibilities of the application of this 
method to various kinds of engineering works, other than sub- 
aqueous tunnels. Numerous instances will undoubtedly from 
time to time present themselves where this method could be used 
to advantage, not only as an expedient of construction, but at a 
great saving in cost over prevailing methods, especially where 
large and expensive coffer-dams would be avoided. The sub- 
aqueous concrete of the Detroit River Tunnel was deposited at 
a considerably less expense, including the cost of the plant, than 
similar work could have been done for on land. 

It may perhaps be permissible, in conclusion, to venture a 
few suggestions of such applications. Structures, now frequently 
built of cyclopean concrete blocks, such as dock and quay walls, 
breakwaters, etc., could in many instances be built in situ by 
using steel forms constructed on the compartment or pocket prin- 
ciple, which would result in obtaining monolithic and massive 
blocks, or sections of structure of far greater magnitude, than 
otherwise possible. The steel forms could be built extremely 
light and left in place, or heavier and detachable to permit their 
being used over again, as economy and expediency might dictate. 
If piles were required for providing a proper foundation they 
could be driven after the excavation was done to the required 
level, the forms set over them and then imbedding them in the 
concrete. Similarly dry docks, lighthouse foundations and bridge 
piers could be constructed, always of course depending upon local 
conditions and circumstances as to the applicability of the method. 


Mr. Wason. 


Mr. Hoff. 


DISCUSSION: 


Mr. Leonarp C. Wason.—I would like to ask as to the 
length of the compartments which were filled at one time and 
how far the tube was imbedded below the surface of the concrete 
when that flowed out. 

Mr. Otar Horr.—Diaphrams which were of 1%4-in. steel 
plate, built so that they extended around the tubes, together with 
the sheathing that was bolted on the sides of the diaphrams, 
formed the pockets. These diaphrams were 12 ft. apart, so that 
it made the length of the pocket 12 ft., or you may call it the 
width, possibly, because the other dimension is the larger. Now 
the width of the tunnel was 55 ft. 8 ins., taking in the two tunnel 
tubes each 23 ft. 4 ins. in diameter, with 3 ft. between the tubes 
and 3 ft. on each side of the tubes, making the exterior of the con- 
crete 55 ft. 8 ins. The depth of the pockets from the top of the 
diaphrams to the bottom of the trench, would be something like 
33 or 34 ft., depending upon the irregularity of the bottom. Of 
course the dredges were not able to dig out the trench any closer 
than say within 2 ft. from the exact elevation, that is, from I to 
5 ft. of the level of the underside of the diaphrams. This space 
was always filled in with the cheaper grade of concrete, the 
1:4:8. Now the depth of the concrete below the steel shell 
would then run from 5 to 8 ft., the average being 7 ft. 

The concrete was placed so wet that the pressure of the 
concrete inside would cause it to ooze out gradually, being partly 
countered by the pressure of the water outside. The concrete 
surface, once formed, would gradually rise so that the freshly 
deposited concrete would hardly ever come in direct contact with 
the water. In order to cause the tremie to be sealed. so that the 
water could not come in from the outside and at the same time 
permit the concrete to flow, the mouth of the tremie was buried 
from 2 to 5 ft. in this soft mass of concrete. 
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Mr. Harry F. Porrer.—Did the concrete deposited under Mr. Porter. 


water expand or contract in volume, and would it make any 
difference if it was sea instead of fresh water? Also was the 
concrete plain or reinforced? 


Mr. Horr.—lI should not think the kind of water would Mr. Hoft. 


make any difference. 

We never had any difficulty with expansion or contraction. 
The work turned out very successfully, and of course to actually 
say whether it did do the one or the other would be very diffi- 
cult. I cannot think just now of any method of determining the 
expansion or contraction, though it probably could be done. 

Plain concrete was used. 

Mr. JosepH A. BLrack.—TI understand a pocket was filled 
each day. I would like to know if the apparatus was moved the 
next morning in order to complete the next block or were long 
blocks built ? 

Mr. Horr.—The apparatus remained permanently in place. 
The diaphrams served as reinforcement to the steel shell, so that 
they are permanent, forming a part of the permanent structure. 

Mr. E. S. Larnep.—The steel tubes were not anchored in 
any way, were they? 

Mr. Horr.—Yes, when the steel tubes were being sunk and 
lowered in place on the platform that I have mentioned, they 
were anchored temporarily against the current and when in posi- 
tion bolted to that platform, simply to hold them in place laterally 
for the time being and until part of the bottom could be con- 
creted in. This done, the tubes remained there and could not 
be shifted. 


Mr Black. 


Mr. Hoff. 


Mr. Larned. 


Mr. Hoff. 


APPLICATION OF CONCRETE IN BARGE CANAL 
WORK. 


By RusseLu S. GREENMAN.* 


The present canal system of the State of New York connects 
Lake Erie at Buffalo, Lake Ontario at Oswego, and Lake Cham- 
plain with the Hudson River at Albany—a total length of canal 
of 431 miles. The people of the State decided at the election 
of 1903 to issue bonds not to exceed one hundred and one million 
dollars to enlarge the existing canal system so that the demands 
of the present day for cheap water transportation might be met. 
The old canal had been outgrown by the commercial prosperity 
and progress. The plan was to construct a canal that would 
take care of boats, or barges, of a thousand ton capacity. The 
term, ‘The 1,000 Ton Barge Canal” became the title of the new 
canal, but the name soon became shortened to “Barge Canal.” 
This title admits of the later capacity of the barges for it was 
decided by the State Legislature in 1905 to increase the width 
of the canal locks and then boats having a capacity of 2,000 
tons might be carried on the canal. 

The laws of the State now demand that the canal shall be 
of minimum depth of 12 ft. throughout, a minimum width of 
bottom of 75 ft. through land sections and of 200 ft. through 
the rivers and lakes, a length of lock between hollow quoins of 
328 ft. and a width of lock of 45 ft. To build this larger canal 
with as economical a plan as possible, with the many different 
engineering problems to be overcome, became the special object 
of those placed in charge of carrying out the will of the people. 
To construct the canal as proposed, it was found necessary to 
canalize rivers, cross lakes and marshes, take care of spring 
floods, provide storage water for the dry seasons, and overcome 
a maximum difference of 565 ft. elevation between terminals. 


* Resident Engineer in charge of Tests, Department of New York State Engineer 
and Surveyor, Albany, N. Y. 
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The structures needed for the purpose of overcoming these 
problems—being the major factor of the cost—were to be built 
of as cheap a masonry as was consistent with the effectiveness 
and serviceability of the structure. Cut-stone masonry, such as 
was used on previous canal improvements, would add to the cost 
greatly over concrete. After carefully considering the advis- 
ability of using concrete, it was decided that it would easily 
meet all the needs of the project and would certainly keep down 


FIG. I.—SAND AND GRAVEL WASHING AND SCREENING PLANT, 


the cost. This decision was reached only after a careful 
examination of concrete structures which had been built for some 
time and which were similar to those proposed for the Barge 
Canal. From the present viewpoint of the constructing engineer 
it seems strange that but seven years ago it was a wise move 
to hesitate to use concrete in such large structures and to such a 
large extent as called for by the Barge Canal project. 

To provide for structures for different uses three grades of 
concrete are specified. First-class concrete calls for a mixture 
of proportion of one part cement, two parts sand and four parts 
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stone. The stone must be a hard trap-rock, granite or gneiss. 
This grade is only used in cases where an especially fine con- 
crete is needed. Second-class concrete is a mixture of one part 
cement, two and one-half sand and five parts stone or gravel. 
By far the larger part of the concrete work is built of this grade, 
and among the structures now being built of it are the locks, 
dams, bridge piers and abutments, breakwaters and retaining 
walls. There are 53 locks as above, and are estimated to cost 
with their approach walk about $16,000,000. The third-class 
concrete is one part cement, three parts sand and six parts stone 
or gravel. This grade is not used much, except in core walls and 
similar less important work. 

The work is all executed by contract and because of the 
various conditions existing in different sections there are many 
ways of carrying on the work of construction. The supervision 
of the construction is under the direction of Mr. Frank M. Wil- 
liams, State Engineer and Surveyor of the State of New York, 
Harry W. DeGraff, Deputy State Engineer, and William B. 
Landreth, Special Deputy State Engineer, in special charge of 
the Barge Canal work. A large corps of assistants is necessary 
—demanding an organization of engineers such as is seldom 
required on any other work. 


INSPECTION OF MATERIALS. 


For the construction of the vast amount of masonry it was, 
of course, necessary to provide the best inspection of materials 
and workmanship. All materials proposed for use in the making 
of the concrete are carefully examined and tested, and experi- 
enced men are placed as inspectors on the structures in progress. 

As in all other large projects careful attention is given to the 
cement proposed for use. The engineer in charge of tests made 
visits to many of the leading laboratories and selected the best 
ideas in use. The laboratory was enlarged and thoroughly 
equipped with the very best apparatus for the testing of cement. 
Carefully trained testers follow the standard methods and make 
all standard tests.* These consist of tests for setting, fineness, 


* See Standard No. 1, National Association of Cement Us rs.—Ep, 


GREENMAN ON CONCRETE IN CANALS. 2 199 


constancy of volume, tensile strength and specific gravity. 
Chemical examination is also made. 

It was originally planned that the tests should be made on 
cement that was delivered in the storehouse on the work. The 
samples were taken from the stored cement and sent to the labor- 
atory at Albany for the required tests. Tests were started as 
soon as the samples were received and the results were promptly 
given but, at best, 10 to 12 days elapsed from the time the samples 


FIG. 2—CONCRETE MIXING PLANT. RECESSED RETAINING WALL UNDER 
CONSTRUCTION, 


were taken, shipped by express to the laboratory, given a 7-day 
test and reported to the engineer in charge of the contract. A 
contractor using large quantities of cement therefore had to have 
a large cement storehouse in order to always have accepted 
cement ready for use. Gradually a system of mill inspection 
of cement was developed. When a contractor places with a 
cement company an order for cement that is large enough to 
warrant stationing an inspector at the mill, an inspector is di- 
rected to sample one or more bins of cement, depending on the 
size of the bins. These bins are sealed with a seal of the Depart- 
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ment of the State Engineer and Surveyor. The samples are 
forwarded by express to the testing laboratory at Albany and 
immediately tested. If the cement meets the requirements of the 
specifications it is accepted and held subject to the order of the 
contractor. Whenever this contractor wishes shipments made to 
the work, the inspector breaks the seal on the bin, inspects the 
loading of the car, or cars, seals each with the department seal, 
re-seals the bin and notifies the Resident Engineer in charge of 
the laboratory and the Resident Engineer in charge of the con- 
tract. When the cars arrive at the work, the seal must be intact 
and must be broken open only by the engineers on the contract. 
By this method only accepted cement is delivered on the work; 
and if he cares to do so, the contractor can use it immediately 
upon its arrival. The shipments from the mills have gradually 
increased until, on October 25, 1909, a high-water mark of 31 
car loads, or 5,150 barrels of accepted cement was inspected for 
the Barge Canal. The daily average for the week was 2,911 
barrels. The amount of cement shipped is used as an indication 
of the amount of structural work being done by the contractors. 

In the selection of aggregates for his concrete the contractor 
is first guided by the classification of his concrete and then he 
naturally wishes to use that material which he can secure most 
cheaply and still keep within his contract. However, in order 
to insure good concrete, proper sand and stone as well as cement 
must be used. The State therefore demands that the sand or 
screenings, and the stone or gravel, shall be approved by the 
Department of the State Engineer and Surveyor. Samples of 
these are sent to the Testing Laboratory and carefully examined 
and tested. The sand is examined under the microscope as to 
the character of its grains; it is passed through a nest of sieves 
to secure the grading and sizes of the sand grains ; and both in the 
natural condition and washed it is tested with cement for 
strength; and also tested for percentage of loam and voids. 

If there is no good sand or gravel within economical hauling 
distance from the work, the contractor must necessarily import 
such material. In one notable instance, however, the contractors 
found that it would be more economical to wash and screen the 
gravel. They erected a plant at a cost of $90,000 and it is prob- 
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ably the largest temporary washing and screening plant ever 
erected (see Fig. 1). The capacity of this plant is 200 cu. yds. 
of gravel per hour. 

In some cases where a desirable sand cannot be easily ob- 
tained, crushed stone screenings are used in place of the sand. 
It is required that these screeniags shall be crushed from a hard 


FIG. 3.—BELT CONVEYING SYSTEM. MIXING AND CONVEYING CONCRETE, 


durable stone and that the particles shall be well graded. An 
excess of fine dust or powder must be screened out. 

The crushed stone, proposed for use, must be from an ap- 
proved kind and quality of rock—free from dirt and organic 
matter. In second-class and third-class concrete, gravel, which 
is composed of hard and durable stones, may be substituted for 
crushed stone. Either stone or gravel must be examined for the 
percentage of voids and the proportion of matrix may be varied 
so that there shall be an excess of 20 per cent. of matrix over the 
natural voids of the loose aggregate. 

In the structures where the concrete is massive cyclopean 
concrete is permitted and in many cases the contractors are using 
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this kind of concrete. The specifications permit in massive con- 
crete of the second or third-class, where the section is not less 
than 4 ft., the placing of boulders and fragments of rock contain- 
ing more than one cu. ft. These must be made free from all dirt 
and must be placed on their largest bed. They must be kept 
at least 6 ins. apart and none shall be within 2 ft. from the sur- 
face. The contractors who have taken advantage of this permit 
to make cyclopean concrete have, as a rule, used only very large 
stone in massive structures as are some of the dams. 

In connection with routine testing and inspection of materials 
frequent tests are made along special lines. Many of these have 
been made on the use of salt during freezing weather, amount 
of loam that is permissible, addition of colloidal clay in order to 
produce impervious mixtures, the substitution of crushed stone 
screenings or iron-ore tailings in place of sand, the use of various 
waterproofing compounds and the various methods of surface 
finishing. Just at present there is being conducted the second 
section of a very interesting series of tests on small arches— 
built as models of an arch of 285 ft. span which is proposed for 
carrying the Barge Canal over a gorge at Medina, N. Y. These 
tests are along lines of investigation practically new as far as the 
application of concrete to arch construction is concerned. Six 
arch models have already been tested and six more have been 
constructed and will be tested within a short time. In connection 
with these arch models an auxiliary series of tests on cubes and 
prisms have been made. Some results and data have already 
been secured that will be of very great value to the engineering 
world. 


MeEtHops oF M1xInGc AND PLACING CONCRETE. 


The large contracts under which the work on the Barge 
Canal is executed make large plants possible and even necessary. 
As has been suggested there have been tried many ways of doing 
this large work. There is the usual variation in the manner of 
mixing and placing concrete, and also in the large plants for 
the work. 

The specifications demand that, in all work where more than 
200 cu, yds. of concrete is to be placed, the mixing shall be done 
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by machines. Batch mixers only can be used and of these very 
many kinds are in use. Those most generally used are the 
cylindrical, or cubical drum and the gravity mixer. The latter 
has been used both in a stationary position and as a movable 
mixer—heing carried by a derrick from the place of loading to the 
place of depositing the concrete. 

The mixing plants are sometimes stationed directly in the 
newly excavated canal channel and the materials are hauled over 


BELT CONVEYOR IN CENTER OF LOCK NO. 5. 


FIG. ‘4. 


trestles and emptied into hoppers over the mixers (Fig. 2). Most 
plants are, however, placed at some point conveniently located 
near to rail or water service, and the materials are transferred 
after being mixed. Some have the mixers on cars or movable 
platforms and empty the mixture directly from the machine into 
the forms. 

In transferring the mixture from the mixer to the forms, 
when the two are much separated, various methods are used. 
The most popular method is the common bucket and car arrange- 
ment while others have preferred to transfer the buckets by cables. 
In one case, however, a belt conveyer system has been used. 
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Because of the amount of concrete handled by this system, special 
consideration can well be given to it. Within a radius of one mile 
from Lock No. 4, several massive concrete structures, aggre- 
gating a quarter of a million cubic yards of concrete, are planned 
to be constructed. Between two massive locks which, with the 
adjacent structures, would need about 100,000 cubic yards of 
concrete, the first part of this plant was built. A capacity of 
500 cu. yds. per working day of 8 hours was planned. The 


FIG. 5.—LOCK NO. 2 AT WATERFORD. 


maximum output has been 450 cu. yds. or practically 1 cu. yd. 
per minute. To handle this quantity of material the following 
method was used (see Figs. 3 and 4): The sand and stone are 
dumped into separate hoppers over belt conveyors and carried 
by them to bins over the mixer. When the bins are filled the 
sand or stone automatically passes through a chute into storage 
bins. The cement storehouse has a capacity of 10,000 barrels 
of cement. Through the center of this passes a belt conveyor 
which carries the bags of cement up to the mixer. A great 
saving of labor in the handling of these raw materials is accom- 
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plished by this system as the only labor is in shoveling the sand 
or stone from the end of the car to the center and the placing 
of the bags of cement on the conveyor. The concrete mixture 
is then carried by belt to the locks on three series of belts mov- 
ing at the rate of about 450 ft. per minute, each succeeding 
belt moving a little faster than the previous one so that there 
will be a better division of the material that comes from the 
mixer. At the locks there was a large tripper car with a boom 


FIG. 6.—DAM AT VISCHER’S FERRY, SHOWING CYCLOPEAN MASONRY. 


45 ft. long. The concrete is tripped from the main belt to the 
boom belt. The boom would swing over an angle of 200 degrees 
and reach either side of the lock. In carrying the concrete on 
the belt a mixture, somewhat drier than desired, had to be 
used. To produce the proper consistency, water was piped to 
the end of the boom and added to the mixture as needed. As 
it left the boom belt the concrete was collected into a narrow 
space by means of spouts. These were hung so as to swing 
freely and the concrete could be deposited at any point desired. 
The lock walls were, as a rule, built in 4o ft. sections with 
the forms providing for a depth of concrete of 6 ft. 
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The plan just described was altered somewhat on one of 
the locks by doing away with the trestle in the center of the 
lock and building a light steel skeleton right on the site of the 
side of the lock. On this the belt was run and as the concrete 
reached the top of the skeleton a new section was built on 
top of the old and the old became an integral part of the 
lock—a reinforcement, as it were. It is claimed for the belt 
conveyer that it has decided advantages over a bucket and 
car method as it keeps the particles together and prevents the 
separation often occurring with the other methods. The whole 
mixing and conveying plant, just described, is operated by elec- 
tric power. 

There are definite rules and requirements for the proper 
placing of concrete into the forms. Care must be taken that 
the concrete shall be in place before the ceruent shall have 
taken an initial set, that it shall be put in place in layers so 
that it will make a dense and impervious monolith, and that 
newly laid concrete shall be protected against freezing when 
placed during the cold months. 


THE STRUCTURES. 


It depends on the viewpoint as to which is the most inter- 
esting class of structures on the Barge Canal. By reason of 
their large number, large dimensions and fine design and con- 
struction, the locks appeal to almost every one. In the illustra- 
tions one has only to consider the size of a man to obtain by 
comparison some idea of the size of the lock, or to consider an 
old lock adjacent to the new. There are to be 53 lift locks. 
These locks have a minimum length of 328 ft. between hollow 
quoins, the width being 45 ft. The lift varies from 6 to 40% 
ft. The latter lift is at Little Falls and at the time of comple- 
tion will undoubtedly be the highest lift of any mitered-gate lock 
in operation. The locks are built of second-class concrete and 
are constructed in sections of approximately 40 ft. in length. 
Each section is carefully keyed into the adjacent sections. 

The locks are to be filled by means of a culvert running 
through either side of the lock walls. The flow from the cul- 
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verts into the locks is through 14 port-pipes on either side. These 
pipes are of cast iron and are each 3 ft. in diameter. The lock 
gates, valves and all machinery are to be operated by electric 
power, generated at power stations to be erected at various points 
along the canal. 

In constructing the locks all kinds of difficulties have been 
met. In some places piling is necessary to support the founda- 
tion; in other cases the locks are constructed in rock, notably so 


FIG. 7.—CURVED DAM AT CRESCENT, COMPLETED EASTERN END, 


at the high lift at Little Falls where the lock is constructed 
entirely in rock; and at Fulton, on the Oswego River section, 
the locks are constructed so close to the buildings that they almost 
become a unit. At Lockport the drop is so sudden that a double 
lift of a total of 49 ft. is provided by a double lock. At Water- 
ford (Fig. 5) five locks overcome the drop of 170 ft. which is 
now taken care of by 17 locks. 

Adjacent to the locks approach walls are necessary, cut-off 
walls in earth dams forming pools, and in some cases where 
the locks are close together there are series of piers for forming 
docking to keep the barges in the channel. The estimated cost 
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of these locks with the smaller immediately adjacent structures 
is $16,000,000. In addition several guard locks are to be pro- 
vided at various points to prevent loss of a large amount of 
water in case of accident. 

To canalize the rivers it will require 22 fixed dams and 14 
movable dams. To one interested in the subject of concrete the 
fixed dams appeal much more strongly than do the movable 
dams but to all each has interesting points. The main purpose 


FIG. 8,—CURVED DAM AT CRESCENT—ALTERNATE SECTIONS. 


of the movable dams is to take better care of the floods on the 
rivers than can be done by fixed dams. The movable dams have 
a point in their favor in that the total cost is less than of the 
fixed dams, because that in their particular location a shorter 
length is required than for a fixed dam in order to take care 
of the flooded waters. The cost of operation is somewhat more 
but cost of maintenance is the same for both types. 

The fixed dams are of particular interest to those interested 
in concrete. They are all to be built of concrete and their con- 
struction is worthy of special consideration. The dam at 
Vischer’s Ferry (Fig. 6) is built in two sections, these being 
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separated by a rocky island in the middle of the river. The 
river sections are built on rock bottom while across the island 
a lighter dam connects the two with a straight crest line 700 ft. 
long. The concrete in the river sections is massive and it has 
been advantageous for the contractor to build it of cyclopean 
masonry. Into this second-class concrete are embedded huge 
stone—averaging several tons in weight. About 30,000 tons of 
these large blocks of stone—originally quarried for bridge work 
—were used in this masonry. The dam is built in sections of 
36 ft. in length by ro ft. high at any one time. Keyways are 
Duilt in to bind the adjacent sections. The dam has a total 
length of crest of 1,919 ft.; it has a lock at the southern end 
and head-gates at the other end. The water is raised 30 ft. by 
this dam. 

The curved dam at Crescent (Figs. 7 and 8) also consists of 
two sections with a main arched dam, 1,487 ft. in length, an inter- 
vening rocky hill and a dam of smaller section across low land 
which will be flooded when the dam is completed. The total 
length of this dam, including head-gates, is 1,922 ft. Almost all 
the other dams have locks but this does not as it marks the 
eastern end of the canalization of the Mohawk River. The pool 
back of this dam will be about 28 ft. higher than the present 
river level. The concrete is also cyclopean. The rocky hill, or 
ledge, at the site of the dam is an outcrop of a close grained 
rock. The contractors have opened a quarry here and take the 
large stone as the basis for the cyclopean masonry. A crusher 
reduces the small stone to proper size for the concrete. The 
method of construction is similar to that used on the dam at 
Vischer’s Ferry. 

There are, of course, very interesting auxiliary structures 
with the combined dams and locks, such as headgates, guard- 
gates, retaining walls, core walls into abutting territory and 
dikes. In addition to the dams necessary for the direct opera- 
tion of the canal, there are two large storage reservoirs which 
require large dams. 

The Barge Canal calls for the erection of many bridges but 
these we will not consider except as to the part concrete may 
play in their construction. The abutments and piers are, of 
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course, to be made of concrete. The floor system of most of 
the bridges are to be of reinforced concrete construction. The 
walks on the bridges are concrete. The interesting feature of 
the application of concrete to the bridges has been the new and 
original type of abutments and approaches which have been 
adopted for the highway bridges. Fig. 9 shows the construc- 
tion of these abutments and approaches by the use of piers with 


FIG. Q.—APPROACH TO HIGHWAY BRIDGE AT SYLVAN BEACH. REINFORCED 
CONCRETE AND SLAB CONSTRUCTION. 


reinforced beams and floor slabs. The forward piers are of 
plain concrete built upon a concrete base or wall approxi- 
mately 25 ft. long by 16 ft. wide and 6 ft. high. These piers carry 
the highway bridge as well as the short concrete span. The rear 
piers are made of 24 in. square reinforced concrete columns. By 
this construction a large amount of concrete is saved over the 
older form of solid abutment and wing walls, and also a large 
amount of embankment is saved. The fill is protected by a stone 
paving on a slope of 1 to 1. It is calculated that, nothwithstand- 
ing the larger cost of the reinforced concrete over plain concrete, 
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a saving of $500.00 is made per single bridge approach span and 
abutment. 

Reference has been made several times to some of the 
smaller structures. A special statement concerning each of these 
is hardly necessary as the design and construction is generally 
characteristic of similar structures on other works. It might 
be well, however, to call attention to the great saving of con- 
crete that is made on high retaining walls by having recesses 
in the face of the wall. The same strength is obtained as though 
the wall were built of solid concrete but quite a saving is made 


, 


FIG. I0.—BREAKWATER ON ONEIDA LAKE, 


on cost. The breakwaters on Oneida Lake and dikes on river 
sections are also interesting pieces of work (Fig. 10). 

Under the head of testing a reference was made to a pro- 
posed concrete arch which is to support the aqueduct carrying 
the Barge Canal over a gorge at Medina. It is expected that 
this will be one of the finest, as well as one of the largest con- 
crete arches in the world. The preliminary plans call for a clear 
span of 285 ft. with a rise of 53 ft. and a total width of 129 ft. 
There will be a water load of 825 Ibs. per sq. ft. and the total 
load on the arch will be 36,700 tons. It is planned to construct 
this arch of first-class concrete, being the only large structure 
to be built of so rich a mixture. 
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In connection with the development of electric power for 
the operation of locks and dams, and also the furnishing of 
electric lighting, it is now being planned to build the power 
houses of concrete. 


Tue SurRFACE FINISH. 


The object has been to secure a good, hard, impervious 
concrete, and attention in design has been toward economy in 
construction consistent with practical utility. The surface finish 


FIG. II.—HEADGATES ON CRESCENT DAM, SHOWING FINISHED SURFACE. 


of the concrete must, however, be pleasing to the eye, and cer- 
tain requirements are made to produce such a surface. In order 
to secure a smooth face, the stone is pushed back from the forms 
by broad-tined forks. For top surface of the coping a mortar, 
of same proportions and same materials as form the matrix of 
the concrete, is added to the concrete before it has taken an 
initial set. The finish is practically that of a sidewalk surface. 
After the forms are removed from the concrete all exposed faces 
must be rubbed smooth and hard with a float. A cement grout 
is used to fill the pits and blow holes, but all projections or 
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lines must be rubbed down. The result is a smooth face with a 
uniform color (Fig. 11). 

This review of the concrete on the Barge Canal simply 
calls attention to the fact that nearly all the practical uses of 
concrete will be made in connection with this vast project. From 
ordinary sidewalks, to buildings, to massive dams or locks, and 
to the best kind of reinforced bridge work. 


Mr. Gilbreth. 


Mr. Greenman. 


Mr. Gilbreth. 


Mr. Greenman. 


The President. 


Mr. Greenman. 


DISCUSSION. 


Mr. F. B. GivpretH.—If expansion joints were used, 
how were they made and how was leakage stopped in case it 
developed? 

Mr. R. S. GREENMAN.—In the large structures the rule has 
been to divide them into sections of about 35 or 40 ft. If possible, 
they are made in alternate sections with keyways in the ends. 
Before the adjacent section is put in, the faces of the keyways are 
washed with a pitch compound. The new sections would be 
molded to fill in the keyways and thus make a joint that prevents 
seepage. 

Mr. GivpretH.—I would like to know if any part of this 
structure has been completed and been in use for a year, if so, 
did any water leak through the expansion joints? 

Mr. GREENMAN.—There is one lock completed up in the 
Champlain section and the gates have only just been put in. I 
have not heard of any leakage and it was built two seasons ago, 
remaining in good condition as far as leakage is concerned. It 
is not expected in the construction of dams to make them abso- 
lutely waterproof, but the object is to make the sections fit so well 
that there will be no joints for the water to get through. There 
is necessarily a certain amount of leakage and that is all provided 
for in the storage reservoirs, which take care of any leakage from 
gates and locks. 

THE PREsIDENT.—It might be of interest to learn the prob- 
able time of completion of the canal. 

Mr. GREENMAN.—The canal law was passed in 1893. It 
took some time to get out the plans, and up to the present I think 
about $54,000,000 worth of work has been let and about 30 to 4o 
per cent. of the work has been done. It is figured that during 
this last year as much work has been done as during the whole 
period since the law was passed. The rate of increase shows that 
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the work will be finished about 1915, which is practically within Mr. Greenman. 
the time originally set. 
Up to the present, the cost of the work, which is all done 
by contract, is quite a little inside of the engineers’ estimate. 
When it is said that a public work estimated at $101,000,000 is 
going to cost $200,000,000, there is no truth in the matter, judging 
from the actual and estimated cost of work thus far completed. 


THE CONCRETE GROINED ARCH IN FILTER AND 
COVERED RESERVOIR CONSTRUCTION. 


By Tuomas H. WiacIN.* 


The groined arch for reservoir and filter roofs has been 
frequently described in good articles (as for example that by Mr. 
Leonard Metcalf in the Transactions of the American Society 
of Civil Engineers for 1900, with valuable discussions by W. B. 
Fuller and others), and the writer’s only excuse for this paper 
is his participation or acquaintance with the design of a number 
of recent important plants in connection with which fresh con- 
sideration has been given to old problems. Incidentally some 
useful data, mainly drawn from other papers, but extended where 
convenient, are collected in the paper. 

The simple beam, the continuous girder, the simple arch 
with parallel ends, the retaining wall and the suspension bridge, 
all handed down to us through generations of empirical engi- 
neering and architecture, succumbed a comparatively long time 
ago to the analysis of the theorist—at least so far as to yield 
passable hypotheses on which to tabulate the results of experience, 
thus permitting confident interpolation or extrapolation for new 
problems. The groined arch, although used centuries ago, 
remains a purely empirical type of structure, designed, or speak- 
ing more accurately, drawn without satisfactory mathematical 
analysis and used without much knowledge of the factor of 
safety. 

The groined arch has long been used in the architecture of 
public buildings, probably at least since the second century of the 
Christian era, but its use in engineering structures has been 
greatly augmented in the last fifteen years by the advent of the 
covered slow sand filter plant and its attendant filtered-water 
reservoir, where the purified water is kept free from the algz- 
stimulating sun. To Mr. William Wheeler, of Boston, is due the 
credit for first using the groined arch in this country in water- 


* Senior Designing Engineer, Board of Water Supply, New York, N. Y, 
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works construction, the initial plants embodying it being the 
filters at Somersworth, N. H., and Ashland, Wis. 

The reasons other than precedent for this use of the groined 
arch are in part as follows: 

(a) Absence of air pockets, thus permitting perfect ventila- 
tion. 

(b) Economy and simplicity—no reinforcement being used 
for ordinary conditions. 

(c) Uniform head room both longitudinally and trans- 
versely, thus permitting wires for lighting, and pipes or other 
devices for handling sand to be run level in either direction with- 
out waste of head room; also permitting economical lighting. 

In 1903 Mr. Leonard Metcalf listed the groined arches in 
this’ country with their dimensions and other data, and that list 
was published in the Journal of the New England Waterworks 
Association, December, 1903, also in the Engineering News, De- 
cember 24, 1903. Table* I is extended from that of Mr. Metcalf’s, 
the additions including, however, only certain of the larger recent 
works. 

The most common form of groined arch roof is one in which 
the intrados is composed of intersecting semi-elliptical cylindrical 
surfaces and the extrados of intersecting parabolic cylindrical 
surfaces. The ellipses and parabolas are generally the same in 
both longitudinal and transverse arches, but are sometimes dif- 
ferent when some special dimension is to be matched in each 
direction. The floors under piers are generally parabolic groins. 
The following formule for volume of such groins were obtained 
from Mr. John H. Gregory, who worked them out with Mr. 
W. B. Fuller while they both were resident at the Albany filter 
plant for Mr. Allen Hazen. 


VoLUMES oF ELLIPTICAL GROINED ArcH UNITs. 


m=volume included between intrados, top of pier and plane 
tangent to intrados at crown. 

n=volume of parallelopiped included between planes tangent 
respectively to intrados and extrados at crown, 1. @., t 
apart vertically. 


* Tables I-VI appear on Plate IV, opposite p. 246.—ED, 
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p=volume included between extrados of arch and plane tan- 
gent to extrados at crown. 
v=m+n—p. 
Using Fig. 1* there results: 


Ayes vA 2ad aes . 
[ «f+ ; Fi (c afy | 

n=4 fet; 

bp =?/,fch. 


FIG. I.—ROOF. FIG. 2.—FLOOR, 


If the groin is square as is usual, a=d and c=f and the 
formule reduce to the following: 


loka 
m = 4b [ie oe —Z ac]; 
3 2 
A Gate 


pay ACR 


* Acknowledgment for the cuts used in this paper is made as follows: Engineering- 
Contracting, Figs. 1, 2, 4-0, 17, 20; Engineering Record, Figs. 16 and 19.—Ep., 
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The floor of filters and covered reservoirs has usually been 
made of groin units similar to those used in the roof but inverted, 
having parabolic instead of elliptical intrados, and having a flat 
instead of parabolic extrados because of resting on the ground. 
Mr. Gregory’s formule for volume of such units areas follows 
(see Fig. 2): 


ye 
d 
V, = abfcf—-3 @ftcdy + 
Z 
Voz ace 


If groin unit is square, that is, if d=a and f=c 


4b [ e—tac + “7 


Ve= Ac’t. 


Vy 


Diagrams by Mr. Gregory for quickly obtaining with good 
accuracy the volumes of any arches of given dimensions were 
published in Engineering News, August 23, 1900, p. 131. 

Mr. Gregory has also developed formule and diagrams for 
the most economic shape of filter bed for use in sub-dividing a 
given area of filter surface into units of a given area.* The 
economy is largely a matter of diminishing length of dividing 
and marginal walls and is not directly concerned with the roof, 
which is fixed, except at sidewalls, by total area. There are 
generally conditions of local topography that fix the layout within 
rather close limits. Nevertheless it is useful to remember that 
shape of beds affects economy. In using Mr. Gregory’s diagrams 
it is necessary to obtain the ratio between cost of dividing walls 
and cost of outside walls per foot. In the latter cost must be 
included extra filling both for refill and embankment, also extra 
excavation to permit placing and provide material for the extra 
embankment. With side walls of aqueduct section in ordinary 
cases this will result in a ratio of about 1 and the economical 
shape will have widths 6/ro to 8/10 of lengths if there are six 
or more beds. 

Piers have generally been square but a tendency is notice- 


*See Eng. News, Oct, 11, 1900, p. 252. 
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able to make them circular. (See, in order of dates, lines 38, 40, 
28, 29, 35 and 41 of Table I.) The circular pier has the advantage 
in construction that a thin sheet iron form can be used. It also 
gives a more effective distribution of material in the column. It 
causes a little complication at its junction with the square base of 
the roof groin unit but this is not serious as the corners of the 
roof groin base can be easily chamfered just above the pier by 
the use of stucco blocks so as to fit the circular top of the pier. 
Piers of the earlier filters were enlarged by steps, where in the 
filter sand, to prevent direct passage of the water without proper 
filtering, The more recent filters have flaring bases but not steps. 


FIG. 4. 


Walls of filters have gone through a similar development, batters 
being used where there were formerly steps. 

As many of the problems are applied to the Filtered Water 
Reservoir at Pittsburgh, Pa., a general plan of same is shown in 
Fig. 3 (see Plate III, opposite p. 220), Figs. 10-15 illustrating 
various parts of the work. 


Meruops oF DESIGN. 


Returning now to the matter of design, there are several 
methods of considering the groined arch roof as a support for 
vertical loads : 

I. The groined arch is often considered as a series of cylin- 
drical arches (Fig. 4) cut off diamond-shape by the groin lines 
so that only those parts bb opposite the piers are full-centered, 
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the balance being segmental of length constantly less as the inter- 
sections a of groin lines are approached, this length being zero 
at these intersections. The arch forces traveling down the seg- 
mental arches meet corresponding forces from adjacent arches 


~----46 


ieee: 


FIG. 5.—METHOD OF COMPUTATION ASSUMING STRESSES 
SAME AS IN BARREL ARCHES. 
(As applied to Filtered Water Reservoir, Pittsburgh,) 


TABLE OF STRESSES IN ARCH. 


; Ay. stress Max. stress 
Location of Thrust per Area in in lbs. in lbs. 
section. lin. ft. of arch. Soin. per sq.in. per sq. in. 
(CROMMI Ss Sloe 7,670* 6X12 100.5 20g 
BB ed gergs she ot 8,530 10 X12 70. 142 
(CKO he eae ae 10,060 25 X12 Beas BOS 
*Crown thrust for whole groin unit = 7,670 X18=138,000 lbs. 


at the groin lines at an angle of 90 degrees and are supposed to 
have a resultant acting down the groin line into the pier. This 
method carries with it the thought that the arch should be thick- 
ened along the groin lines a p since otherwise there would be 
no arch to carry the diagonal resultants except what was filched 
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from the adjacent segmental arches. Architecture has many 
examples of such thickening along the groin. Many of the engi- 
neers who design groined roofs, draw lines of resistance by the 
methods of graphical statics for the full-centered portion of the 
arch and assume that the segmental portions take care of them- 
selves somehow down the groin lines without strengthening 
under the groin. Without an elastic theory for the groined arch 
it is impossible to compute with any mental satisfaction where 
the true line of resistance goes, even assuming the rigidity of 
abutments. Lines of resistance are generally drawn so as to 
start at the crown at a point distant from the center af thickness 


FIG. 6. 


by 1/6 that thickness. This results in a maximum compressive 
stress twice as great as the average, in accordance with the 
well-known middle-third theory. Fig. 5 shows the result of a line 
of resistance drawn for the full-centered portions of arch of the 
filtered water reservoir, Pittsburgh, Pa. 

II. The next method is best conceived of if one imagines the 
arch cut vertically along the groin lines (Fig. 6). The stresses 
in the segmental portion of the arch are conceived as converging 
gradually as the pier is approached. Or, in other words, the 
thrust from the segmental arches is conveyed over gradually to the 
full-centered part opposite the pier. Fig. 7 shows result by this 
method applied to the roof of the filtered water reservoir at Pitts- 
burgh, this being comparative with the result of Fig. 5 mentioned 


WIGGIN ON CONCRETE GROINED ARCHES. 223 


192 X15 |» 2390 * 


/ 
(a 


Corners of grom 
charkered tommeek 


cirevlar pier 


TABLE OF STRESSES IN ARCH. 


alae é ss [Ma 
Location Be eee ee Area in eye ae aoe ce 
section. ate sq. in, _| per sa. in. | per sq. in. 
Crown ....| 105,200 216X 6 81.5 163 
Beaten: III,500 108X775 133.5 267 
(Gi Omer | 117,200 27 SoZ 0 eel As | 348 


FIG, 7.—METHOD OF COMPUTATION ASSUMING ARCH 
CUT ON GROIN LINES. 


(Filtered Water Reservoir, Pittsburgh, Computation 
by M. D. Casler.) 
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above. The crown thrust is about 34 as great as in the barrel 
- arch method. 

Ill. The next method consists in considering each square 
groin unit as a cantilever or inverted dome just as if no bearing 
existed with the adjacent groin units (Fig. 8). These are really 
two methods, as the dome idea places the groin unit entirely in ten- 
sion whereas the cantilever has tension and compression on any 
vertical or approximately vertical section just as ina beam. The 


: 


Fic. 8. 


concrete in the top of the arch at a point stich as h would seem 
to have tension in two principal directions at right angles to each 
other as shown by the arrows and of intensities having something 
like the ratio indicated by length of arrows. By the “theory of 
elasticity” these tensions at right angles would each reduce the 
effect of the other in rupturing the concrete. Similarly on the 
under side, the compressions would aid each other. The magni- 
tude of the effect due to similar stresses at right angles is con- 
sidered as 1/3 or 1/4; for example, a tensile strain in one direction 
will cause a compressive strain of 1/3 or 1/4 its intensity, in a 
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direction at right angles,and by that amount will diminish any ten- 
sile strain existing or tending to exist in this plane at right angles. 
The truth of this theory may be seen qualitatively by pulling in 
two directions on a wide rubber band. At point a stress appar- 
ently exists only in one direction and at a point like c on the groin 


” 


” 
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FIG. 9.—METHOD OF COMPUTATION ASSUMING CANTILEVER 
ACTION. (See Tables II and JII.) 


(Filtered Water Reservoir, Pittsburgh.) 


line equal stresses in each direction would exist. It is hard to 
see how the reduction in maximum strain could be over 1/6 
to 1/8. 

As for dome conception the groin unit is not well adapted 
for such action, being square instead of round and requiring 
sharp changes of direction in ring stresses at the groin lines. 
Tests to destruction, made under the writer’s direction, of sev- 


15 
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eral groin units 15 ft. square and standing unsupported on all 
sides, showed that the initial crack always came at the middle 
of one of the sides. The weakest section, while not exactly deter- 
minable, is probably about as shown by line a c b a (Fig. 8). Fig. 
9 shows a computation on this cantilever basis of the strength of 
the groin units of the filtered water reservoir, Pittsburgh. ie 
exact determination of all loads acting on the cantilever and 
their centers of gravity is too burdensome to be justified in so 


FIG. IO.—SCREEDS FOR UPPER LAYER OF FLOOR IN PLACE ON LOWER LAYER 
OF FLOOR. FILTERED WATER RESERVOIR, PITTSBURGH, PA, 


COMPUTATION OF GROIN UNIT AS CANTILEVER. 


crude a method. Fairly close approximation can be estimated, 
however, as will be evident from the following explanations. 
The Pittsburgh filtered water reservoir was planned for a 
filling varying from 4% ft. at the road in center down to about 
3 ft. at the edges. It has actually only 3 ft. of filling. In Table I, 
the loading is taken as 3 ft. at 110 lbs.+15 lbs. of snow, fol- 
lowing out Mr. Metcalf’s methods ; total load, 345 Ibs. per sq. ft. 
On Fig. 9 and Table III, the results are carried out both for 
the actual loading on the above assumptions and for 4 ft. of 
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filling at 100 Ibs. plus 100 lbs. live load, the latter agreeing more 
nearly with assumptions used in design and also making the 
figures comparative with those of Mr. Casler’s arch computations 
given on Fig. 7. The loads and lever arms (see Table I, for gen- 
eral dimensions) referred to the assumed surface of fracture are 
as follows: 

Weight of Concrete—This is weight of one-half of the groin 
unit (W,) less weight of that part at pier within line of fracture 
(W,). Average thickness is 8.2 ins. Weight of concrete 150 lbs. 
per cu. ft. 

Vat 2h CEG LO SLO Nescrtes Gh Beso Mien ool ae 16,600 

W,. (Dimensions scaled from Fig. 9; irregular figure 
assumed to be a trapezoid. ) 


(CLUE Bae eae ie eee 17 O=10,2 

ASEM -SeCCliON —... 2. sa Axl. OX 82 = 20.5 

Betton section: < ..6....6 LESS 25 = 215 
33-2 


W5= (33.2 x 2.8) +6] 150= 2,200 


Net dead weight outside of surface of fracture...... 14,300 

Lever arm (eye estimation) = 3.75 ft.=45 ins. 

Earth Filing in Hollow Over Pier.—Total quantity is 4.34 
cu. yds. (See Table I.) From weight of one-half of this (W,) 
subtract weight of part within line of fracture (W,). (Dimensions 
scaled from Fig. 9; irregular figure assumed to be a trapezoid). 


Vee AOA TNO’ 2 geal dt as AG a on tia saad phe! 4 We eR AMEE aks 5,360 
YI POR SD ABO osc, ctyrvicle ote erases 65615 =" G0 
Awcmid’ sectieil-< 05... A est Oe Ted = 30d. 
AE AGC aa Mas os 58 + 2,8 50k So EOD 
40.4 


MW, = (40.4 = 0) 2.07 & 100'=. 1460 


Weight of earth filling in hollow and outside of sur- 


ssa (OE AMEATCL NHL eon seek Si thie er c dRONCA titan an Rene ba NG oe 4,400 
(Second assumption.) Weight of same if assumed at 
POMS WU Ctes CUM AC we retenate Tere cite ice ov tcel cap ticket oat Iai ete 4,800 


Lever arm (eye estimation) = 214, ft. = 27 ins. 
Weight of 4 ft. of Earth Filling at too Ibs. per cu. ft. above 
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Plane through Extrados at Crown plus 100 Ibs. per sq. ft. Live 
Load. 

Outside surface of fracture = (18 x 9 — 6 x 1.5) 500 = 76,500 

(Second assumption.) 3 ft. of earth filling at 100 lbs. 
per sq. ft. plus 15 lbs. per sq. ft. snow load = (18 x 9 - 

GIS TRG 345 Ethene oe teaeretne eae one ee eee cies ae 52,800 

Lever arm estimated at 4 ft. = 48 ins. 

The tensile -strength at the critical point at the top of 
the groin may be obtained by the usual formula for beams, 
f= My/I, 
where / = the stress desired. 

M =the moment, in in. lbs., of the loads. 

y =the vertical distance from the center of gravity of the 
surface of fracture to the point where the stress is 
desired. 

I =the moment of inertia of the surface of fracture. In 
the computations the projection of this surface is 
used and lever arms are measured from a point about 
1 ft. out. from the center of pier. Approximations 
are unavoidable. 

The computations and results are shown in Tables II and 
III. It will there be seen that the dead load of the concrete 
alone results in a stress of about 65 lbs. per sq. in., while the 500 
Ibs. per sq. ft. and 345 Ibs. per sq. ft. loadings above the extrados 
result in 460 and 340 lbs. tension, respectively. It is, therefore, 
not surprising that the test groin units, standing alone, break of 
their own weight or with at most a load of 200 lbs. per sq. ft. 


EFFECT OF REINFORCEMENT IN GROIN UNIT. 


A natural suggestion for reinforcing a groin unit is to place 
a ring of steel around the unit in the manner indicated in Fig. 9. 
Such a device was used at Louisville (line 4, Table I). There 
are several ways of estimating quantitatively the effect of such 
steel. 

I. Consider that it assists the concrete in the upper part of 
the groin unit in carrying tension. It would then be necessary 
to add enough metal to bring the tension in the concrete down to 
a conservative ':nit, say 50 lbs. per sq. in, The metal could not be 
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at the very outside fiber (y= 1.25), but might be, say, 1 ft. from 
the center of gravity of the concrete section. The neutral axis 
would be raised very much if enough metal should be added to the 
tension side so that the full dead and live loads might be carried 
with only 50 Ibs. tension in the concrete. This would diminish 
the area of tension concrete and increase the metal needed. But 
assume, even, that the neutral axis does not rise; the steel would 
have (E,+E.) (1+1%4) 50=say 500 lbs. per sq. in. tension when 
the concrete had 50 lbs. There is approximately 3.1 sq. ft. of con- 


FIG, II.—FORMS FOR VAULTING, FILTERED WATER RESERVOIR, 
PITTSBURGH, PA. 


crete surface above the neutral axis in the half-section of fracture 
(Fig. 9) and under the 500 Ibs. per sq. ft. loading (see Table 
III), the tensile stress on it varies from o to 460 Ibs. per sq. in. 
or, roughly, 230 lbs. average. To reduce this stress so as to 
make it vary from o to 50 as above assumed, or 25 lbs. average, 
would require, by this rough method of computing, the quantity 
of metal, x sq. ft., as shown by the following: 144 [+ x 500+ 
(wey es | = ett x 230) G44.) 2 = 132 haps, 1-3"sq. Tt.-or 
concrete on the tension side of each half section would have to 
be replaced by metal to bring the tension in the concrete down to 
50 lbs. per sq. in. If proper account were taken of the rising of 
the neutral axis, the result would be considerably in excess of 
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1.3 sq. ft., but this result is sufficient to show the absurdity of the 
conception, which is treated at this length only because it is often 
assumed that somehow, by adding a little metal, joint action 
will result between the metal and concrete in tension, and at 
nominal expense make a structure which will stand any abuse 
safely. 

II. Assume that the concrete takes no tension and that the 
compression on it may be as high as 600 lbs. per sq. in.—. e., the 
usual reinforced-concrete beam theory. All warranted accuracy 


FIG, I2.—FORMS FOR SQUARE PIERS AND VAULTING. FILTERED 
WATER RESERVOIR, PITTSBURGH, PA. 


in computing the metal by these assumptions will result from 
estimating the “centroid” of compressive stresses and using the 
lever arm between this centroid and the metal. For the full groin 
loading the neutral axis will drop and the centroid likewise from 
their positions without metal. The centroid without metal is about 
I ft. below the neutral axis and the outer fiber on the compressive 
side 1.4 ft. Assume 1.15 ft. as the distance of the new centroid ; 
1.05 ft. is the greatest practicable distance for the metal above the 
neutral axis. The metal hence has a lever arm of 1.15 + 1.05 = 
2.2 ft. For a moment of 4,440,000 in. lbs. the metal would have to 
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carry 4,400,000/2 x 2.2 x 12 = 83,000 Ibs. and of mild steel 5 to 
7 sq. ins. would be needed. Tests have shown that lapping 
such steel is not successful, apparently on account of the thin 
section of concrete splitting. Such reinforcement is hard to 
place satisfactorily around the corners, as the extrados is 
depressed along the groin line so that the steel has to be kept out 
near the corner and hence turned sharply (see Fig 9). This 
brings a heavy compressive stress on the concrete at the inside of 
the curve in the steel. The metal will apparently have about ?/; 
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FIG. I13.—FORMS FOR CIRCULAR PIERS AND VAULTING, FILTERED WATER 
RESERVOIR, PITTSBURGH, PA. 


as much tension at the groin lines as at the middle of the sides, or, 
say, 12,000 lbs. per sq. in. Assume a radius of 18 ins. for a bar 
1% ins. square as in the contract plans of the Pittsburg filtered 
water reservoir. Further, assume the stress is carried around 
the corner by uniform radial pressure as in cylinder under 
hydraulic pressure. 1.5? x 12,000 = 27,000 lbs. in the bar. The 
bearing pressure of the metal against the concrete would then be 
27,000 + (1.5 x 18) = 1,000 lbs. per ‘sq. in. 

Enough has been written, the writer thinks, to eliminate 
cantilever or inverted dome action as the final reliance in carrying 
load. Arch action is adequate without aid from cantilever action. 
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SHRINKAGE AND TEMPERATURE CHANGES. 


The problem is not so simple as it seems from the foregoing 
academic discussion of the arch theories. The disturbing elements 
are two: 

(a) Shrinkage of concrete in setting, 

(b) Expansion and contraction of concrete with change of 
temperature. 

Groined arch roofs are usually laid in strips of random 
length and as they set it is frequently possible to see upward 


FIG. I14.—SIDEWALL AND FORMS IN PLACE. FILTERED WATER 
RESERVOIR, PITTSBURGH, PA. 


between the strips. Less shrinkage takes place if sprinkling is 
faithfully done and the earth covering is put on early. 

As for temperature, the concrete will usually be subjected, 
before the filters or reservoirs are put in service, to extremes 
from go to say 15 degrees F. or lower. This means a change 
in length of 5@ in. in every 100 ft., or approximately % in. for 
every groin unit. To keep the arch action in those groins in 
which the concrete cannot endure a high tension in cantilever 
action (see Table III for magnitude of tension), it is apparently 
necessary for cracking to occur sufficient to move each side of the 
groin outward from the pier a distance of about 1/16 in., less the 
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slight movement resulting from the elasticity of the concrete 
when acting as a cantilever. If this cracking took place along the 
line of fracture assumed on Fig. 9 it would be visible at the crown 
on the inside, but probably not elsewhere from the inside without 
minute examination. Such cracks are occasionally seen, but no 
one has ever excavated on the outside so far as the writer knows 
to trace them for their full length. They would exist in their 
maximum size only in the coldest weather before the reservoir or 


FIG. 15.—MOVABLE DERRICK FOR SETTING VAULTING FORMS. 


filter was closed for service. Examinations are not usually 
made at such times in any unnecessary cases. After the works 
are in service the temperature would rarely be below 40 degrees 
F., and lesser cracks only would exist.* 


Aip GIVEN BY EARTH COVERING. 


In all these considerations, one factor has been neglected, 
viz.: the value of the earth cover. Ordinary earth filling does 


* Since writing this the writer has found many evidences that cracking does occur in 
about the position shown on Fig. 9. These evidences were found in a very few minutes’ 
examination of one filter and a short length of gallery. The cracks are generally straighter 
than the line of fracture shown on Fig, 9. 
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not crack with reduced temperature, but more often expands due 
to freezing of water in the interstices. Mr. F. H. Robbins has 
pointed out that a very few pounds per square foot in the earth 
cover would transmit the crown thrusts without help from the 
concrete. If this action occurred the concrete would be held 
generally along its top surface by friction and cracks might be 
distributed. The earth filling the depression would in any case 
tend to hold the sides of the groin units away from the pier. 
No proven conclusion on the temperature matter can be drawn 
except that every groined roof that has not been admittedly 
maltreated in construction, by allowing the concrete to freeze or 
pulling the centers prematurely, has stood successfully not only 
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its uniform load from fill, but sundry extra loads, such as piles 
of construction material and heavy concentrated loads hung from 
the roof by rods. This throws the matter back to the initial prop- 
osition of the paper that the theory of groined roofs is incom- 
plete, and the factor, or perhaps better, the margin of safety is 
uncertain. 


CONSTRUCTION STRESSES. 


During the construction of groined arch roofs it is occa- 
sionally necessary to leave a strip of roof uncompleted so that a 
space intervenes between. the completed roof and the side or end 
wall of the filter or reservoir. This leaves the groined arches 
without abutment and at once raises the question as to whether 
the forms may be removed and earth filling placed also. Con- 
struction foremen will tell tales of long edges exposed with the 
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fill completely placed, but the writer has always been unable to 
substantiate these statements from the engineers in charge. At 
the Pittsburgh filters long strips of roof had to be omitted to 
form lanes through which the cableways could operate, but where 
filling was to be placed on the roof diagonal bracing was required 
strong enough to transmit the thrust to the floor: that this bracing 
was a wise precaution is attested by the fact that in spite of it 
some of the piers were lifted 1/16 in. or so from their bases on 
the side away from the braces and another opening took place at 
the top of the pier. Pictures are shown of teams or moderately 
heavy rollers going along close to the edge of a void the size of 
two or three groin units. When it is considered that such loads 
cover an area of perhaps 50 sq. ft. and are scarcely equivalent 
in weight to the earth which would be on that small area ; further, 
that the groin is usually entirely free from its earth load in such 
cases ; further, that friction between groins would carry the stress 
to the groin at the end of the void space, it would be indeed sur- 
prising if the arch did not easily endure the load. 

It is recognized in construction that earth filling may be 
safely placed within a reasonable distance, depending on the height 
of roof, of an incomplete edge of filter or reservoir groined roof 
and it is pertinent to inquire what the limits of safety are. The 
only resisting forces are the cantilever action in the groin units 
and the stability of the piers weighted with their superimposed 
groins. Two cases may be considered. 

Case I. Earth loading on roof terminated abruptly. 

Let m = number of empty groins with piers that are necessary 
to resist the thrust from the loaded portion of roof. 

Then for the filtered water reservoir at Pittsburgh (Fig. 16) : 

Weight of 1 pier = 3.98 x 21.5 x 150 = 12,800 lbs. 

Lever arm of pier = (2.25/2) —.17=.95 ft. 

Weight of groin unit = (8.2/12) 18? x 150 = 33,200 Ibs. 

Lever arm of groin unit = 2.25 — .33 = 1.92 ft. 

(This assumes that there is enough friction and continuity in 
the roof at the crown points to keep it in its original plane and 
not permit tipping. Otherwise the lever arm would be only half 
as great. Observations bear out the assumptions. ) 

(a) Assume thrust as in Fig. 7 = 105,200 lbs. 

Lever arm = 21.5 it, 
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Then n (12,800 x .95 + 33,200 X 1.92) = 105,200 x21.5. 
75,9000 1 = 2,200,000. 
N= 30. 
That is, it would take 30 groin units and piers or 540 ft. 
of unloaded reservoir roof, to resist the overturn due to a 
full load on the adjacent roof. Whatever strength the groin 
units have as cantilevers, including any effect of continuity of 
several units, would constitute the only margin of safety. If it 
were not desired to risk the groins supporting their own weight 
as cantilevers, it would be necessary to leave the forms under 
the roof for a sufficient distance from the edge so that the stability 
of the supported groins would take the thrust from an unsup- 
ported unloaded groin. It is customary to thus leave forms in 


place. The number required to be supported by forms will 
appear from Case II below. It should be noted that any part 
of the weight of roof that is carried on wooden posts supporting 
forms is not available to resist overturn. The weights of forms 
coming on piers may be assumed to offset this deduction. 

Case II. Assume earth loading to be tapered off toward 
the edge (Fig. 17). This will permit full loading nearer the 
edge than in Case I, since the partial earth loading increases the 
stability. Even a reasonable estimate under the assumptions 
requires considerable detailed computation. 

Data: (See Case I for certain of results below listed.) 


r Weight of 1 pier’ coe. pee = 12,800 lbs. 
2. Assumed lever arm of pier = .95 ft. 


3. Weight of I groin“init?..—. eee = 33,200 lbs. 
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4. Assumed lever arm of groined units (also of 


any Joadime.On.groininit) os. 0c. 6. ces = 1.02 tt: 
5. Resistance to overturn of 1 pier and groin 

2 LL Lens Re > Sg a RG Oe eR = 70,000 ft. Ibs. 
6. Weight of filling in hollow of groin 4.34 cu. 

iS SF Bar, 0 eae ak Pad Sree ae = 11,700 Ibs. 
7. Resistance to overturn afforded by filling of 

hollow in groin unit = 11,700 x 1.92..... = 22,000 it. lbs. 

8. Weight of 1 ft. of filling at 100 Ibs. or of 100 

Ibs. per sq. ft. live load 18x 18x 100.... = 32,400 lbs. 
g. Resistance to overturning afforded by 1 ft. 

PRs A ADO RO e rel Ee, ee ashe i = 62,000 ft-lbs: 


10. Load on one groin unit due to 4 ft. of filling 
and 100 lbs. per sq. ft. live load = 500 x 

TUS ETS) Sh Sores eRe ee 162,000 lbs. 

Thrust with 500 lbs. sq. ft. load (see Fig. 7) . = 105,000 lbs. 


i} 


Assumptions: 


The thrust of 105,200 lbs. is due to the dead load, earth load 
and live load roughly in proportion to weight of each load, but is 
more closely proportioned on the assumption that it is due to 

(a) *8/10 of dead weight of groin unit; 

(b) &% of filling in hollow of groin unit; 

(c) The whole of filling and live load above plane through 
extrados at crown. 

(The use of 8/to and % the loads in (a) and (b) is due to 
the fact that a part of weight of groin unit and filling in hollow is 
concentrated near pier.) 

(4@,) 8/10 x 33,200:= 26,600 

(Op) tm % - 10;700'= = 6,000 

(¢,) © X 162,000 = 162,000 


194,600 causes thrust of 105,200 lbs. 
(a,) (26,600/194,600) x 105,200 = 14,400 lbs. thrust due to 
weight of given unit. 
(b,) (6,000/194,000) x 105,200 = 3,200 assumed to be due to 
filling in hollow. 


*This was fixed to give same thrust, 14,400 lbs., as determined by line of resistance 
with dead load alone. See (A3) on page 230. 
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I. TaBLe oF STRESSES FOR ARCH TRIANGULAR IN PLAN. 
(See Line of Resistance shown in full.) 


Location east ove Area of | Stress in lbs. pes sq. in. 
of 


of Section, 

Section. |Groin Unit.| 84 i2- Average. | Maximum. 
Crowne. 50,000 6x 180 46 92 
BIB Seer oe 53,500 4.8% 72 9090 198 
CiCon sore 55,000 I§ X 22 167 see 


Average Léngth<«13.5 


Av Length =/3a5° 


Prer 22% 22° 


Avlength=75° 


15 - 0% 
Ar Length 45", 


II. Taste oF STRESSES FoR BarrEL ArcH METHOD. 
(See Line of Resistance shown in Dashed Line.) 


Location |Thrustper| Area of | Stress in lbs. per sq. in. 


of Lineal Foot) Section - : 
Section. of Arch. sq. in, Average. | Maximum. 
Crowne 4,330* | 6x12 60 120 
BoB eer 5,000 12x12 35 70 


* Crown Thrust for Whole Groin Unit= 4330 X15=65,000lbs. 
FIG, 18.—STRESSES IN GROINED ARCHES. (APPLIED TO ROOF OF 
FILTERS 1-46, PITTSBURGH, PA.) 


I. Method assuming arch cut on groin lines. 
II. Method assuming stresses same as in barrel arches, 
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(¢,) (32,400/194,600) x 105,200 = 17,500 assumed to be due 
to each foot of filling or 100 Ibs. sq. ft. live load above crown. 

(@,) 14,400 x 21.5 = 310,000 ft. Ibs. Overturning moment 
assumed due to weight of unit. 

(6,) 3,200 21.5 =69,000 ft. lbs. Overturning moment 
assumed due to filling in hollow. 

(¢,) 17,500 x 21.5 = 375,000 ft. Ibs. Overturning moment 
assumed due to 100 lbs. per sq. ft. load. 

(d,) 105,200 x 21.5 =2,260,000 ft. Ibs. Overturning moment 
assumed due to total load. 


The computation in Table IV results in permitting the as- 
sumed full loading over the 18th pier from the edge. The table 


203 squUaY Ee 
FIG. 19. 


shows also that a filling of 3 ft. such as was actually used could be 
permitted over the 15th or 16th pier. Such relatively elaborate 
computations and applications of them have not been made in prac- 
tice so far as the writer knows. Reservoirs of such large area 
exist at only a few places and the filter roofs are more stable by 
reason of lower and broader-based piers. Dividing walls also 
introduce stability about every 100 or 200 ft. This is so impor- 
tant a point in construction that a similar determination is given 
below for the Pittsburgh filters to illustrate the more common 
problem. Fig. 18 shows the thrust which is 50,000 Ibs. per groin 
unit on the assumption of an arch triangular in plan, as in Fig. 7. 

There are two cases to be considered as before. The figure 
(Fig. 19) is drawn for Case II, but taken in connection with 


Fig. 16, will be applicable to Case I also. 
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Data: For Cases I and II. (See also Table I, line 39.) 


1, Weight Of pierv353 Cis lt et) 1 50.acec aes =~"5,300 Ibs. 
2 Avevercarm Of plier Cassuimed) naan. reser rise ee iss FA | 0, 
3. Weight of one groin unit 15 x 15 x (7.3/12 at 
a0 eer Ae SER RO ME RMA. Os 8 Pn Mans Seep oe ots = 20,500 lbs. 
4. Assumed lever arm of groin unit (also of any 
loadings “omnunit) Ske. aernedoeeees ee ere one = yet 
5. Resistance to overturning of pier + groin unit = 
EBOONGI. 2 31 20; SOO 2017 ae teeter tee = 51,000 ft. lbs. 
6. Weight of filling in hollow of groin, 2.43 yds., 
ACES TOO Merion dat eee ae Epa eer eae = 6,500 Ibs. 
7. Resistance to overturning Sorted by filling 
ini HOM OW =O; SOOLCS 17. oi cunts Saka, (ental aemes = 14,000 ft. lbs. 
8. Weight of 1 ft. of filling on a groin unit at 
LOOM Soere. Ss So Stcetes the cee ieee = 22,500 lbs. 
g. Resistance to overturn afforded by 1 ft. of fill- 
ING 2 2: OOK 2.17 o- Sage eee vee ee = 48,000 ft. lbs. 


10. Weight of 3 ft. of filling on 1 groin unit .... =67,500 lbs. 


Assumptions (as before) : 


(07), 1057 x 20,500 = 17,400 
(b,) 2 x 6,560= 3,300 
(Ca x 67,500 = 67,500 


(d,) 88,200 causes thrust of 50,000 lbs. 

(a,*) (17,400/88,200) x 50,000 = 10,000 lbs. thrust assumed 
due to weight of groin unit. 

(b,) (3,300/88,200) x 50,000 =1,900 Ibs. thrust assumed due 
to filling in hollow. 

(¢,) (22,500/88,200) x 50,000 = 12,800 Ibs. thrust assumed 
due to 100 Ibs. per sq. ft. 

(a,) 10,000 x 8.75 = 87,500 ft. lbs. Overturning moment due 
to groin unit. 

(b;) 1,900 8.75 = 16,600 ft. Ibs. Overturning moment due 
to filling in hollow. 

(c,) 12,800 x 8.75 = 112,000 ft. Ibs. Overturning moment 
due to 100 lbs. sq. ft. 


* Adjusted to give same thrust, 10,000 lbs., as a line resistance with dead weight alone. 
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(d,) 50,000 x 8.75 = 438,000 ft. Ibs. Overturning moment 
due to total load. 

Case I.—Loading terminated abruptly as in Fig. 16. 

51,000 n (See Item 5 of “Data” above). 

= 438,000 (See Item d, of “Assumptions” above). 

n=9Q, that is, full loading could be placed on arch 135 ft. 
from edge. 

Table V gives the computation for Case II. i. e., the case in 
which earth loading is assumed to be tapered off as in Fig. 10. 

Most of the piers of filters 1 to 46 at Pittsburgh were con- 
creted monolithic with the roof, and hence offered further resist- 
ance (as long as the roof acted continuously), to the extent that 
their strength as cantilever beams permitted. At 50 lbs. per sq. 
in. in allowable tension, each pier would add resistance, R, com- 
putable as follows: 

R x height of springing line = 1/6 x 50 x 22 x 22 x 22. 

R = 88,700/8.75 = 10,000 lbs. This is a considerable aid in 
resisting a thrust of 50,000 lbs. A few piers cracked horizontally 
at springing. 

The various computations above given show the most favor- 
able conditions possible in that they assume continuity of the roof 
to the extent necessary to bring the roof load on the edge of the 
pier instead of the center, at the same time bringing the applica- 
tion of the horizontal thrust to the top of the pier instead of the 
crown of the arch. For winter conditions such assumptions would 
not be conservative for reasons that will be evident from the early 
part of the paper. 

Reference has been made to bracing unfinished edges of 
groined roofs where it is desired to fill up to the edge. High 
roofs, such as that of the filtered water reservoir at Pittsburgh, 
would be difficult to shore, but the filters are much less so. The 
most convenient place to shore is opposite each pier, placing the 
upper end of the brace on the intrados, just above the pier, per- 
pendicular to the intrados, and footing the brace at the base for 
the next pier. A depression could easily be made for such a brace. 
Such braces for the Pittsburgh filters are about 17 ft. long and the 
horizontal protection of their length is about 14 ft., making the 
load (17/14) x 50,000 = 60,000 Ibs. An 8xIo in. stick of 


16 
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reasonably good timber with proper bearings at each end is ade- 
quate, but blocking at either end with bearing across grain would 
permit movement and cause cracks to open at the springing line 
and at the base of the piers. Bracing is certainly more reassuring 
than a margin of unloaded groins, particularly for work that must 
stand over winter. 


Fioors OF FILTERS AND RESERVOIRS. 


The common form of floors, and methods of computing their 
volumes is described on page 219. A tabulation of the floors of 
the various filters and reservoirs would be quite as pertinent and 
interesting as that for roofs given in Table I. The writer has 
had time to compile only a few important cases as given in Table 
VI. The groined arch floor has been as generally satisfactory as 
the groined arch roof. Groined arch floors are very easily 
screeded in diamond-shaped pieces joining under piers, along 
groin lines and along invert lines. The loads on the earth are 
comparatively light and the thicknesses which have been merely 
guessed at, so far as the writer knows, have proven adequate. 
The Pittsburgh filters and reservoirs are mostly on very porous 
ground and the lower layer of concrete was used in the 1904 
design in place of puddle. A standard floor with minimum thick- 
ness of 6 ins., as in most other plants, and puddle was the alterna- 
tive design not used. The 1908 Pittsburg filters contain an inno- 
vation in the use of a single flat floor lapping onto reinforced 
pedestal blocks under piers. The economy in material is evident 
from the table. 


S1pDE WALLS AND Division WALLS. 


Side walls of filters and reservoirs exhibit the same boldness 
of design as do the groined arch roofs. They are generally of the 
so-called aqueduct section, but thinner, particularly at and near the 
crown, than aqueducts are made. This has an added significance 
because the side wall is generally concreted separately from the 
adjacent roof, so as to leave a joint along the crown, whereas the 
aqueduct is monolithic ; and further the side wall has no opposing 
wall of the same shape and loading to keep a uniform condition, 
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but instead has against it a long stretch of groined roof with 
varying temperature conditions. Fig. 20 shows a section of the 
filtered water reservoir at Pittsburgh, with a half section of the 
Catskill aqueduct superimposed. At the Washington filtration 
plant side walls are made like ordinary retaining walls in some 
cases and the groined arch carried out to them. This gives the 
same head room near the side walls as near piers or division walls. 
Dependence must be placed on immobility of filling behind such 
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FIG. 20.—DOTTED LINES AQUEDUCT; FULL LINES RESERVOIR. 


walls and this dependence appears not to have been misplaced— 
another example of successful boldness. 

Division walls between filters are usually made of the same 
section as piers, and the floors beneath them are of the same sec- 
tion as the floors beneath piers, though they are sometimes thick- 
ened a little. 
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COMPARISON OF GROINED ARCH RooF wiTH REINFORCED 
CONCRETE SLAB AND BEAM CONSTRUCTION. 


(Pittsburgh Filtered Water Reservoir Used as Basis.) 


Fig. 21 shows a design for a reinforced floor to carry the 
same load as that assumed for the groin arch of the Pittsburgh 
reservoir, viz.: 400 lbs. of earth and 100 lbs. per sq. ft. live load. 
The units used for the reinforced concrete are as follows: 


POnMs Ces sion eCQR Chee is, 6 ac pane 600 Ibs. per sq. in. 
premier in steel (iil \iijs en gsamtue lose oe 3 16,000 lbs. per sq. in, 
Bee OF TUOMI Ol lant itiiye Ato Ooo aie ae Ai peal eee ek be 15 
Straight line variation in compression of concrete 

Bisoreat spiel beam will. Catiy 5 ies tog ot ais wwe eiecety a 8 94 ba? 
ee EERO aE ere oy oo cols hs), 5a evokes cece bs 0.67 


Beams and slabs designed for moment of w/?/12 both at 
center and over supports. Any larger moments due to partial 
loading assumed to be cared for by increased stresses, since the 
final conditions are so uniform. 

Fig. 21 shows a roughly worked out design for the purpose 
of comparing costs. No shear computations have been made, but 
rods are bent up “by eye.” The design differs from much of the 
commercial practice in that the compression in the lower parts of 
the beams at supports where no slab exists has been provided for 
by deepening the beams instead of by assuming stronger concrete 
at these inconvenient points. The downward slope of the bottom 
of the girders toward their supports is perhaps too abrupt. The 
girders at supports are not quite deep enough to fulfill the formula 
94 ba?, but there is an excess of steel due to shearing provisions. 
The slab steel has not been worked out, but the quantity is 
assumed to be 4/3.4 of the quantity obtained by taking 0.67 per 
cent. of the volume from the top to the center of steel at the 
bottom. 

From Fig. 21 the average thickness of concrete in the rein- 
forced construction is 9.7 ins. against 8.22 ins. for the groined 
arch roof of the Pittsburgh reservoir; and the steel and other 
differences are still to be added. A comparison in more detail is 
as follows: 
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Groined arch roof: 
8.22/12 cu. ft. of concrete at $6.00 per yd. (22 cts. per ft.). $0.15 


Charge for-forms for each sq.ft te eee ee ee .10 
Total relativercost pet sq. dts nut on ee eee $0.25 


Reinforced-concrete roof: 
0.8 cu. ft. of concrete at $6.90 per cu. yd. (25.5 cts. cu. ft.) . $0.207 


6.78:lhs: of-steel iat 2.756 CtSs oe occas a ere rae eee 0.187 
Charge for forms for each sq. ft. of roof, say... 45..5-- 0.15 
$0.54 


The difference in price of concrete is made up of 40 cts. due 
to using 1:2:4 for the reinforced concrete instead of 1: 3:5 as 
for the groined arch concrete, and 50 cts. assumed extra cost of 
rehandling or otherwise carefully placing the concrete around the 
steel. All assumed prices are intended to be so chosen as to 
favor the reinforced construction, if either. The reinforced con- 
struction might be credited with the filling in the hollow of the 
vaulting not necessary with the flat roof. This would amount 
to 4.34/324 = .013 yds. of earth filling per sq. ft., but this would 
cost less than % ct. In this comparison it is assumed that the 
high water line could be at the same distance below the flat roof 
as below the arched roof and that air pockets formed above high 
water by the beams are unobjectionable. 

It may be objected that it is not fair to compare a reinforced 
concrete structure capable of bearing, with a certain factor of 
safety nearly 2 on the elastic limit, a load per square foot of 400 
Ibs. of filling and too lbs. live, with a structure that, whatever it 
is thought capable of, is carrying only perhaps 315 lbs. per sq. ft. 
in addition to its own weight and doing this with an unknown 
margin of safety. A sufficiently close correction to the qtantities 
in the reinforced construction resulting from reducing the load 
to 315 lbs. can be arrived at by assuming that the “effective” con- 


crete and all the steel varies as the square root of the total load, 
thus: 
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Loads as used in design—Dead load 120 lbs. per sq. ft. 
Live load 500 lbs. per sq. ft. 


620 
Revised loads. 409.8 5.6.04: Dead load say 105 lbs. per sq. ft. 
Live load 315 lbs. per sq. ft. 

420 


Effective concrete say 8/10 of total. 
Then revised effective concrete = 


2 x 8/10 x .81 = .53 cu. ft. per sq. ft. 


20 
Revised total concrete = .53+1/5x.81... =.70 cu. ft. per sq. ft. 


Revised steel quantity = 222 Oe sr = 05-0 Deeper Sto, fie 
20 


Revised relative cost = .70 x$o0.255 + 5.6 x $0.0275 + say $0.14 = 
$0.47 per sq. ft. 

Again it may be said that it is not necessary to space the 
piers so far apart. The cost of the effective concrete and the 
steel would be reduced approximately in direct ratio of the 
revised to the original span. But the saving computed by reduc- 
ing the span would be more apparent than real since the high 
piers are already about as slender as desirable and the cost of 
forms per square foot of roof would probably increase with the 
greater number of units to be erected to produce the given area of 
roof. One who has watched the extremely rapid work of placing 
the groined roof by cableway (an average of 200 cu. yds. per day 
has been placed with one cableway during several months) would 
probably never feel moved to substitute, at least on a large plant, 
the complicated reinforced construction, even if the factor of 
safety of the groined arch is a little obscure. The New Haven 
filter plant is an example of the use of reinforced concrete for a 
small plant. 

In conclusion the writer wishes to make acknowledgment 
to Mr. Morris Knowles, Chief Engineer of the Bureau of Fil- 
tration, Pittsburgh, Pa., for permission to use the Pittsburgh 
work as a text and for making it possible to insert Figs. 3 and 1o- 
15 from the progress photographs taken during the construction of 
the Pittsburgh plant by the T. A. Gillespie Co., and illustrating 
the common methods of construction, 


A SIMPLE METHOD OF COMPUTING THE STRENGTH 
OF FLAT REINFORCED CONCRETE PLATES. 


By Ancus B. MacMILLan.* 


One of the most recent developments in reinforced concrete 
construction is the type of flat slab or girderless floor. While 
this type is in its infancy as yet, examples of it are nevertheless 
sufficiently numerous to be more or less familiar to all building 
designers. The absence of beams, the increase of headroom 
resulting therefrom, the low cost of centering, and the compara- 
tively small amount and simplicity of the steel reinforcement, 
unite to make this system desirable for many buildings and rela- 
tively low in cost. 

With its advantages, however, it has some disadvantages, 
perhaps the most important of which is a lack of detailed analy-- 
sis of the internal stress occurring in a slab of this kind: It may 
be mentioned that this analysis is not necessary for safe construc- 
tion, as the more or less empirical formule in use seem to give 
results sufficiently high, so that enough confidence can certainly 
be placed in the formule to enable the designer to guarantee a 
test load of twice the designed live load over an entire bay, with- 
out harm to the construction and with a very insignificant amount 
of deflection. 

About two years ago, the writer had occasion to design floors 
of this kind for an office building in Portland, Me. At that time 
the amount of information concerning the stresses in a concrete 
plate was very limited, and the writer had some difficulty in find- 
ing a satisfactory solution. A study of the buildings of this 
type gives the impression that Mr. C. A. P. Turner uses in his 
design a formula equivalent to about M=WL/48 to get the 
bending moment, and that he then solves for an area of steel 
and distributes the resulting amount uniformly, or nearly so, 
in the different directions. This seemed so extreme, however, 

* Engineer, Aberthaw Construction Company, Boston, Mass. 
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that no confidence was placed in the result, and various other 
ways of solving the problem were tried. 

For purposes of comparison the writer proposes to give a 
description of the different methods then used or that have since 
come to his knowledge, together with the solution by each of a 
typical floor panel. They are as follows: 

1. Cantilever Method.—To consider the slab around the head 
of the column out to the point of inflection as a cantilever support- 
ing a uniform load over its surface and a concentrated load con- 
sisting of the rest of the slab hung from its periphery. This will 
be called the cantilever method. 

2. Turneaure and Maurer.—To consider the slab around the 
head of the column out to the point of inflection as a flat circular 
plate supporting a uniform load over its surface and concen- 
trated load consisting of the rest of the slab with its superimposed 
load hung from the perimeter of the plate. Diagrams for the 
analysis of this method are given by Turneaure and Maurer, 
Principles of Reinforced Concrete, pp. 272 and 328. 

The first impression of these two methods is that they are 
almost identical, but the solution and final results are quite dif- 
ferent. 

3. Grashof.—In Structural Mechanics, by Greene, p. 255, 
are given the formule for the deflection and bending moments 
in a plate supported on rows of points forming squares whose 
side is L. A direct application of this to the typical case will be 
tried. Two other methods result from a different application of 
these formule: Mensch and MacMillan. 

4. Mensch—A more or less incomplete description of this 
method is given by Mensch in his Pocket Book, p. 81, as follows: 


The problem of calculating the stresses in a plate supported at four 
points was first thoroughly investigated by Grashof in connection with the 
strength of end plates in steam boilers. He gives the greatest bending 
moment per lin. ft. in such a plate as JV L*/26.5 which formula he. derived 
more by an elimination process than by exact science. 

By similar reasoning, we lay down the following rule for the com- 
putation of girderless floor construction: 

Divide the panels in strips of a width equal to 0.35 L when L is the 
distance in feet from center to center of support; two strips run diagonally 
while the others run in the line of the columns. The greatest bending 
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moment of such a strip we assume to be WL’/z0 when the size of the 
capital is at least 0.23 L. 

From this bending moment, we easily obtain the required thickness 
and reinforcement given in the slab tables on pp. 16 to 20. 


In the solution of the typical case the writer has simply 
copied the slab thickness and amount of steel directly from the 
tables mentioned, and has not endeavered to perform the actual 
necessary operations. 

5. Turner—Turner recommends and uses a formula that 
requires considerably less steel than any other method given here. 
He refers to Grashof’s analysis of the stresses in plates given in 
Applied Mechanics, by Gaetano Lanza, and Theory of the Flex- 
ure of a Thin Flat Circular Plate or Ring Loaded Symmetrically 
About its Centre, by H. T. Eddy, Engineering Year Book, Univer- 
sity of Minnesota, 1899. 

In the book recently published on the subject by Mr. Turner, 
he states that the bending moment M=WL/s50 where W is 
the total load on the slab, and L is the span in feet or inches ac- 
cording as the result is desired in foot or inch pounds. Having 
obtained the bending moment and assumed a depth for the slab, 
the area of steel is found. This area is divided in the different 
directions and placed in bands about 7/16 of the span in width. 

The method of getting the stress in the radial bars and cir- 
cular rings is left in doubt. The writer has assumed that they 
have no function other than to keep the slab steel up near the 
top of the slab where it belongs when crossing the columns, and 
to a very limited extent to give a larger bearing for the concrete 
plate. 

What fixes the size of the column heads is not stated to the 
writer’s knowledge. 

Turner supports his conclusions with the records of many 
slabs tested with loads largely in excess of the regular working 
loads. 

6. MacMillan.—This method is based on general deductions 
made from Grashof’s analysis of the stresses in a plate supported 
at rows of points forming squares, whose side is L. Before tak- 
ing up a typical case, it might be well to indicate what these de- 
ductions were. Attention is called to the following formule 
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giving the maximum fiber stress in square plates uniformly 
loaded, but with different methods of support. 


(a) Supported on two edges, f = 3WL?/4T? 
(6) Fixed on two edges, f = WL*/2T? 

(c) Fixed on four edges, f = WL?/4T? 

(d) Fixed on four points, f = WL?/4.27T? 


It is interesting to note that a plate fixed at four points is 
apparently stronger than one fixed on four sides, and is 3.2 times 
as strong as one supported on two edges. 

Now in the first formula the Moment of Resistance can be 
expressed by M/,=VBL*/8. Therefore, for a plate fixed at four 
points and the same unit load, the bending moment would be 
1/3.2 times this amount, or WBL*/25.6. Using 25 instead of 
25.6 for a denominator, the result will be M,=WBL?/25, a 
formula that expresses the maximum stress over the head of 
the column. 

Out in the center of the slab, the stress would actually be 
about one-half of this, or WBL?/s50. However, while in con- 
tinuous slabs supported on beams making the different spans 
equal the bending moment at the center of the span is WL?/24, 
the different city building laws only allow the use of WL?/to or 
at most WL?/t12. 

So in this type of floor, the writer sees no good reason for 
departing from a standard practice and has used the maxiinum 
moment and neglected the lesser one. Actually, as all bars are 
lapped over the columns, there is a large excess of steel at this 
point, but as the extra strength developed by the lapped bars is 
to some extent uncertain, it is probably better to get an excess 
than otherwise. 

Having determined the bending moment, it is a simple mat- 
ter to get the steel area. This steel area is divided up into a 
number of small bars and distributed in uniform bands in the 
different directions. 

It might be well to say at this point that two other distinct 
methods were tried without satisfactory results. One depended 
on considering the amount of load each separate bar should carry, 
allowing a certain amount of sag in the bar and figuring the 
stresses in the rod as a catenary. The other was to replace the 
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straight bars from column to column by an imaginary beam on 
all sides of the panel (Fig. 1*), and to consider that the bending 
moment in plane XX was due to the loading indicated by the 
shaded portions of slab; and that it was equal to “4WL/12 where 
W = total load on panel, and L = span. 

The area of steel to take up this stress was then obtained 
in the ordinary way except that the diagonal bars were considered 
to take a stress equal to 16,000 sin g and to be equally effective 
in resisting stresses in a plane YY. If the beams had really 
existed, this might have been permissible, but as they did not, 
it seemed that two other types of loading were possible, one 
giving the denominator 8 and the other 6 instead of 12, or just 
double that originally considered. 

Of course if the slab was considered continuous, these mo- 


--/maginai 
Be eee 


> 
1e(eds, te 


ments would in every case be cut down. However, the conditions 
were not satisfactory, and taking the most unfavorable method 
of loading, the amount of steel necessary was excessive. 

The symbols used in analysing the different cases are as 
follows: 

iy opan. 

B = Breadth of panel. 

w = Live load. 

w, = Dead load. 

W =w+w, = Combined load. 

M = Bending moment. 

R = Reaction at end of strip. 

I =Moment of inertia. 

= Angle. 
A = Deflection: 
T =Total thickness of slab. 


*Acknowledgment is made to the Engineerang Record for the cuts used in this 
paper.—Ep. 
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6 ieee 

E, = Modulus of elasticity of steel in tension. 

E, = Modulus of elasticity of concrete in compression. 

fj, = Unit fiber stress in steel in tension. 

7, = Unit fiber stress in concrete in compression. 

d = Depth from top of slab to center of steel. 

jd =Arm from center of compression to center of tension 
= 0.86d. 

b = Width of strip considered. 

A, = Area of steel. 

V = Fiber stress in concrete in shear. 

a =Span in inches in Grashof method. 

y = Radius of column head } Turneaure and Maurer 

, 


= Radius of point inflection method. 


In working out the amount of steel in the different designs, 
the same unit stress, 7. e., 16,000 lbs. per sq. in., has been used 
in every case, and in Turner’s method the slab has also been 
worked out for the regular working stress of 13,000 lbs. per 
sq. in. as used by him. 

In the methods by Turner, Grashof and MacMillan, the 
unit stress will be less than that adopted for the Cantilever and 
Turneaure and Maurer methods, as it was not considered advis- 
able to make the slab less than 8 ins. thick, owing to the diffi- 
culty of covering up the steel at the columns in thinner slabs. 
In getting the deflection in the Grashof method, the deflection 
was assumed to depend directly on the modulus of elasticity 
~ of the concrete, which for stresses up to about 600 lbs. per sq. 
in. has been taken at 3,000,000, as recommended by Turneaure 
and Maurer. : 

For a typical case to be solved by each method the follow- 
ing data will be assumed: 


P= 20uit: 

T =8 ins. unless otherwise noted. 

w, = 100 lbs. per sq. ft. when T =8 ins. 
w = 200 lbs. per sq. ft. 

Panel to be square. 
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I. CANTILEVER METHOD. 


W = 300 lbs. per sq. ft. 

Point of inflection of slab for uniform load will be L/5 or 4. 

Lay out a square with sides 4 ft. from center of column as per 
Fig 2: : 

To get moments at side of column, let uniform load on one 
side be as indicated by shaded portion. 


Uniform doad=: (0 as ee NE anne 
5 3. Vi 


Center of gravity of area = = x (2 an) at a) 12 =247 ins. from edge of 
5 13 
column. Then 
Vi —=A 007 X24 —1 TS ssoo nes lbs: 
We must add to this the moment of the concentrated load 
hung from the perimeter of the square. This is equal to the 


Line of inflection 


---- 8/04------- 


| 
' 
' 
| 
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load on the entire bay minus the load on the square under con- 
sideration divided by the number of sides of the square, or 
[(20X 20) — (8 X8)] 300 +4 =25,200 lbs 
Lever arm =(4—7/,) 12 of 40 ins. 
M, =25,200X 40 =1,008,000 in. lbs. 
M,+M,=115,500+1,008,000 =1,123,500 in. lbs. 
For maximum compression in concrete use 750 lbs. per sq. 
in., and for maximum tension in steel use 16,000 Ibs. per sq. in, 


Es/Ec=15 M =133bd? and As=o0.0097bd, 


Taking b, width of column side, at 16 ins., d =\/ [1,123,500 
+(133 x 16] = 23.6 ins., say 27 ins. from top of slab to point where 
column head starts to flare out. 

Area of steel at this point is 23.6 x 16 x 0.0097 = 3.56 sq. ins. 
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It is advisable to obtain the moments and thickness of con- 
crete required to resist the stresses found at several points 
between the side of the column and the line of inflection of the 
slab. With these additional points, it is simple to plot a curve 
for the column head. If these intermediate points are not located, 
it will be quite safe to carry the column head up at an angle of 
45 deg. with the horizontal, as in this instance. Later, when 
the amount of steel in the slab is obtained, see if it equals the 
area needed. If not, it will be necessary to add some extra bars 
over the column head. 


300% per lin. ft --~_ ao 7/6". se 100*per sin. Ft - 300% per sq.ft 
3/50" per hatt 
eA emma es 2 Cantilever Loads 
ee oN Sen) Was ah ies - Line of inflection 
itd Be! | ie side 
re pesa, | eee je 
Po ty %- Ss ES 


| Nyfiters ina 
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a7 
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ly A aes Loading of Diagonal Strip 
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Now consider the stresses in the diagonal bands. Take a 
strip 12 ins. wide between the points of inflection. As the bars 
cross in the center assume that each banid of steel takes one-half 
the full load where they cross and the entire load where they do 
not cross (Fig. 3). 

The reactions at each end are equal as the load is uniform, 
and 

=[(44 X 300 2) + (8 X 150)]+2=1,950 lbs. 


M =(1,950X 84) —(4X 150X 2) — (43 X 300 X 6F) = 6,938 ft. lbs. 
or 83,256 in. lbs, 


@=7/[83,256 + (133 X12)]=7.21 Ins. 


Area of steel = 7.21 x 12 x 0.0097 = 0.8392 sq. ins 
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If 5% in. round bars are used, the number of bars required 
will be 2.73 in a strip 1 ft. wide. Then the spacing of bars in 
the diagonal bands will equal 12/2.7, or 4.4 ins. on centers. 
Bands to be made 8 ft. wide, as this fills the area. 

Next the stresses in the straight bands between lines of 
inflection will be obtained. These may be derived in a similar 
way. Take a strip 12 ins. wide. Over a portion of the length 
there is but one line of bars, so it may be considered that the 
whole load is acting here. Near the points of inflection, how- 
ever, the diagonal bars cross and as there are three layers of 
bars, we assume that each line takes but one-third of the load 
at these points. 

On this basis, the placing of the metal: being symmetrical 
and the loads uniform, the reactions of the slab at each end are 
the same and 


R=[(24X 2X 100) + (74 X 300)]+2=1,350 lbs. 


M = (1350 X 6) — (3% X 300X 1$) — (24 X 100 X 4§) =4,904 ft. Ibs. 
or 58,848 in. lbs. 


Using d same as obtained for diagonal strip, 7.21, and jd as 
0.86 d, 

A, = 58,848 +(0.86 x 7.21 x 16,000) = 0.594 sq. ins., equivalent 
to 5g 1n. round bars, 6.4 ins. on centers. Bands to be 8 ft. wide 
as before. 

The total area of bars then that cross the column cap is 
equal to (.594 x8 x 2)+(.839 x 8 x 2)= 22.9 sq. ins. As the bars 
if continuous would resist stresses in opposite sides of column 
head, take one-half the total area as effective for taking care of 
the stresses in any one side of the head. This gives 11.45 sq. ins., 
but from the previous calculations only 3.56 sq. ins. were found 
necessary, so there is a large excess of reinforcement. 

Actually this excess would be still greater as in practice 
the bars seldom come long enough to be carried continuously 
over more than one span, especially in the diagonal direction, 
so a lap is necesary at the columns. The usual method is to 
schedule the bars long enough to extend 2 ft. beyond the center 
of the column at each end, making a lap of 4 ft. 
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2. TURNEAURE AND MAURER. 


A careful study of the diagram given in the Principles of 
Reinforced Concrete Construction, pp. 290 and 291, would indi- 
cate that as the ratio of r to r, decreases, the bending moments 
in the circular plate decrease. This being the case, it would 
seem to be an advantage to have a fairly large and very stiff 
column head. This is readily obtained with the common form 
of capital used in this type of floor. For instance, assume a 
circular column 16 ins. diameter. The column head has a flare 
of about 12 ins. and a depth of cbout 30 ins. (see Fig. 4), making 
a total diameter of about 4o ins. at the top. The ratio of depth 
to flare is 2% to 1, which should insure ample stiffness. 

Take the case used in the preceding examples. It will be 
necessary to assume the slab somewhat thicker than in the other 
cases in order to get enough material to resist the apparent 
bending moments. It might perhaps be admissible to thicken 


Fic. 4. 


the slab gradually near the columns, but Turneaure and Maurer 
do not state this; and further it might complicate the centering 
to an extent that would not be economical. 

Assume the slab 12 ins. thick. Taking concrete at 150 lbs. 
per-cod it..etne slab-weighs. 150 Ibs. per sq. it. of area, This 
added to the live load makes a total of 350 Ibs. per sq. ft. With 
column spacing 20 ft. apart, the diagonals will be 28.28 ft. center 
to center. 

As the point of inflection of a beam fixed at the ends and 
continuously loaded is about one-fifth of the span length from 
the end, take the mean for the straight length and diagonal. 
This will equal approximately % (20 + 28.28) + 2 = 4.83, say, 
about 5 ft. 

Having assumed a line of inflection, the area enclosed may 
be treated as a circular plate having a uniform load over its 
area and a concentrated load hung from its periphery equal to 


17 
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the remainder of the panel load. This will equal [ (20x20) — 
(5x5 x 3.1416) ] 3.50+(10-X 3.1416) = 3,580 Ibs. per lin. ft. 

The ratio of the column head to: the diameter of circle 
assumed is I to 3. 

Refering to Fig. 5 it is found that the moments caused b 
the uniform load on circular plate are: 

1. Circumferential at column = 0.4 x 350 x I? = 140 ft. lbs. per 
ft. width. 

2, Radial* at: ‘column =3:5 x 35017225 1 ibe epet 
width. 

For the concentrated load at the edge the moments are: 

3. Circumferential at column =0.5 x 3580x1=1790 ft. Ibs. 
per ft. width. 

4. Radial_at column -=4% 3580 <1 = 14,320. ft; Ibs 2iperedt. 
width. Adding the moments together, we have 17,475 ft. lbs., 
or 209,700 in. Ibs. per ft. width. 


Uniform Load on Slab. Load Concentrated at Periphery. 
Dotted Lines=Circumferential Bending Moments 
Solid Lines=Radial Bending Moments. 


Fic. 5. 


Under the same stresses, etc., used in the Cantilever system, 
d=vy/ [209,700 + (133 X 12)] =11.4 ins., a depth that does not 
allow very much room to cover up the reinforcement with the 
thickness of slab assumed. 

Assume that this stress is constant for every linear foot of 
circumference of cap. The circumference of the capital being 
equal to 125.66 ins., the area of steel needed around the column 
head is 125.66 x 11.4 x 0.0097 = 13.90 sq. ins.; but as the bars are 
continuous, only one-half of this amount, or 6.95 ins., are needed. 

These bars are to be arranged in four bands over the head 
of the column, and the results will probably be near enough if 
the amount of steel (6.95 sq. ins.) is divided by 4, or 1.74 sq. ins. 
in band the width of the column head, which is 1.74+40, or 
0.0435 sq. in. per inch width. 

Using 9% in. bars with an area of 0.3068 sq. in., the spacing 
will be 7.07 ins. on centers. This spacing had better be continued 
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out to the point of inflection in each case. Making the bands 
10 ft. wide, 17 of 5¢ in. round bars per band are required. It 
may be that some of these bands can be omitted in the slab 
between the points of inflection. . 

Consider a diagonal strip first. Referring to Fig. 6, noting 
the small figures that indicate the numbers of bars crossing, and 
assuming that each set of bars takes its proportion of the load, 
the loads are, scaling the distances 

[(2X% 2350) +3]+ (2X 2X 350) +[(10X 350) +2] =3,616 Ibs. 
The reaction at either end is 1,808 lbs. 

M = (1,808 x 9) — (875 x 2.5) — (700 x 6) — (233 x 8) = 8,020 

ft. Ibs., or 96,240 in. Ibs. 
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Fic. 6. 

Taking depth to center of steel as 10% ins., it will be found 
that 96,240 + (0.86 x 10.5 x 16,000) = 0.667 sq. ins. are needed, and 
(0.3068 x 12)+ 0.667 = 5.52 ins. on centers against the 7.07 ins. 
previously found. It would seem advisable to space the bars 
somewhat closer in the diagonal directions, say 6 ins. on centers, 
making 20 bars in a 10 ft. band. This ought to allow of spacing 
the remaining bars somewhat further apart. 

The load in the straight direction on a unit strip equals 
WY (2 x 2 x 350) + (6 x 350) = 2,566 lbs. The reaction at each 
end equals one-half, or 1,283 Ibs. 

M = 1,283 x 5 = (1,050 x 1.5) — (2.33 x 4) = 3,908 ft. Ibs., or 
46,896 in. lbs. 

46,896 + (0.86 x 10.5 X 16,000) = 0.325 sq. ins. of steel required. 

(0.3068 x 12)+ 0.325 = 11.35 ins. on centers for spacing of 
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54 in. round bars. As the stresses in the bars increase toward 
the edges of the bands, a spacing of about 8 ins. on centers iS, 
perhaps, all that is advisable. This is equal to 15 bars in a band. 


3. GRASHOF. 


Grashof’s analysis of the stresses in a plate supported at 
rows of points making squares whose side is a, gives 


647? 512 IB IFS 


=e De ye y Wat 


As the formule are worked out for steel plates for which Pois- 
son’s ratio is somewhat different than for concrete, the results 
obtained may not be accurate but it will be interesting to make 
the comparison. 

W = total load per sq. in. or 2.08 lbs. per sq. in. 

a =length of side in inches or 240 ins. 

T =effective thickness of slab =7 ins. 

f =(45 x 2.08 X 240 x 240)+(04%7 x7) = 573 Ibs. peessq.in. 
maximum fiber stress. 

However, this fiber stress is based on the moment of inertia 
of a homogeneous material like steel whose center of gravity 
is YT from the bottom. As this does not hold for concrete, 
the bending moment per unit width, may be determined by the 
formula. 


M = : SVS SESE = 56,162 in. lbs. per ft. width. 
¢ 3 


A somewhat lower stress on the concrete than in the pre- 
vious example will be used. In this instance let fe = 650 Ibs. 
per sq. in. 

Using d=M/108b and A, =0.0077bd, gives d=56,162+ 
(108 x 12)=6.59 ins., which is fairly near the 7 ins. assumed 
for d, and 


As =0.0077 X 6.59 X12 =0.608 sq. ins. per ft. width. 


From a comparison with the position and magnitude of 
stresses in continuous beams, it will be safe to consider the maxi- 
mum stress in the present case as the negative stress at the 
column in the direction of the diagonals, and that the positive 
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stress half-way between the columns diagonally is but one-half 
this amount or less. 

Also assume that the concrete plate will get the full stress* 
indicated at the column and must be able to resist this stress 
from any direction, so that instead of one set of reinforcing 
bars, there must be at least two sets crossing at right angles to 
each other. Actually in this system there are four sets which 
will be lettered a, b, c, and d crossing as shown in Fig. 7. It 
will now be apparent that any stress tending to rupture the 
slab in the vertical plane, will be resisted by bars b directly up 
to their area DA o and that bars c and d will assist in the ratio of 
A, cos @- Then to resist the stress in plane XX, there is 


fs(bAs+cAs cos h+dAs cos ) 
o=45 deg., so cos f =0.707. 


Now as the component forces of bars c and d for resisting 
stresses in the vertical plane YY, are the same as for XX, we 
may write f, (ad, + cd, cos hb + dA, cos db) for the area of 
steel needed to resist stresses in YY. 

But it was previously found that 0.608 sq. ins. of steel was 
needed to resist M in any one plane, say XX ,therefore the same 
amount will be needed for the equal stress in YY, so 


fs(@As+bAsg + 2cAscos p+ 2dAscos p) =}s(2 X 0.608)for an area 1 ft. square. 


As f, is constant and bands a, b, c, and d are equal, 


Ag=(2 X 0.608) +[2+ (4 X0.707)]=0.252 sq. in. per ft. 


If the area of a 3% in. bar =0.1104 sq. in., the spacing of 
the bars equals 5.25 ins. center to center. 

Now if bands are made the width Mr. Turner recommends, 
1. e., 7/161, the number of bars in a band will be (20x 12x 7) 
+(16x 5.25), or 20 of 3% in. round bars per band. 
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If it is assumed that the stresses in the center of the slab 
are approximately but one-half of those at the column, but one- 
-half the amount of steel will be needed. There actually is 0.252 
sq. in. and 0.608/2, or 0.304 sq. in. are needed; but as the bars 
are crossing each other in the center of the span and as tests 
of expanded metal seem to prove that the concrete develops 
higher resisting powers when reinforced with metal in the form 
of a mesh, this may, perhaps, stand as it is. 

The deflection by this method, using E, = 3,000,000 is 
(15 +512) [ (2.08 x 240*) + (3,000,000 x 78) ], or 0.196 in., a little 
more than 3/16 in. 

The size of the column head, of course, will serve to modify, 
more or less, the results obtained by any method, and the writer 
can think of no better way than to make the diameter of the 
cap of such a size that the vertical shear at its perimeter will 
not exceed 8o lbs. per sq. in. 


4. MENcH. 

It will not be attempted to analyze this method and the 
results given in the tables on p. 56, of Mr. Mensch’s book are 
copied without demonstration. 

Area of steel in strip per ft. of width, 0.75 sq. in. 

Width of strip, 7 ft. 

Size of column capital, 4 ft. 6 ins. 

Weight of steel per sq. ft., 5.3 lbs. 

Total weight in panel = 20 x 20 x 5.3 = 2,120 lbs. 

The percentage of steel per ft. width = 0.89 of I per cent. 

Mensch states that the rods running in the direction of the 
columns should extend into the adjoining panel o.12L, and those 
running diagonally should extend 0.16L beyond the column 
center. 


5. TURNER. 
Let M=WL/s50 and f, = 13,000 lbs. per sq. in. 
All other quantities to have the same index as in previous 
cases, 

1. W =(200 + 100) x 20 = 120,000 lbs. 

2. M = (120,000 x 20 x 12) + 50 = 876,000 in. Ibs. 

3. A, =576,000 (0.86 x 7 x 13,000) = 7.38 sq. ins 

4. The area of a 3% in. round bar = 0.1106. Therefore 


- 
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7.38 + 0.1106, or 66.7 of 34 in. round bars, say 68, will be required. 

5. Number of bars in band = 68/4, or 17. 

If f, = 16,000 lIbs., then A, =(576,000)+(0.86 x7 x 16,000) 
or 6 sq. ins. nearly. This gives 6 + 0.1106 or 54.2 bars of 3% in. 
diameter. Therefore, 54.2 + 4 or 13.55 bars, say 15 bars in each 
band are required. 

6. Width of band y = (7 x 20) + 16 or. 8ft. 9 ins. 

Mr. Turner does not state what rule he uses to obtain the 
size of his column capitals. 

The deflection of the slab by Turner’s method 


4=(1] 7000) [(60 X 20%) 4X 170-1 LOO) x 77) |= On paboutis | rouns, 


6. MacMiLyan. 

L and B equal length and breadth of panel respectively, in 
feet. When panel is square, L = B; when rectangular, L is 
greater than 6 and must be used in getting the bending moment. 

y = width of bands of steel = 7/16 L approximately. 

VY =8o lbs. per sq. in. 

Jd will vary according to E,/E, and to the percentage of 
steel used, but 0.86 is a good average. It will not be found 
advisable to make d less than 7 ins. regardless of load, on account 
of the difficulty found in embedding the bars in concrete. 

Using the values for typical case, 

W =(w+w,) LB =(200+ 100)x 20 x 20 = 120,000 Ibs. 

M=12 WL/25 =(12 x 120,000 x 20) /25 =1,152,000 1n. Ibs. 

As =M/ jd fs = 1,152,000 + (0.86 x 7 x 16,000) = 11.95 sq. in. 

The area of a % in. round bar = 0.196 sq. in., and therefore 
11.95 + 0.196 or 61 bars will be required. Number of bars in band 
= 61 + 4 or 15.25, say 16 each way diagonally and 15 each way 
straight. 

Diameter of column cap = W/ Tv = 120,000 + (3.1416 x 8 
x 80) = 59.6 ins. 

Width of band y = 7 L + 16 or 8 ft. 9 ins. 

It will be desirable to get the depth of cap at the junction 
with column by solving for depth at that point, having shear 
and diameter of column fixed. 

The radial bars and rings have generally have been made 
of 1 in. round rods, the rings being lapped at the ends about 2 
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ft. and U-bolted togther, or else welded. These rings are placed 
so that they bring the slab bars up near the top of the slab at 
the columns. 

In general, f, = 16,000 lbs. per sq. in. has been used for 
stress in tension with plain round bars. The percentage of steel 


has been kept below 0.5 per cent. for a single layer of bar: 


The wall beams are designed to carry ™% of the panel loads 
and, if necessary, the columns are calculated for stresses caused 
by eccentric loading. The wall panels are made the same as the 
interior panels, and where holes of a reasonable size occur, they 
have been made in the slab without hesitation. 

The deflections occurring have never been calculated but 
the tests made indicate that they are quite insignificant. This 
method has been used by the writer in connection with seven 
buildings designed by various engineers and architects. A typical 
design is shown in Fig. 8. 
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It would seem that if the writer’s interpretation of Turn- 
eaure and Maurer’s diagrams and descriptions is correct, the 
results are extremely heavy, much more so than any existing 
work would lead one to believe necessary. 

Only recently in fact the writer agreed to test a slab with 
a live load of 450 lbs. per sq. ft. This slab was g ins. thick and 
the reinforcement consisted of % in. round bars 7 ins. on cen- 
ters. Columns were spaced 20 ft. on centers. The slab was 
cast 8 ins. thick, and later 1 in. of finish was put on. A box 
without a bottom whose sides were long enough to span from 
column center to center, and 5 ft. high, was built resting on 
the concrete slab and enclosing one bay. In the center of this 
bay a target was attached to the under side of the slab so that 
readings for deflections might be taken. The box was then 
filled with sand. At a load of 200 lbs. per sq. ft. no deflection 
of the slab could be measured. At this point, as the slab was 
cast in cold weather and was quite green, it was decided to put 
some shores under the panel and then continue the loading to 
the required amount. Later, when the concrete had a little more 
chance to season, that is 88 days after casting, the shores were 
taken out and the whole load was allowed to come on the slab. 

The deflection under the total load was 5/64 ins. This is 
about 1/3000 of the span with over twice the figured live load 
superimposed. This certainly does not seem to indicate that as 
thick a slab or as much steel as this method seems to demand 
was necessary. 

Table I gives the weights of steel required by the different 
methods and may be of interest. 

A few points worth mention are noticeable in Table I. 

First, the similarity of methods 1, 2 and 4 in regard to 
amount of steel. This holds true of methods 3 and 50 also. 

Second, the marked difference in thickness of slab required 
by the second method. 

Third, the remarkable closeness in deflections obtained in 
methods 3 and 5b. 

Regarding the merits or demerits of the different methods, 
the writer can say little except that the floors designed by his 
method have been low in cost, have shown remarkable powers 
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of resisting abuse, have stood tests of twice the live load over 
an entire bay, not only without signs of failure but with such 
trivial deflection that one is led to believe that the constituent 
materials are far from being stressed inordinately. 

It may be well to call attention to one other point that may 
give trouble to the designer of this system, that is, the ratio of 
length to breadth of panel. It will be apparent that as the 
greatest length is used in getting the bending moment, the depth 
of the slab and the amount of steel increase rapidly with the 
increase of length, and the variation of stresses will become very 
uncertain. In consequence it would seem that nearly square 


TABLE I.—SUMMARY OF STEEL REQUIRED. 


Thickness of | Fibre stress. | Lhbs. steel in Deflection. 
Method. slab. Inches. | Lbs. per sq. in. panel. Inches. 
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slabs were desirable and that an increase of length over breadth 
of more than 25 per cent. is perhaps not economical practice. 

The most economical spans would seem to be from 16 to 
24 ft. For shorter spans the cost of columns runs up pretty 
fast. 

A heavy floor load seems to show greater relative economy 
than a light one. Where speed of erection is a desideratum, the 
flat floor slab with its absence of beams is far ahead of any 
other method. The wood forms can be built into panels and 
laid in place by rough form builders, carpenters being used only 
for shoring and leveling; and there being no beams to be taken 
care of, little if any of the sawing and fitting necessary when 
they are part of the design has to be done. The bent steel is 
reduced to a minimum, being confined almost entirely to the 
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columns, distributing rings and wall beams. The bars them- 
selves, while fairly long, are generally quite small in section and 
easily handled, and will readily sag of their own weight to the 
required positioa at the center of the span without having to be 
held down. 

The joints where the day’s concreting is stopped are infre- 
quent, and the danger of temperature or shrinkage cracks with 
such a network of steel is minimized, 


Mr. Mensch. 


DISCUSsiIon: 


Mr. L. J. Menscu.—Mr. Grashof’s formula covers panels 
which are uniformly loaded throughout. It is certainly rational 
to assume, that the same ratio of bending moments between the 
ideal condition of a continuous beam, uniformly loaded, and beams, 
as designed and loaded in an every-day building, should also hold 
good for the girderless floor. Now this ratio is as WL*/24 + 
WL?/to or 1:2.4. Even if the formula WL?/48, which some 
claim, may be deduced from Grashof’s writings, would be correct 
for a great number of uniformly loaded panels, this would not 
allow us to figure with a smaller moment than WL?/2o. There is 
no question that the case might happen that each alternate panel is 
loaded, then of course the formula WL?/48 is not correct, in fact 
the greatest bending moment might not be in the center, but 
over the column heads, and this is the reason why I propose in 
my book to figure the moments in girderless floors by the formula 
WL?/20. I wish to add that these slabs are relatively so thin in 
comparison to the columns that the latter are very highly strained 
in bending through the loading of the slabs. In my opinion the only 
reason why those buildings show such good behavior is because the 
columns are evidently large and help the floor slabs considerably. 
But 1f you would load the same slabs with three or four times 
the load for which they are figured, | am sure you would find 
considerably more trouble than is reported. JI understand there 
are a number of buildings where circular cracks around the 
columns have developed. Very often these cracks are not visible 
if the floor slabs are not cement finish, because the dirt fills them 
up, but you find them easily when the floor slabs are cement 
finish. There is no question but that the high test loads which are 
reported to-day can be carried without any reinforcement whatso- 
ever, because the whole floor rests on the girders and takes up the 
thrust. I am quite certain omitting every pound of metal from 
that slab, as soon as it can stand the shear, it will carry the same 
test load with the same deflection. I do not consider this con- 
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struction safe with a factor of safety of 4, if a lower bending 
moment than what | propose is used. I think WL*/20, which I 
propose, gives a factor of safety of 4. If you go lower you only 
have a factor of safety of so much less. 

Mr. FRIpSTEIN.—Supplementing Mr. Mensch’s remarks on 
the action of floors, I have been working for the past six months 
with a contractor who has erected eleven or twelve buildings of 
the flat slab type. The practice of this contractor has been to 
strip the floor and take out all the shoring before putting on the 
top finish. The top finish was put on before the forms were taken 
out in three cases, twice on account of the architects and once 
because the engineer wanted it that way. In all three of these 
cases the top surface of the floor invariably cracked, radially 
and in a circle parallel to the column. In one case this crack 
seems to extend clear through the slab, and you can pour water 
through the cracks. Now this contractor claims that there is a 
deflection, although he has never measured it. He claims that 
there is a deflection in the slab as soon as the forms are taken out, 
and that if the forms are taken out before the top finish is put on, 
the floor will always show cracks after stripping the forms. 

Mr. Menscu.—I do not think that the cracks are caused 
because the forms are taken out too early, because the deflection 
is so small, even in the finished building. 

Mr. Lours F. Brayton* (by letter ).—Without question, one 
of the most useful as well as one of the least understood types 
of construction is the reinforced concrete flat slab. The fact that 
Mr. MacMillan’s summary indicates a variation of about 400 
per cent. between the lowest and highest amounts of reinforce- 
ment used under the various methods of computation where the 
same problem is under consideration, fully indicates that there is 
at least no accepted method of computation in general use. With- 
out going into the details of the various methods it may be gen- 
erally stated that nearly all of them use as a basis the idea that a 
slab deflects in the form of a warped surface. It might be said 
that it is assumed the slab droops around each column in an 
umbrella form, the curve being reversed as it approaches the 
center of the span until it meets the corresponding curve from the 
next column. 


* Superintendent, Stone and Webster Corporation, Portland, Ore. 


Mr. Mensch. 


Mr. Fridstein. 


Mr. Mensch. 


Mr. Brayton. 


Mr. Brayton. 
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In the writer’s mind, where the flat slab is designed on 
columns equi-distant in each direction, that is, the panels are 
square, and where the load is absolutely uniform all over the 
entire floor there is probably no question about the slab deflecting 
into the form of a warped surface, as described above. How- 
ever, when a panel is oblong, and the thickness of the slab uni- 
form, there will probably be a greater stiffness in the direction 
of the shorter span and the deflection will not necessarily take 
the form of a warped surface. The greater deflection in the 
slab may take place along a line perpendicular to the center of 
the long span. This argument is presented to put the problem 
in another light. It is not the idea to say that it is impossible 
for the oblong flat slab to assume the warped surface, but it is 
intended to say it may be possible that it may not under all 
conditions take the form of the warped surface. 

Another point of view which must be considered is that if 
we grant that the flat slab under a uniform load will assume the 
form of a warped surface when it deflects, are we at liberty to 
take this fully into account in making our calculations? Take 
for example a slab supported upon four sides by girders. In this 
case there can be absolutely no question but what the slab under 
a load does assume a warped surface, for the deflection along 
both spans is the same, and, since the girders are considered 
practically non-deflecting and the center of the slab does deflect, 
there can be no other condition but that the slab is warped and 
dished under the load. Building departments and engineers 
throughout the country do not give slabs supported upon four 
sides very much credit for this warping. Probably, the most 
usual concession given by a building department is that the load 
may be considered carried in the direction of the two spans, that 
is, where the panel is square one-half of the load is carried each 
way. After determining the amount of steel required under 
these conditions, the amount actually required may be considered 
as equal to three-quarters of that figured, the bars being grad- 
ually increased in spacing toward the end of the span. This, it 
must be remembered, is a concession made only where there is 
absolutely no question that the only form that the slab can 
assume under deflection is that of a warped surface. In a flat 
slab where there are no beams along the center lines of the 
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- columns, as noted above, it is not certain by any means that the Mr. Brayton. 
slab under a load will deflect in the form of a warped sur- 
face, and under these conditions the attitude of engineers and 
building departments certainly ought not to be more liberal than 
where a slab deflects as it would when supported by girders on 
four sides. 

Another condition which probably in a large number of slabs 
under test has come into effect, is the fact that the flaring caps 
in the columns are so perfectly a part of the slab and column at 
the same time, that a large part of the strength of the slab is due 
to the fact that it is fixed about the columns, and, that through 
a moment of resistance in the columns the slab is materially 
strengthened. In other words, an eccentricity is created in the 
column by means of its continuity with the slab. A proper 
engineering design would not contemplate this eccentricity in 
the columns, unless the columns were designed to take care of it, 
which in the interest of economy can not be done. 

It seems to the writer that under the conditions discussed 
a fair solution of the problem would consider the entire dead 
plus live load as being carried in the direction of the long span 
where the length is greater than one and one-half times the 
breadth, the bending moment, however, being calculated on the 
most liberal basis consistent with good engineering. When a 
panel is square, it ought to be fair to go to the extreme limit and 
consider that the bending moment at the center of the span is 
equal to WL/24, W being the entire dead plus live load. This 
is equivalent to considering half the load is carried in each direc- 
tion, but using the more conservative factor 1/12 instead of 
1/24, thus giving credit for deflection in two directions. 

When a panel is oblong to the extent of one and one-half 
times its width the whole load should certainly be carried on the 
long span using a formula for bending moment giving M equal 
to not less than WL/t12 at the center and WL/24 at the support. 

For panels only slightly oblong it is a question whether the 
proportion of load carried by the long span can be properly con- 
sidered as equal to the proportion usually assumed in slabs 
supported on four sides. 

The illustrations represent a flat slab where the columns are 
spaced 20 ft. on centers each way and where the design is made 


Mr. Brayton. 
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for a live load of 200 lbs. per sq. ft. The plan, Fig. 1*, shows 
the arrangement of the bars, their number in each band and the 
widths of the bands. The moment diagram, Fig. 2, is taken 
along the center line of columns AB. The section, Fig. 3, is 
taken along the same line indicating the arrangement of rein- 
forcement constituting the band AB, but not the bars in the 
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FIG. I.—PLAN SHOWING ARRANGEMENT OF BARS. 


diagonal bands. In Fig. 2 the parabolic moment diagram indi- 
cates the location of the moment when it is considered that one- 
half of the load is carried in the direction of each span, the 
bending moment iW being considered as equal to (1/12) (WL/2) 
at the center of the span and (1/24) (WL/2) at the point of sup- 
port. This negative moment of (1/24) (WL/2 at the support, 


*Acknowledgment for the cuts used in this discussion is made to the Engineering 
News.—Ev. 
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however, is based on a strip of the same width as that considered Mr. Brayton. 
at the center of the span and since the width of the column cap 
resisting negative moment is only about 4o per cent. the width of 
the panel, the total negative resistance which must be provided 
per foot of width of cap must be at least two and one-half times 
this amount. 
In order to design a slab and reinforcement to resist these 
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FIG. 2.—MOMENT DIAGRAM, 


bending moments, a strip one foot in width running from A to B 
is assumed having a span of 20 ft., and a live plus dead load of 
307 Ibs. per sq. ft. Using a stress in the steel of 16,000 lbs. per 
sq. in., and an extreme fiber stress in the concrete of 600 Ibs. per 
sq. in., it will be found that a net depth of 7% ins. at the center 
of span is necessary. The steel required at the center of the 
span must be doubled over the column, and that since the entire 


FIG. 3.—DIAGRAM SHOWING REINFORCEMENT ALONG AB. 


strength of the concrete at 600 Ibs. per sq. in. has been developed 
at the center of the span the compressive resistance must be 
increased enough to take care of the negative moment of resist- 
ance at the point of support. The cross section through the slab 
along the line AB indicates how this steel is bent to the exact 
form and how the overlapping ends coming from each side of the 
column give over the column double the amount of steel that is 
supplied in the center of the span. The moment diagram shows 
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on the right the positive moment of resistance at the center of 
the span and the negative moment of resistance toward the point 
of support as it is created by the doubling of the reinforcement 
at the top of the slab, and the increasing of the compressive 
resistance of the slab due to the influence of the flaring column 
cap, and the diagonal reinforcement of the slab. It will be seen 
by the resistance diagram on the right that the shaded area amply 
covers the moment diagram. 

Having determined the amount of metal required per foot 
of width in the band AB, the next step is to determine the width 
of this band. As it is considered that the slab might fail by 
deflecting along the line YY, it will be seen that the concrete 
will be put into compression and the metal into tension along 
lines perpendicular to YY no matter whether the point consid- 
ered is within the band AB or in one of the bands AD or CB. 
The fact that the metal through the center of the panel is placed 
diagonally does not necessarily mean that the lines of stress in 
the concrete must be diagonal, for since the line YY may be 
along the line of maximum deflection, the lines of stress will be 
perpendicular to YY. So far as concrete compressive stresses 
are concerned this is simple, and the metal is simply necessary 
to resolve the tensile stress in each bar into its components, 
parallel and at right angles to YY. The sum of the components 
of the two bands AD and CB perpendicular to YY must be 
the tensile resistance required for that portion of the panel not 
covered by bands AB and CD. Ina square panel it will be seen 
that 0.707 of the stress in any bar running diagonally will be 
equal to its component perpendicular to the line YY. Since we 
have two diagonal systems crossing this portion of the panel the 
total stress perpendicular to the line YY will be equal to 1.414 
times the tensile strength of either system. Consequently, if we 
adjust the bands AB and CD to such a width that the strip 
between them must be equal to 1.414 times the width of the band 
AB and place the same amount of metal in all four bands, we 
have supplied the proper amount of metal to resist bending along 
theslinesy. 

In the system illustrated it is customary to have the bars in 
the rectangular bands bent and continuous at both ends, while 
the diagonal bars are straight and run through on the bottom. 
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The rectangular continuous bars are erected first, the diagonal 
bars being afterwards threaded under the negative bars over the 
column. A study of this system will show that every bar is either 
carried directly or indirectly over the column cap. 

Fig. 4 shows the reinforcement used, in which the shear is 
largely taken care of in the reinforcement. 

With the arrangement given it will be found that the double 
continuous rectangular reinforcement in a square panel will 
almost exactly equal in length the diagonal distance between 
column centers, consequently whether the diagonal reinforcement 
be carried through the column continuously, or whether it be 
spliced with broken joints the amount of reinforcement required 
for the entire panel will be equal to four times that required for 
one band having a length equal to the diagonal distance between 
centers of columns. 

Following is the solution of the problem already stated 
considering the half load carried in each direction and the bend- 
ing moment at the center of the span equal to (1/12) (WL/2). 

It may be noted that when a square slab is designed on a 
basis as set forth above, L being the distance from center to 
center of column and W being the total dead plus live load per 
sq. ft., the weight of metal required in the slab per sq. ft. may be 
closely determined by the following formula: 

Quins IE, VW= weight of metal per sq. ft. 
Applying this to the above problem we have 
O.mgg x 20X V/ 307= 4.73 lbs. per sq. ft. 

It is interesting to compare the above design with various 
designs given by Mr. MacMillan, whose results with the above 
result added are shown in Table I. 

The writer believes that the system shown, particularly in 
its detail, has advantages which are apparent to most engineers 
in that the shear or diagonal tension in the slab is very materially 
assisted by the arrangement of the reinforcement, and the bars 
because of being bent mechanically are positively located so that 
they take care of the negative bending moment. 

The economical bending of the bars is done by means of a 
right and left double bar bender at a very low cost, which puts 
four bends in a bar at once, and ensures the bending of the bar 
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to exact detail. Springing the bars into place, or allowing them Mr. Brayton. 
to sag under their own weight, leaves a great deal to the con- 
tractor and causes a lack of confidence by the engineer that the 
reinforcement will be placed exactly as intended. Circular cracks 
running around the top of a column in a slab are utterly impos- 
sible when the steel is as exactly placed as shown. The fact 
also that only two systems of reinforcement occur in the top sur- 
face means that the effectual depth is not materially decreased as 
where it is necessary to carry all four systems to the top surface. 
Mr. EMILe G. Perrot (by letter).—The reinforced concrete Mr. Perrot. 
engineers owe a debt of gratitude to Mr. MacMillan for his very 
able and exhaustive research into the method of computing what 


TABLE J.—AmMouNT OF REINFORCEMENT REQUIRED PER PANEL 
ACCORDING TO VARIOUS DESIGNS. 


Thickness of | Stressin Steel. | Steet in Panel. 

Method. Slab. tise a ae Lbs. 
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he terms “Girderless Floors.” The writer can sympathize with 
his endeavors to arrive at a safe and sane formula for this system 
of construction. 

This discussion of the six methods of solution of a typical 
floor panel ably presents the different methods by which floors of 
this character are designed. In Table I, p. 266, giving the weights 
of metal required by the different methods one finds a vast discrep- 
ancy in the amount of metal required. Taking Turner’s formula 
(A) the amount of steel per panel is only 549 lbs., while that under 
the cantilever method (No. 1) requires 2,980 lbs., or four times as 
much steel. The writer would call attention to the fact that any 
system whereby the calculations can vary 400 per cent., is far 
from being out of the experimental stage. While tests on various 
floors constructed by different persons show their wonderful car- 
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rying capacity, the results obtained are no more remarkable than 
what has been obtained in slab and beam construction. 

Mr. MacMillan stated that in one floor which he tested the 
deflection was only 5/64 of an inch on a 20-ft. span, with a load 
of over twice the figured live load. The writer has tested beam 
and slab floors with a span of 27 ft. with a load of twice the calcu- 
lated live load in which there was no appreciable deflection, it 
being so slight that it could not be registered. Further, in testing 
a floor with twice the live load on a 54-ft. span of the T beam con- 
struction, the greatest deflection obtainable was only 14 in. in the 
middle. If we consider these deflections as indicating the 
strength of the floors, it would be evident that the factor of safety 
on beam and girder floors is greater than on girderless floors. 

While there are advantages in omitting the beams from the 
ceilings of buildings where the law limits the height to a specified 
number of feet, making it possible to introduce another story, the 
girderless floor system is an advantage, but for general work 
where the building is not being designed to suit a construction, but 
the plant is being designed to suit the convenience of those who 
are to occupy it, and the arrangement of the machinery, a greater 
variety of post spacing is permissible when beams and girders are 
used. 

When the question of the distribution of light enters into the 
building, a very good system of constructing the floors is to run 
deep girders across the building parallel to the source of light, 
making the length of the spans equal to twice the distance between 
the girders, and introducing shallow cross beams midway of the bay 
and at the edges forming square panels, the slab being reinforced 
in two directions. The writer has used such a system, and found 
that one gets the advantage of spacing the columns far apart, 
which is usually of considerable importance in a manufacturing 
building, and permits of the high windows running up close to the 
bottom of the floor slab, the top of the lintel being set above the 
floor, and the absence of beams near the windows permits of the 
ceiling acting as a reflecting surface. The thickness of the slab 
in such a construction is much less than what it would be for a 
girderless floor, while the large girders add to the rigidity of the 
building, by forming stiffening ribs from one side to another. 
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With such a system it is possible to more accurately determine the 
stresses in the various parts of the construction than a system 
such as girderless floors. 

There seems to be no good reason why a construction that 
has been tested in full-sized members to destruction should not 
be given preference over one which has not been tested to destruc- 
tion. Until such a test is made the methods of figuring girderless 
floors are not much better than conjectures. 

Mr. C. A. P. TurNER (by letter).—Engineering, it is sup- 
posed, should be a science. We design members of structures 
based on our experimental knowledge of the strength of the 
materials used. The nearer these tests come to tests of working 
construction the more exact becomes our design. 

The general criticism of the theories presented by Mr. Mac- 
Millan lies in the fact that as presented they appear all to be based 
on assumptions and not on exact experimental data. For ex- 
ample: Mr. MacMillan gives the writer’s formula, but he does 
not undertake to explain the derivation. We know from the 
elementary principles of mechanics that the internal moment of 
resistance must equal the external moment of the load. This 
gives us a definite relation between the external forces and the 
internal resistance at the weakest point of the slab. This weakest 
point can readily be determined by experiment. The external 
moment must equal some coefficient times the total load W, times 
the span in feet. This coefficient is unknown and must be deter- 
mined. This can be done by loading the floor until the reinforce- 
ment commences to yield. 

Using a grade of steel of known quality in which we know 
by test the stress under which the steel commences to show its 
first permanent stretch, we may load the panel to this point and 
then determine the coefficient to be applied in the equation giving 
the relative external moment. Thus we determine experiment- 
ally by two different experiments the strain on the steel and the 
coefficient involved in the external moment. We make no assump- 
tion whatever, but have absolute results in the simplest possible 
manner and with no doubt or question as to what these results 
will be in all cases in which similar arrangement of the rein- 
forcement is used. 
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The inherent difficulty with the theory proposed by Mr. Mac- 
Millan is that where reinforcement in two or more directions 1s 
used it is impossible to separate the slab into strips and treat the 
strips as independent beams along the line of the common theory 
of one-way reinforcement. Any who have made tests of criss- 
cross reinforcement will appreciate the fact that ordinary theory 
applied to such reinforcement is in error more than one hundred 
per cent. Hence, we should not guess or use approximate 
methods in designing any structure of this character, but should 
determine scientifically from actual tests the strength of the 
construction. Such simple methods do not appeal to those who 
like a complicated mathematical theory, but they do appeal to the 
practical constructor who must know definitely the strength of 
the construction which he is forced to guarantee, 


A METHOD FOR LONG SPAN, LIGHT FLOOR, 
REINFORCED CONCRETE CONSTRUCTION, 
WITH COMPARATIVE COST. 


By Emite G. PErRrort.* 


While there has been no doubt of the economy and practi- 
cability of reinforced concrete for massive construction and 
where heavy loads are carried, the advisability of its use for light 
floor loads, especially if the spans are long, has been questioned 
even by those who favor its use in other instances. The dead 
weight of the material itself has often operated against its use, 
especially where the carrying capacity of the soil required the 
unit pressure to be kept to the minimum, or from other like 
causes. 

We all agree that clear spans of forty or fifty feet in build- 
ings are not usual and are generally avoided on account of their 
increased cost; hence a description of such span, with its cost as 
compared with steel girder construction for the same span, is of 
interest. While the author does not wish to take any credit for 
originality in the design of this floor, as the same general scheme 
has been used many times before for shorter spans, it is because 
of the unusual length of the span that its details become an 
important factor in the design. 

The spans in question form the floors over the swimming 
pool and gymnasium of the Philadelphia Turngemeinde Club 
House, and are 53 ft. 1% ins. clear span. There are two 
floors, (Fig. 1) with these spans, of an area of about 4,700 
sq. ft. each, having five girders on the first floor and six 
on the second floor, spaced 13 ft. 9 ins. centers. Those of the 
first floor are only 36 ins. deep below the joist, on account of 

* Ballinger and Perrot, Architects, Philadelphia, Pa. 


+ Acknowledgment for the cuts used in this paper is made as follows: Engineering 
Record, Figs. 1 and 3; Engineering News, Fig. 2; Concrete Engineering, Fig. 4.—Ep. 
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head room. The top portion or T head is 5 ft. 4 ins. wide and 
14 ins. thick. These girders are reinforced with twenty-one 14 
in. square twisted bars, bent as shown in Fig: 2. The. stirrups 
are 1x % in, flat iron, bent and spaced as shown. Great care 
was taken to place the bars accurately in position, and the bottom 
bars were supported in the bottom of the molds on cast cement 
chairs, while the spacing of the bars and stirrups was maintained 
by iron rods and the wiring of one bar to the other. Fig. 3 
shows details of the forms. 
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FIG. I.—CROSS SECTION THROUGH AUDITORIUM AND GYMNASIUM. 


The floor panels between the girders consist of 5x12 in. 
concrete joists, with a 2 in. reinforced concrete slab over same, 
and 12x12 in. plaster block centers between each joist, thus 
making a flat ceiling between girders, Fig. 4. The joists are 
reinforced with one */,, in. square twisted bar, and eight 14 in. 
stirrups. In the top of every third joist were placed two 34 in. 
square twisted bars over the girders to act as a tie. These rods 
were only 5 ft. long but two were used in each case, lapped in 
the center so as to project beyond the T head into the joists. 
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The slab is reinforced with % in. rods run in both directions, 
I2 ins. on centers or thereabouts. 
The girders supporting the auditorium floor, on account of 


Pa eS 
w d 
18 sn 8 
Qh.9 
Nas 
fo § 
SS 
N 
S & 
2 = 
& 
sce 
tigi] i] SIS 
SY « 
‘ 
bye 
oe Lig: 7 
5 Sis, << 
> S§ Lin 
gs ico 
o SHE: c ; 
a ee 2 | 
ea = a) ae wD 
canes: o 
. al 
it AS vy oS 
eek fy 
i He) TH S © 
soo a teas x= n 
Pears ce) Hi ay 
Sy > } = 
32. 10) ay RS < 
eh ea a 
teed ct 
it A 
ios 
ee N 
fi 2 = 
inet g 
Feit an 1D ky 
par OF 
Sa; 
oo 
1 a 
WS 
Ae 
UE nee 
eee 
rary ec eee 2 aa 
Gt eee ty Et Se 
i ane 
Red rae aH es 
Held d iH [ES ' 
H ue ha A iS : 
ae | 
Sith 
Seis 
E seared Hh Bed 
ie , oO 
he -4h ‘ 
ie #3 i 2 
Pri er ae! Y 
BH eae Ss 
Pe 


the higher ceiling, are 42 ins. deep, with T head, 4 ft. 9 ins. wide. 
The reinforcement in the bottom consists of eighteen 1% in. 
square twisted bars, bent the same as shown for first floor. 
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Each floor is designed for a live load of 120 lbs. per sq. ft., 
as the top floor is an auditorium and the lower floor being a 
gymnasium. 

There seemed to be some doubt among the members of the 
Building Committee as to the advisability of constructing such a 
long span of reinforced concrete, and one of the committee went 
so far as to offer to increase his subscription to the building fund 
by a very large amount, in order to pay for steel girders, but the 
amount offered was insufficient to pay the extra cost, so the 
girders were built of reinforced concrete as originally designed. 
In order to obtain the actual difference in cost, the girders were 
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FIG. 3.—DETAIL OF CENTERING FOR LONG SPAN GIRDERS. 
GYMNASIUM FLOOR. 


designed of Bethlehem steel girder sections, reinforced with top 
and bottom covered plates and fireproofed. The size of the steel 
girders was 30 ins. deep, 200 lbs. per ft., with two cover plates 
on each flange, one 54x15 ins. and one %xX15 ins. We 
obtained bids from the building contractor for the difference in 
cost of these girders, we having likewise made an estimate of the 
difference in cost. The contractors’ price for them was $6,500 
additional to his contract, although our estimate of the difference 
was somewhat less, being $4,664, based on prices obtained from 
outside sources. Taking our figures as a basis, as there are 5,400 
sq. ft. in the two floors, the difference in cost for the structural 
steel, fireproofed, is 50 cts. a square foot more than the rein- 
forced concrete, with no increased advantage. 
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The weight of the structural steel for a girder as compared 
to the weight of reinforcing metal is as follows: 


Total weight of steel girders, with strap iron reinforcement for fire- 
proofing and bearing plate, about 17,000 lbs. 

Total weight of reinforcing metal in one reinforced concrete girder, 
36 ins. deep, 5,500 lbs. 


This shows that it takes about one-third the amount of metal 
for reinforced concrete as compared with structural steel for 


FIG. 4.—PLASTER BLOCKS IN POSITION ON FORMS. 


girders and beams. The amount of saving in concrete would be 
the overhanging portions of the T head, which amounts to 21%4 
yards per beam, when the extra thickness of concrete on the 
girders is taken into account due to the wide flanges on the steel 
girders; likewise there would be additional plaster blocks neces- 
sary to take the place of the T head omitted, the cost of which 
would have to be deducted from the saving effected by omitting 
the T head. 

The sub-contractor for the reinforced concrete work gave 
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the cost of the plaster blocks, delivered at the job, as 14 cts. per 
sq. ft., and setting of same, including the nailing on of a fine wire 
screen at each end to prevent the concrete running into the hollow 
part of the block, as 3 cts. per sq. ft. additional. 

The plaster block weighs 25 lbs. per sq. ft., as compared 
with 4o Ibs. per sq. ft. for terra cotta tile, which cost the same 
price as the plaster block but which are not as easily handled, 
being only 12 ins. long, whereas the plaster blocks are 3 ft. long 
and can be sawed to fit any position. The walls of plaster blocks 
are about 1% ins. thick, and there are two cells in each block, 
separated by a vertical wall in the middle which strengthens the 
block, so that traffic can take place over them before and during 
the time of pouring the concrete. 

Immediately before pouring the concrete, it is necessary to 
thoroughly soak the plaster blocks with water, as they absorb 
a considerable quantity of water from the concrete if not thor- 
oughly wetted; in fact the parts of the floor where the blocks 
occur and where they do not are clearly marked during the 
earlier stages of the setting of the concrete by the difference in 
its color, the concrete which does not come in contact with the 
plaster requiring more time to set. 

For moderate spans, the use of concrete joists with either the 
plaster block or tile filler are desirable, where a flat ceiling is 
sought and the load light. 


THE PREPARATION OF CONCRETE—FROM SELEC- 
TION OF MATERIALS TO FINAL DEPOSITION. 


By Harry FRANKLIN Porter.* 


The preparation of concrete is an art requiring as much 
exact knowledge, experience, skill, and painstakingness as the 
preparation of steel. It is, if anything, a more difficult art, as 
the latter is carried on under fixed conditions and everything 
favors the reduction of the process to a science, while the prepa- 
ration of concrete seldom takes place under conditions twice 
alike. In the first place, the materials themselves vary greatly, 
from place to place, and from time to time, differing in composi- 
tion, quality, size, and grading, and in the second place, the 
assembly of the various materials that go to make up the composi- 
tion of concrete, and their final deposition as concrete, involves 
a continual readjustment of the modus operandi. To prepare 
concrete properly, therefore, it becomes very necessary, 

(1) To make a careful investigation of available materials 
before each and every use, involving an analysis to determine 
fitness and a synthesis to fix upon the proper proportions to 
ensure the desired results. 

(2) To see that every reasonable precaution is taken, in the 
several operations incidental to installation, to ensure proper 
handling of the materials, both before, during, and after mix- 
ing, until the finished product is in place, and thereafter to see 
that it is left to solidify under the most favorable conditions 
possible. 

Formerly the notion prevailed that concrete could be made 

out of any old materials by anybody anywhere at any time, pro- 
vided only sufficient amount of good Portland cement were 
used. That no idea could be more fallacious, those most familiar 
with the practice are now agreed, but it has taken much sad 
experience to enforce the lesson; and it will probably take con- 


* Consulting Concrete Engineer, Bridgeport, Conn. 
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siderably more before the lesson is fully, finally, and universally 
learned. Indeed, those who have had the widest and longest 
experience with concrete are of a mind that the preparation of 
this product, so far from being one of the simplest and easiest 
propositions, is one of the most complex, and that no large-scale 
process under human supervision requires a higher order of 
intelligence and skill. In no other building art is eternal vigi- 
lance so much the price of success. Concrete construction is 
of all construction the most practical; it is a success or a failure, 
just as the element of intelligence is present or lacking in any 
or all of the details from the selection of materials to the final 
deposition in the molds. 

In order to undertake successfully—and successfully means 
intelligently—the preparation of concrete, it is, of course, first 
necessary to understand the principles involved. 

It may be stated that the chief aim of concrete preparation 
is to secure as dense and homogeneous a mass as possible, by 
which it is meant that there shall be the closest possible contact 
between particles, and that the particles shall be so sized as to 
reduce the voids to a minimum. 

To secure a dense concrete is not commonly stated to be the 
purpose, but a strong and durable concrete. As a result of these 
and similar misconceptions of the primary object, we find people 
trying to make strong concrete by the simple addition of cement, 
in other words measuring the quality by the proportion of cement 
to other ingredients, richness in cement being regarded as com- 
pensation sufficient for any and all other deficiencies ; and trying 
to make waterproof concrete—which is dense concrete—by the 
addition of divers patent waterproofing compounds. The writer 
is of the opinion that, even as an ounce of common sense is 
worth a ton of cure, so in the preparation of concrete, if proper 
attention is given to securing as dense a mass as possible through 
the scientific grading of the inerts, abundant strength can be had 
with a minimum of cement. Nor do efforts spent in the direc- 
tion of enhancing the density necessarily increase the cost. As 
a matter of fact, regarded even from the standpoint of first cost, 
enhancing the density decreases the cost, whatever expenditure 
entailed by the investigations to determine a scientific sizing 
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of inerts, and in practice to realize the result of the finding, 
being more than compensated for by the saving in cement alone, 
to say nothing of the economic value of a concrete at once 
denser, stronger, more durable, and practically waterproof. The 
primary object of making concrete, as well stated, is to secure a 
mass of maximum density. 

To secure a dense concrete two things are necessary: (1) 
To effect, by the manner of sizing and proportioning the inerts, 
a maximum reduction of voids; and (2) to fill all pores, inter- 
stices, or voids remaining after the reduction as above with an 
elastic, insoluble, and tenacious substance, which must first have 
the property of a liquid, so as to flow freely into place, secondly, 
that of a glue, to unit all particles into a homogeneous whole, and 
thirdly, that of itself becoming hard and stone-like. 

It is not possible, no matter how carefully and to what 
minute extent the grading of inerts is carried, to therewith alone 
eliminate virtually all voids. The various inerts, as they come 
for use in concrete mixtures, have voids roughly as follows: 
Broken stone, one size, 50 per cent.; broken stone, two sizes, not 
greatly differing, 45 per cent.; gravel, one size, 50 per cent.; 
gravel of indiscriminate sizes as found naturally, 30 to 40 per 
cent. ; natural sands, 30 to 40 per cent.; artificial (crushed stone) 
sands, 35 to 45 per cent. Thus, on the average, inerts as they 
come naturally to hand have one-third to one-half of their vol- 
ume as air-space, or voids. Ordinarily, by combining broken 
stone or gravel with sand, in certain proportions, usually about 
two volumes of the former to one of the latter, it is aimed to 
reduce these voids, not entirely or even as much as possible or 
advisable, but only somewhat. This somewhat may reach ass 
low as 15 per cent., if the finer inerts as the sand, are particularly 
well graded naturally; more often it is not less than 25 or 30 
per cent. The balance, whatever it may be, is then offset, as 
best may be, with cement. A typical specification for such a 
mixture would read: 

“The voids in the coarse aggregate are to be filled by an 
equivalent volume of fine aggregate, and enough cement is to 
be supplied to fill the voids in the fine aggregate with (say) Io 


per cent. excess.” 
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Or it might be stated more simply and specifically as 

“The concrete is to be proportioned 1 part by volume of 
cement, to 2 parts sand, to 4 parts broken stone.” 

Of these two specifications, both of which are typical of 
average practice, the former is the more scientific; but neither 
is scientific enough to ensure consistently good results—the object, 
presumably, we are after. In the first place, statement of the 
proportion of cement by volume measurement is exceedingly 
slipshod, for it ignores the fact cement dry from the bag, cement 
packed down, and cement mixed with water, have volumes 
respectively that differ widely, and that it is the volume of 
cement with its requisite water that should be taken into con- 
sideration; secondly, that there is no accurate or real distinction 
between coarse aggregates and fine; and thirdly, that actual 
voids in aggregates is a variable quantity, differing practically, 
not only with every job, but from day to day on the same job, 
even from hour to hour. 

It is some improvement to state the proportions, as many 
engineers are now doing, as one part cement to so many parts 
aggregate, making no longer a distinction between fine and coarse 
aggregates. But this even is not enough. A specification to be 
proper should state, firstly, the maximum size of inerts allowable; 
secondly, the maximum voids ; and thirdly, the quantity of cement 
paste necessary to effect a final filling of the voids and fulfil the 
requirement of a binder for all particles. 

The maximum size of inerts, as governed by the mixing of 
the concrete proper, is fixed usually by the conditions of practice. 
It is of advantage to have it as large as practical, since the larger 
the individual volume the less, relatively, the superficial surface 
to be coated with binder. This follows from the fact that, whereas 
the volume of solids increases as the cube of the diameter, the 
surface increases only as the square. Three considerations, at 
least, work to limit the maximum size of inerts: 

(1) The incorporatability: no particles should be used in the 
mix proper that will not readily merge with it. 

(2) The width of members that are to be cast. 

(3) The location and spacing of the reinforcement. 

By the first consideration the size is limited to about 2 ins.; 
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and by the other two, on occasion, to as fine as 4 in., and seldom, 
in reinforced work, is larger than 34 in. practicable. Two in. 
stone, even, are not easy to mix, and it is probable, for best mixing, 
not larger than I to 1% in. should be used. Other grades of 
inerts are then to be supplied of such sizes and amounts as to 
effect a maximum reduction of voids. It is entirely possible to 
reduce the voids to 10 per cent. and even less; but probably 10 
per cent. is a practical minimum. To fill the remaining voids 
cement must be largely relied upon. 

Not many sizes of inerts are needed. Suppose the maximum 
is fixed at 1 in.; then, as has been found experimentally and may 
be demonstrated analytically, the next size smaller should be, in 
order to fit easily into the voids of the maximum size, approx- 
imately one-fourth as large, that is, in this case, 1% in., and there 
should be about one-half as much of them. The next size should 
be approximately one-quarter of the second, viz., 1/16 in., and a 
volume of them equal to one-half the second size, or one-fourth 
the first; and so on, down to impalpable dust. Probably there 
will not be more than 4 or 5 grades altogether, the finest grade 
comparing with cement in fineness, finer than which it is scarcely, 
possible to go. This law of grading, if represented by a curve, 
would assume the form of a parabola, having its origin at the 
intersection of zero size and zero proportion, and approaching 
coincidence with the horizontal at the intersection of the 100 per 
cent. ordinate and the maximum size abscissa. It will be found 
that the intersection of the 50 per cent, ordinate and 44 maximum 
size abscissa, and the intersection of the 25 per cent, and the 1/16 
size, and so on as outlined above, will fall on or near the parabola. 

By use of such a curve, and the separation of a combination 
of inerts proposed for use into several grades down to dust, plot- 
ting the results alongside the standard curve for comparison, the 
deficiencies can be at once recognized ;—whence the extra propor- 
tion of any one or more sizes, or the proportion of a size not 
present, may be readily calculated, and the deficiencies corrected. 

If there is an excess of coarse aggregate the curve will be too 
flat; if an excess of fine, too high. An excess of fine is particu- 
larly objectionable in that it crowds the cement grains and pre- 
vents their working properly ; moreover, it requires an excess of 
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cement. An excess of cement is also required when there is an 
excess of coarse aggregate. Unlike the other condition, however, 
there is no crowding of the grains. The cement still does not 
function properly, in that it is congested in the large voids instead 
of being distributed in their films and fine points, forming, as it 
were, an interlacing meshwork, entwining all particles. 

Best results obtain when the grading is uniform, from maxi- 
mum to dust, but with no more than Io per cent. of the finest 
grade, which approximates the cement in size and may be re- 
garded as replacing so much of it as finest filler. The cement 
when made into a liquid with water, will have only to coat all 
particles with a thin film and to bridge the few small remaining 
interstices. Nothing but a liquid can perform this office; this is 
an important point and will be referred to later. 

Another point is not to have the aggregate of too near the 
same sizes such as a mixture of 1 in. and 34 in. stone, for the 
reason that the smaller will crowd the larger, preventing it from 
assuming the most compact form; in fact, even so large as % in. 
will crowd the larger size. The desideratum is (1) that the 
maximum size should be free to assume its most stable configura- 
tion, which is when all particles are in as close contact as pos- 
sible; and (2) that the next smaller size should just be large 
enough to neatly fill the maximum interstice, and that there 
should be just enough of this size to fill all these interstices. 
Similarly, the next smaller size should be such in dimension and 
amount as to effect a complete filling of the next largest interstice, 
and so on. 

If this law of grading is observed, it will be found that the 
final total volume about equals the original volume of the maxi- 
mum size, and that mixture will be the most dense of which this 
is the nearest true. 

This points to a practical way to determine upon the best 
proportions, and that is to try a number of different combinations 
of the materials available, and to use that one which gives the 
least volume, or the one nearest the size of the volume of the 
maximum size particles alone. 

The sufficiency of fine particles, and of the cement, may be 
simply gauged at the same time, provided complete mixtures are 
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prepared, as is indispensable to accurate gauging even of the 
inerts, for the particles, no matter how well graded, are not free 
to slip and slide into the position of maximum stability (closest 
contact), until assisted by the lubrication of the cement cream. 
It is an indication of sufficiency of fine material when the voids 
in the coarsest material are just filled, such that when tamped 
lightly a soft mush flushes to the surface. It is an indication of 
sufficiency of cement when this fine material presents a smooth, 
glossy appearance: that concrete or mortar is the densest which 
appears the smoothest. 

The test mixture should be so soft as to quake like a jelly, 
and be ready to flow, for the above indications as to quality to be 
apparent. Similarly, during the deposition of concrete, if it is of 
a proper liquid or semi-liquid consistency, the trained eye of the 
foreman or supervisor can keep track of the quality of the mixture 
almost as accurately as an automatic proportioner, supposing there 
were such an instrument. As a matter of fact, there is no satis- 
factory substitute for the trained eye of the foreman, nothing 
that can detect so quickly and accurately any variations in the 
composition of the mixture, as occur often many times in a single 
day on the average concrete job, due to variations in the material 
or to mistakes of the workmen. 

Another way to gauge the accuracy and sufficiency of the 
grading is by weighing. The mixture weighing the most rela- 
tively, is the densest. If the solidity of the concrete were absolute, 
that is, if the voids were completely filled, its weight would be in 
the neighborhood of 165 lbs. per cu. ft., if the inerts were of 
quartz, 170 lbs. if of limestone, and 180 lbs. if of trap.* A few 
pounds are to be allowed for shrinkage, say 2 Ibs. per cu. ft. for 
moderately wet mixtures, so that if measurement and weight are 
taken wet, this correction should be applied before estimating the 
density. There will be a loss by evaporation, if the concrete is 
allowed to harden exposed freely to the air; if wet-blanketed, 
there will be practically no loss from this source. A weight of 
160 Ibs. for quartz concrete, hardened under favorable conditions 


* Bulletin 344, U.S. Geological Survey, shows under laboratory conditions, the follow, 
ing average weights in lbs. per cu. ft. for concrete of the aggregates stated: Cinders 115, 
Granite 148, Gravel 142, Limestone 146. Proportions: Cinders 1:3: 5, others 1: 2: 4.—Ep, 
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of wetness, with shrinkage allowed for, can scarcely be improved 
upon. This means a solidity of 97 per cent., or a reduction of 
voids to 3 per cent. A concrete this dense will be found prac- 
tically impervious to water, even under considerable head, indeed 
to the limit of its strength. No more can be asked, nor can the 
admixture of any special compound show results superior. 

The size of inerts is not necessarily limited to the maximum 
stated ; if conditions permit as large stone as it is convenient to 
handle may be intermingled with the mass, so long as there always 
is an abundance of concrete or coarse mortar to completely cover 
them. Such stone are called bulk swellers, to distinguish them 
from ordinary inerts. 

Bulk swellers should not be less than 4 diameters larger than 
the largest inert, and preferably still larger, in order that there 
may be no doubt as to the fine material slipping into the voids. 
Especially if the volume of bulk swellers is sufficient to cause the 
concrete proper to occupy the relation to it of a filler of voids; 
but they should in no event be less than 4 times larger, lest they 
act merely to displace or crowd the coarsest inerts, rather than 
an equivalent volume of all inerts. If the bulk swellers are so 
sized, a volume of them may be used equal approximately to twice 
the volume of the concrete proper. Of course, bulk swellers being 
generally added subsequently and individually, relative volumetric 
considerations scarcely figure, but coarser particles may be added 
up to the point where there ceases to be a sufficiency of fine 
material to thoroughly imbed them. 

The maximum size of bulk sweller is fixed only by the char- 
acter of the work and the capacity of the plant for convenient 
handling. If the work is massive in character, as a bridge pier 
or abutment, and a derrick is handy, as large stones may be used 
as the derrick can conveniently manage. Ordinarily, however, no 
larger than one man stone should be attempted, as it will not be 
found economical; again, conditions may be such as to make even 
one man size, or any bulk swelling material at all outside of what 
can be incorporated in the mixing, uneconomical. 

There need be no especial concern as to big stone settling 
through the soft concrete and congesting at the bottom, for there 
is so little difference in the density that large stone will tend to 
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float like a log in a pool, almost but not quite submerged. As a 
matter of fact, excessive agitation of a mass of concrete tends, by 
the principle of buoyancy, to force the large particles to the sur- 
face, that is, if the mass is well proportioned and not too thin. Of 
course, if the mixture is light and watery, the action will be 
reversed and the large particles will tend to congregate at the 
bottom. These matters all indicate the importance of a properly 
balanced mix, a proper consistency, and careful manipulation 
throughout the sequence of operations. 

When large stone are introduced into the mass, great care 
must be exercised to see that they are well distributed, with a 
comfortable margin of soft material all around. The danger is 
that the large stone, particularly if regular in shape, will segregate 
either across or up and down, introducing planes of weakness. It 
is also important that the stone be clean and thoroughly wetted, 
lest the adhesion be deficient. 

The shape of bulk swellers is an important consideration 
likewise ; cubical or square faced blocks are less desirable than 
irregular or well-rounded ones. Square edges act like so many 
wedges, tendinz to cleave the mass as in hardening it shrinks 
around them. Rounded stone, on the other hand, imbed them- 
selves more naturally, the mass in shrinking tending to conform 
to their contour. Irregular shapes tends to key themselves in, 
and to prevent, rather than induce, cracking. Flat stones are less 
desirable even than cubical ones, as their tendency to induce 
splitting is still more pronounced. These objections on the score 
of shape constitute in fact the greatest drawback to the use of 
large bulk swellers. 

An interesting example of the use of large bulk swellers is 
afforded in the construction of the piers and abutments for the 
new concrete arch bridge across the Rocky River at Cleveland, 
Ohio. In this instance huge pieces of rock, as large as could 
be swung into place with a derrick, were introduced into the 
mass at frequent intervals, being first cleaned, dusted and wetted. 
Advantage was taken of these stone, at the conclusion of any 
period of operation, by leaving them protrude about one-half, 
thus providing an admirable key for the subsequent work. It 
is an interesting fact that, although frequently square faced 
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stones were used, no unfavorable shrinkage action showed itself, 
which would indicate that most of the shrinkage must take 
place while the concrete is still plastic enough to conform to the 
rigid outline of the contained block without separating. Hence 
the tendency to induce cracks may not be so serious a matter 
as might be supposed. 

There is another advantage in the use of bulk swellers of 
irregular shapes, especially in that they act as reinforcement, 
forming here and there throughout the mass, so many rigid 
keys locking the parts together, and in this way enhancing both 
the compressive and tensile strength, if not very much in the 
long run, at least an appreciable amount on short time. Of 
course, just how much strength will be added in this manner 
depends largely on the character of the stone itself. This en- 
forces the necessity for a good quality of stone for concrete 
mixtures. 

Bearing on this point, investigations made in -connection 
with one of the bridges recently constructed by the city of New 
York, to ascertain how the strength of concrete might be in- 
creased so as to act as an adequate filler and stiffener to some 
cast pedestal, are of interest. It was found by the addition of 
a certain number of cut nails or spikes per cu. ft. of concrete, 
the crushing and tensile strength were increased enormously, 
one series of tests giving results as high as 18,000 lbs. per sq. in., 
or nearly eight times the ordinary strength. 

Similarly, by the plentiful intermingling of large, irregular 
shaped, more or less elongated, tough bulk swellers to a mass 
of concrete, it would appear that the strength must benefit no 
slight amount. In reinforced concrete work, especially, this 
principle might well be taken advantage of, providing, of course, 
conditions are favorable to it, to the end that the concrete act 
further with the steel to resist tension, thus increasing the actual 
strength of the whole member. Indeed, it is not at all improb- 
able that, in the no very distant future, reinforcement of this 
nature, that is supplying resistance to particles throughout the 
mass, by introducing here and there short pieces of steel, on the 
tensile side especially, will come into use, thus making concrete 
a more truly homogeneous structural material, The same prin- 
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cipal might also on occasion be taken advantage of in columns, 
in order to keep down the girth and avoid the necessity of steel 
cores. 

All concrete may be looked upon as a combination of mortar 
with bulk swellers. Thus the conventional 1: 2:4 mixture might 
be regarded as composed of I part 1:2 mortar and 4 parts bulk 
swellers. The correctness of the rule as to the proportion of 
bulk swellers allowable, a volume of them equal to twice the 
volume of fine material, is now apparent. What, then, it may 
be asked, is the practical use of regarding the bulk swellers 
separately? Just this, that they play no vital part in the proper 
balancing of the inerts from coarse to fine to secure a dense 
concrete, it is the fitness, largely, of the mortar in any concrete 
that determines its density. 

This would indicate the feasibility of a standard concrete 
mixture, one which might be used for any and all purposes, 
differing only in the proportion and size of the bulk swellers 
added. It would be only necessary to agree upon the most suit- 
able and convenient maximum size inert in the concrete proper. 
Larger than 1 in. would scarcely be possible, as already pointed 
out; probably 1 or 34 in. would best satisfy general require- 
ments. The preparation of good concrete, then, would resolve 
itself into the selection of suitable finer grades of material to 
compare with the maximum grade determined upon. Efforts 
in the direction of economy, instead of expending themselves 
in such unworthy ways as skimping the cement, would be con- 
fined to improving the grading, and to incorporating with the 
mass, either during mixing or thereafter, as many and as large 
bulk swellers as conditions favor and judgment approves. If 
bulk swellers are added during the mixing, they should be held 
out until the rest of the material is pretty well intermingled. 
No specific limit need be set as to their amount relative to a 
stated volume of fine material (as measured mixed), except to 
rule that no more of them shall be added than can be readily 
incorporated. An approximate ratio has already been given, 
but this may not always indicate the true proportion, more or 
less; judgment on occasion is the best guide. 

There remains to discuss the function of the cement, about 
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which there apparently prevails much misapprehension. Just 
what does the cement do, and how does it do it? These are 
common questions which demand specific answers. 

What is known to the trade as Portland cement is a mixture, 
partly chemical and partly mechanical, of lime and silica in cer- 
tain well-defined ratios. Pure Portland cement, would consist, 
according to S. B. Newberry,* wholly of tri-calcic silicate 
3 CaO SiO,, which compound may be regarded either as a chem- 
ical combination or as a solid solution of lime in silica, even as 
brine is a solution (but a liquid one) of salt in water. Prac- 
tically Portland cement contains several other compounds besides 
the tri-calcic silicate. In the first place there will be analogous 
aluminates and ferrites, and magnesium silicates, aluminates, 
and ferrites; and in the second place some of the lime and si.ica 
will not be combined at all. One has but to feel a cream ot 
cement to detect the presence of uncombined silica. Of course 
it is aimed to keep these other compounds present in as low 
amounts as possible, especially the magnesia, more than 4 per 
cent. of which is considered harmful and is prohibited by the 
specifications. Alumina and iron are less objectionable, and, 
while adding perhaps little or nothing to the cementing value 
directly, they serve a valuable purpose as a flux in calcination, 
greatly facilitating the combination of the two essential com- 
pounds, lime and silica. It is aimed to use no more iron and 
alumina than absolutely necessary to a satisfactory flux at normal 
kiln temperature. Again, not all of the lime and silica, nor of 
the analogous compounds, are combined in the tri-valent form. 
There is generally some formation of bi-valent compounds, such 
as 2 CaO SiO,, the value of which in the product is not definitely 
known; the higher the temperature at which clinkering takes 
place the more likelihood that only the tri-valent order will be 
formed; and the more tri-valent calcium silicate formed the 
better the cement. Taking all these factors into consideration, 
probably of the average first quality Portland cement, not more 
than 75 per cent. has any real cementitious value, the balance 
represents so much inert matter. 

Tri-calcic silicate, assuming it to be the essential compound, 


* Fournal Society of Chemical Industry, Vol. XVI, 1907. 
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is only potentially cement; it is not actually cement until after its 
union with water. The dry powder, marketed as Portland 
cement, is in truth no more cement than the water with which it 
is finally combined. The two substances occupy the same rela- 
tion to one another as does nitric acid to gylcerine, neither of 
which alone has any explosive value, but together—as _nitro- 
glycerine, or dynamite—they form a very powerful explosive. 
The real cement, then, is the compound that results upon. the 
addition of water. It is composed of calcium, silica, and water 
(H,O), so combined as to form a very stable compound. Tri- 
calcium silicate itself is a very unstable compound, being heavily 
surcharged with basic valencies. Calcium is a base, silica an acid 
and water an acid in the part that they play in chemical reactions. 
We have this, therefore, as the result of the interaction of ultra- 
limed silica and water, in order to produce a stable neutral sub- 
stance, 3 Ca+SiO,+xH,O, the proportion of water being such 
as, with the silica, to just equalize the lime chemically. Six 
molecules of water combined with one of silica will approximately 
balance, in molecular weight, three molecules of lime. 

This compound which may be known as calcium hydro- 
silicate or hydrated silicate of lime, in solidifying cut from a 
heavily concentrated solution at moderate temperatures, assumes 
a gelatinous condition. Other compounds present form crystals, 
which intersperse themselves in the jelly like so many splinters 
in a daub of glue, and add little if any strength to the mixture. 
Moreover, they are more or less soluble, whereas the jelly, once 
it has hardened, is virtually insoluble. This jelly or gel-collowdal 
hydro-calcium silicate, is the true cement. It is indeed a mineral 
glue. Coating all particles and filling all voids, on hardening 
it contracts drawing all parts into the closest possible relation 
and forming a dense, impervious, homogeneous solid. For our 
knowledge as to the formation and action of this gel we are 
much indebted to the German analyst Dr. W. Michaelis, Sr., 
whose painstaking inquiry into the nature of cementitious action 
covers the better part of a lifetime. Dr. Michaelis has always 
contended strongly for the mineral glue theory; now practice 


seems about to bear him out. 
The importance of having a densely graded aggregate, in the 
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light of the mineral glue theory, assumes added weight; also the 
futility of cement as a filler merely gains greater emphasis. 
Cement as a glue is scarcely more potent as a filler of large voids 
than is ordinary glue to compensate for unevennesses in two 
boards; and even as in the case of ordinary glue the greatest 
adhesion is developed when the layer of glue is the thinnest, or 
which is the same thing, the contact of the two surfaces is most 
perfect, so in concrete the greatest strength is secured with the 
most densely graded aggregates, requiring a minimum of cement. 

To promote the formation of colloidal calcium hydro-sili- 
cate, then, becomes of paramount importance in the preparation 
of concrete. Not only is this compound, once hardened, practi- 
cally insoluble, but being a gel it effectually seals all pores, thus 
making the mixture impervious. 

The formation of hydrogel, as this compound may briefly be 
known, is most promoted by heat. It is also promoted by agita- 
tion. It is seriously retarded by cold and excessive wetness. 
Indeed, at low temperatures or from weak solutions, the colloidal 
form is scarcely assumed at all, inferior crystalline sha es assert- 
ing themselves. These facts indicate the conditions that should 
surround the preparation of concrete. Evidently, in the mixing, 
the agitation should be very thorough, in order that the water 
and cement powder may be brought in closest possible contact, 
but there should be very little heat, lest premature hardening 
ensue, heat very greatly accelerating the action. Hence, if heat 
cannot be conveniently avoided in the mixing, as it scarcely can 
on a hot summer day, some measures become necessary in order 
to delay the hardening. A good way is to make the mixture 
over-wet; another, to cover the freshly mixed material as it is 
transported from the mixer to deposital with wet cloths (burlap 
is excellent for this-purpose). Also the completed work must 
be covered to shield it from the direct rays of the sun, and as 
soon as hard enough to bear it, wet-blanketed, with moist rags, 
sand, saw-dust, or some such. Otherwise, the surface will harden 
so much faster than the interior as to seriously warp and twist 
the mass, perhaps also crack it. It is of the greatest importance 
that hardening should take place uniformly. 

If, after the molds are filled, heat could be applied so as to 


is 
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raise the temperature of the mass evenly throughout, the forma- 
tion of hydrogel would be markedly promoted, and the hardening 
go forward thereafter with great rapidity. But, ordinarily, such 
a measure is practically impossible; moreover, it is not nearly so 
necessary in warm weather as in cold,—in late spring, summer, 
and early fall as the rest of the year. 

When the temperature falls below 40 degrees F., the forma- 
tion of hydrogel, no doubt, scarcely takes place at all; neither, 
for that matter, does crystalline formation, what crystals that 
may form being probably flat and polygonal, rather than slender 
and needle-like, and so of little value cementitiously. The very 
chemical activity engendered by the contact of the two affinities, 
water and cement powder, however incipient, generates some 
heat and thus promotes the formation of needle crystals and 
colloids. 

If, however, concreting is to be carried on in the neighbor- 
hood of the freezing point, it is not sufficient to lower the freez- 
ing point of the water, as is commonly practiced, by the addition 
of salt or calcium chloride, but it is quite necessary to apply heat 
in some manner to the concrete after placing, sufficient to raise 
the temperature of the whole mass to a point where favorable 
formation of hydrogel can take place. This temperature should 
not be less than 4o degrees F., and perhaps a minimum of 50 to 55 
degrees F. should be stated; at any rate, vigorous action does 
not set in until 75 to 80 degrees I’. is reached. Such a tempera- 
ture, of course, is scarcely possible of realization in practice, 
except the outside temperature itself be as high; but it should 
be approximated as closely as possible. 

There are a number of methods in vogue for heating the 
concrete in cold weather, but it is beyond the scope of this paper 
to go into detail with regard to them. Perhaps the most efficient, 
certainly the most elaborate, on record, was that used in the con- 
struction of the Butler Brothers’ mammoth new warehouse in 
St. Louis. In this instance not only was heat applied under- 
neath by curtaining off the wall panels and runing salamanders 
within, but the entire scene of operations was tented over and 
kept, by means of salamanders, at a temperature of about 55 to 
60 degrees F. Thus the ccncrete during deposition and for 
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several days thereafter (nearly a week) was protected by a 
blanket of warm air both above and below. Very pleasing 
results were obtained. 

It is not always necessary, at least it does not always pay, 
to protect the work so thoroughly as in the Butler Building. 
Often it is only necessary to deck over the freshly deposited con- 
crete with boards and canvas leaving an air-space underneath of 
1 or 2 ft., and heating by the introduction of steam pipes. The 
pipes should not lay too close to the green concrete, being blocked 
above it at least 6 ins. or insulated therefrom by planking, for the 
heat in direct contact or nearly so is distinctly unfavorable to the 
cement. This method is especially adapted to massive wall con- 
struction. In building construction it is generally necessary also 
to heat underneath the centering; and again, heating underneath 
and decking without heat above, may suffice. It depends some- 
what on the thickness of the members, but mostly on the severity 
of temperature conditions. It is no matter if the concrete freezes 
slightly in transportation, so long as it is thoroughly mixed first 
and sweated out as soon as possible after depositing. Of course, 
if the freezing is considerable, such that the material reaches the 
forms all balled up, it must be thawed out at once in order that 
it may flow to place properly. A live steam line is often of great 
service in this connection. Needless to state, no concrete should 
be placed in forms in which there is ice; here again the live steam 
is most useful, being applied to the forms just before filling. 
These and similar precautions and measures are indispensable to 
success in all cold-weather concreting. 

There are other things that contribute in degree to the 
strength of concrete mixtures, as for instance the amalgamation 
of uncombined lime in the cement with silica in the inerts, or of 
uncombined silica with lime, either a part of the inerts or intro- 
duced purposely, in the form of a powdered hydrate (never 
quicklime), both of which combinations are promoted by heat and 
agitation. The compound thus formed is also hydrogel, a forma- 
tion of which always takes place when lime and silica, in finely 
powdered condition, are brought together in solution. This 
points the way to the value of hydrated lime used in conjunction 
with Portland cement in concrete mixtures; there is always con- 
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siderable excessively fine silica present, sonie in the cement itself, 
other in the inerts; by adding, therefore, a proportion of lime 
hydrate some of this silica can be combined to increase the forma- 
tion of hydrogel. The value of limestone dust, mingled with the 
inerts primarily for the purpose of perfecting the grading, is also 
hereby indicated, the lime uniting with the silica in the presence of 
water to form of itself a cement, improving the adhesion and 
decreasing the permeability. The same fact affords an explana- 
tion of the superior strength (but not permanence) of limestone 
concretes as sometimes noted. It seems that all concrete mixtures 
would be improved by the addition of a proportion of powdered 
lime hydrate, but it is uncertain as to how much, or what propor- 
tion of lime may be used as compared with the proportion of 
cement. Mr. L. C. Sabin, United States Government Engineer, 
reports the results of certain experiments made under his direction 
whereby the replacing of a quarter of the cement with hydrated 
lime, so far from diminishing the strength, increased it nearly 100 
per cent., besides increasing the impermeability, and the replacing 
of so much as fifty per cent. was found to increase the strength 
half as much, or nearly fifty per cent. These are valuable indica- 
tions, and in the light of the present context appear entirely rea- 
sonable. Hydrated lime, at any rate, aside from the question 
whether or not it enhances the strength, certainly is a valuable 
adjunct to water proofness; indeed, if any compound is to be 
added to the mixture for this express purpose, it is doubtful if 
there is anything superior to it. 

As to whether solidified calcium hydro-silicate is the final 
product of hardening, it is difficult to say; probably the eventual 
is a conversion of all the lime into carbonates, by absorption of 
carbon dioxide from the air, or from the contained water in the 
solution, and of all silica (also iron and alumina) into hydrates, 
the strength continuing to increase until the conversion is com- 
pleted. 


REPORT OF THE COMMITTEE ON CONCRETE AND 
REINFORCED CONCRETE. 


By ALFrep E. LINDAU, CHAIRMAN. 


The Committee is not prepared to make any definite recom- 
mendation, and will confine itself principally to a review of some 
of the more important features affecting the use of reinforced 
concrete. 

The adoption of a standard practice* in reinforced concrete, 
is in itself a distinct advance over the chaotic conditions existing 
some years ago. It is, however, unfortunate that these standards 
or rules of practice, which being adopted to cure existing evils 
and to a certain extent the result of an attempt to harmonize a 
number of conflicting views, have been worked out along lines 
so conservative as not always to have given full scope to the 
development of the art. Furthermore, the extreme limitation of 
fields covered by experimental research, has compelled the differ- 
ent organizations in charge of this work to base some of their 
conclusions upon purely theoretical grounds, while the very mass 
of experimental data accumulated along certain lines, has made 
its coalition so difficult a task, as to make it unavailable in crys- 
tallizing the results into rules of practice. On the other hand, 
reinforced concrete in common with other types of construction 
has developed along the lines of commercial necessity requiring 
the most efficient possible use of the materials available, and 
owing to this very lack of recognized rules of practice, such rough 
and empirical methods as load-tests, comparison of proposed with 
existing structures, etc., have been depended upon to insure 
proper construction. The same commercial necessities have com- 
pelled every advantage to be taken of the constructive possibility 
of this material, so that the typical reinforced concrete structure 
of to-day in place-of being merely a combination of simple beams 
and columns, that have so far been the basis of the largest part of 
experimental and theoretical work, is frequently a structure of 


* See Proceedings, Vol. V, p. 454; also Standard No. 7.—Ep. 
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extreme complexity. The results of practice, however, seem to 
prove that the structural members are even stronger than the 
carrying capacity computed according to the recommended rules 
of practice. 

The situation is that a difference of opinion exists between 
the organizations, which have been delegated to recommend 
rules of practice and practical constructors who have been forced 
to consider commercial conditions. It would seem advisable for 
an association of this class, whose interest is in the practical use 
of reinforced concrete, to attempt to secure a reconciliation be- 
tween these varying points of view, to secure consideration on 
the part of the theorist of the results of the practical constructor 
and on the part of the latter a fuller recognition of the theoretical 
principles underlying the development of the art. This matter 
is considered of sufficient importance by the Committee to give 
an outline of the principal differences existing between the rules 
and existing current practice. These differences cannot, of 
course, be outlined as clearly and definitely as could be desired 
because of the variation in practice corresponding to the varying 
commercial conditions throughout the country. At the same time 
it is possible to broadly outline some significant points where 
this conflict is in evidence, and to present a certain amount of 
experimental data upon the points now most clearly in dispute. 

The close competition and intense activity in concrete build- 
ing construction naturally concentrates attention to limitations 
affecting the amount of material used. The allowable working 
stresses in the metal and in the concrete have therefore received 
more attention than any other recommendation. 

Fixing satisfactory values for the tensile stress in the rein- 
forcement of a concrete beam presents some difficulties owing 
to the fact that concrete cracks at comparatively low stresses in 
the metal. The metal stress at which concrete cracks being in 
fact, so low that economy prohibits this consideration as a limit- 
ing condition, consequently the question resolves itself into fixing 
a limit having a proper factor of safety against ultimate failure 
and the size of the crack that may be allowed to prevent the cor- 
rosion of the steel by atmospheric or other influences. 

Laboratory tests have been made to show the effect of at- 
mospheric corrosion in beams where the stress in the metal varied 

20 
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from the usual working stresses to those beyond the elastic limit. 
Tests made by Mr. E. Probst in the laboratory at Gross-Lichter- 
felde in 1908 have been translated and briefly described and sum- 
marized in Appendix I. Examination of these results show that 
even a specially prepared corroding atmosphere is unable to pro- 
duce appreciable effect on the reinforcement in the presence of 
cracks caused by metal stresses equal to the elastic limit or even 
beyond that point. This being the case there is good reason 
for fixing the allowable stress in the metal with reference to the 
elastic limit, rather than points at which cracks may be observed 
in the concrete, unless these cracks are so large as to be con- 
sidered unsightly. 

The apparently successful use of high elastic limit reinforce- 
ment, and the accompanying high working stresses used by many 
designers of recognized standing in answer to the universal 
demand for economy calls for consideration of a higher working 
stress than usually allowed for medium steel. 

Based on the results of experience as well as experiment, 
there is a constantly growing tendency to disregard the compres- 
sive stress in beam action, having regard only for some limiting 
percentage of reinforcement which may be shown to be safe 
against compressive failure. It is quite probable that in estab- 
lishing working fiber stresses in compression we have been guided 
too much by the results of compression tests on cubes and cylin- 
ders instead of on beams. 

Moment factors for slabs incorporated on all sides into beams, 
for slabs reinforced in two directions and for girderless floors 
should be investigated by the Association, as the carrying capacity 
of slabs under these conditions seems to be largely in excess of 
that provided by ordinary rules of practice. In fact the com- 
mittee considers it of great importance to collect available in- 
formation along these lines and to this end presents the results 
of a few tests in Appendix II, which it is hoped will serve to 
throw a little light on this matter, 


APPENDIX I. 


Abstract of Investigation by E. Probst on the Effect of Rust 
Producing Gases on Reinforcement Embedded in the Con- 
Breve. 


One of the important questions regarding reinforced concrete is the 
effect of corrosion on the reinforceiment, more particularly in such struc- 
tures or parts of structures where cracks of appreciable size may be 
found. It is not possible to so design reinforced concrete work as to 
entirely avoid fine cracks. These are frequently caused within the limits 
of the working stresses in the concrete and the steel. 

The question that presents itself, therefore, is whether these cracks 
endanger the strength of the structure or impair its stability in the 
course of time. Should it be possible for a corroding atmosphere to reach 
the reinforcement through the cracks in the concrete, there would unques- 
tionably be some doubt as to the life of the structure. In order to throw 
some light on this subject thirty-two beams were tested, these beams 
being 1.7 meters long, 16 cm. wide and 22 cm. high, reinforced with vary- 
ing percentages and types of reinforcement. 

A special testing apparatus was designed, shown in Figs. 1 and 2, and 
carried out in the following manner: 

The test beams, B B, were placed in position at the same time, 
resting on bearings a a and having a clear span of 1% meters. They 
were loaded at two points symmetrical with the center 0.50 meter apart 
transferring the load, L, in the scale by means of the lever, H H, the 
leverage being 1 to 5. The beam was loaded sufficiently to cause cracks 
to occur in the under surface of the beam. A perfectly tight case, K, of 
sheet iron was fitted around the beam between the two load points and 
connected by rubber tubes to a reservoir containing rust-producing gases. 
After a number of preliminary trials it was found that a mixture of pure 
carbonic acid, pure oxygen and steam produced rust in 24 hours. CO2 
and O were taken from the gas reservoirs and conducted through the 
bottles, F F, so that the amount of gas could be regulated by the valves, 
V V. The steam was generated in a little boiler by means of a gas flame. 
Other details are shown on the figures. 

The principal object of the test was to use such rust-forming sub- 
stances as are found in an attenuated form in the atmosphere and which 
also would give results in a very short time. The beams had all been 
previously subjected to a load of 6,000 kilograms (about 12,500 pounds), 
or with a load causing a stress in the steel close to the elastic limit, 


* Mitteilungen aus dem Kgl. Materialpriifungsamt, Gross-Lichterfelde, 1908. 
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opening up cracks of considerable width. COs and H.O was applied for 
three days, after which the concrete was removed and the steel examined, 
with the result that no corrosion could be detected. Such preliminary 
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FIG. I.—GENERAL ARRANGEMENT OF TESTING APPARATUS. 


tests were carried out with several beams for two or three days. Only 
the application of oxygen, carbonic acid and steam could produce rusting 
and the COz was applied in order to accelerate the effect, 
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Beam 38, which had previously been loaded with 6,000 kilos. and 
tested with a load of 5,930 kilos. in the corresponding atmosphere, was 
broken at the end of three days after being subjected to O:, HO, and 
steam and CO. without showing any corrosion of the steel. In order to 


LLEVATION OF CorncrReETE BEA, 


FIG. 2.—DETAILS OF APPARATUS SHOWN IN FIG. I. 


show the effect of this combination, a beam from which the concrete had 
been removed below the bars was put in the apparatus and after 24 hours 
all the bars were completely covered with rust, demonstrating that the 
above mixture very quickly corroded the steel, whereas CO, and H.O 
alone were unable to do so, 
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To determine the corrosion of the reinforcement through cracks in 
the concrete the following investigation was made: 

First, the beam to be tested was loaded to a point at which cracks 
appeared and then was put into the testing apparatus and loaded again. 


TABLE I.—REpoORT OF THE RESULTS OF THE RUSTING TESTS. 


Mixture of gas in each case is CO,+O0+H,0, except Beam 54, where 
mixture is CQ,. 


Prelimi-| Pinal Date of 


Beam | Age, nary Applica- |Time, Effect. 

No. days. Load, oe tion, days. 
pounds. . 1907. 

21 134 10,000 10,900 TIT. 25-27 3 | lo rust could be found. 
22 145 13, 200 13,100 IV. 4-6 3 airs hele Ve 
23 131 9,900 10,900 | III. 25-27 3 ss : ee owe ns 
24 144 13, 200 13,100 Ill. 46 2 bb .. i - hy 
25 116 9,900 10,900 | III. 11-13 3 i ee {ees 
26 116 9,900 10,900 III. 11-13 3 : S ES: scent a 
27 117 9,900 10,900 | III. 14-16 3 Y : ie Sie Sf 
28 17 9,900 10,900 III. 14-16 3 id Tigi ot 
29 116 9,900 10,900 | III. 18-20 3 aes na ee SS 
30 116 9,900 10,900 | III. 18-20 3 ele ed a ‘ 
31 117 9) ROC | ne EVE eh 
32 117 9,900 10,900 III. 21-23 3 | i 6 ss oa oe 
33 137 13,200 13,100 IV. 8-10 Sit ile oe eee oe f 
34 142 16,600 13,100 IV. 11-138 38 | Along 3 larger open cracks intense 


rusting was found extending per- 
pendicular to the reinforcement. 
37 134 16,600 13,100 TV. = 810 3 | The concrete had moved along the 
steel so that a large horizontal 
crack occured. Here the bars 
were intensely rusted for a length 
of about 4”. At another place 
the rusting was about 0.6” long. 


38 139 13, 200 13,100 IV. 11-13 3 | No rust could be found. 
40 171 13, 200 13,100 IV. 15-17 3 Ke i” 2 i os 
41 143 15, 500 13,100 IV. 22-24 3 | A slight rusting was found where 
crack was. 

42 156 9,900 10,900 V. 16-18 

pes 11 | No rust could be found. 

7-81 
43 141 9,900 13,100 | IV. 22-24 3 ines ene - 
44 154 13,100 10,900 IV. 29-39 3 ce ee a 
45 155 13, 200 13,100 V. 6-8 3 | Slight rusting at the cracks. 
46 154 13, 200 13,100 V. 18-15 3 | No rust could be found. 
47 181 16,500 13 100 V. 6-8 3 | Slight eee at the places of 

cracks. 
48 180 13, 200 13,100 V. 13-15 3 | No rust could be found. 
51 102 13, 200 13,100 V. 18-20 3 os = 3 a 
52 102 13,200 13,100 V. 18-20 3 ad ¥e ? ; ss 
53 117 9,900 10, 900 V. 16-18 
Vv 20-25) 12 ‘ ‘ reo “ 

27-31 

54 114 13, 200 13,100 IV. 29-31 3 : . 3 ca 


Under a constant load the application of the corroding mixture was con- 
tinued from seven o’clock in the morning until four o’clock in the after- 
noon every day, and during the night the boxes were removed and the 
cracks exposed to the air. After the expiration of the time fixed for the 
test all the concrete was removed and the steel investigated as carefully 
as possible, doubtful places being examined under a magnifying glass—it 
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might be mentioned here that the steel bars used in this test had been 
cleaned before embedment and were not painted with a cement mortar. 
The results are shown in Table I. It is interesting to note that the bars 
after the removal of the concrete where the rust spots did not show were 
as bright as before embedment. 

Recapitulating the results, we find, 

1. Up to a loading of 6,000 kilos., corresponding to a steel stress of 
2,500 kilos per sq. cm., or about 36,000 Ibs. per sq. in., no corrosion could 
be produced even with the most concentrated rust forming materials, 
in spite of the fact that the cracks opened up comparatively wide under 
these loads. The test of beam 53 was continued for twelve days under a 
load of 4,530 kilos. ‘without interruption, and it was absolutely impossible 
to find any formation of rust. 

Rusting could be produced only after the beam had previously been 
loaded with 7,500 kilos., which load is near the ultimate load of the beam, 
and in which case the steel had passed the elastic limit. 


FurTHER REFERENCES. 


Schumann* states that in cases investigated regarding the effects of 
carbonic acid and water on cement and discussing the destruction of 
cement mortar in spring water reservoirs, have always shown that 

1. The water was very pure, containing few mineral substances. 

2. The water contained at the same time free carbonic acid in solution. 

3. The reservoir had to resist a constant flow of water. 

Conditions 1 and 3 alone are sufficient to attack the cement mortar 
because very pure water dissolves and carries away the calcium hydrate 
of the cement which is segregated during the setting of the cement 
mortar. If carbonic acid dissolved in water is added, calcium bicarbonate 
is formed, which is soluble in water. It can be seen from this that free 
carbonic acid and water can destroy a thin cement covering over the steel 
and cause corrosion, but if we consider the small amount of carbonic 
acid in the air the formation of bicarbonate by the carbonic acid which 
the air contains seems impossible if the steel is provided with a thin 
cement coating. The combination of such concentrated rust forming 
substances as were used in our test will occur very infrequently, and even 
if they should there would be no danger of rusting so long as the cracks 
are not large enough to allow the corroding atmosphere to penetrate to 
the steel, which can only occur after the elastic limit of the steel has been 
passed. 


* Deutsche Bauzeitung, 1905. 


APPENDIX II. 


Extracts of reports on tests of slabs reinforced in two directions 
published in Beton und Eisen, 1909. 


The official Prussian regulations require the design of slabs reinforced 
in two directions to be in accordance with the formula M=WHL’/12, while 
the Hennebique Company build their floors of this type, according to 
formula M —WL’*/30, on the assumption that the edges are partially fixed. 

The object of the tests, made by a contractor in Augsborg, Germany, 
was to show the carrying capacity of slabs reinforced in two directions 
and to compare the results with the formula. 

The first slab was built resting on I beams laid flat on wooden frame- 
work and concreted between the flange, the support being arched so as to 
allow the slab to rock on its bearing in deflecting under load. 

The concrete was composed of— 


I part Portland cement, 

2 parts washed sand, 

3 parts gravel varying in size to °/1o in. 

The clear span in direction A=11 ft. o ins. 

The clear span in direction B= 9g ft. g ins. 
Thickness of slab= 3% ins. 

The outside dimensions are 10 ft. 9 ins. x 12 ft. o ins. 


Reinforcement.—In direction perpendicular to A—31 round bars 3 ins. 
diameter, spaced from 3% ins. to 5 ins. on centers. 

In the direction perpendicular to B—z25 round bars 3 ins. diameter, 
spaced from 3.9 ins. to 5.9 ins. at the edges. 

The crushing strength of concrete at 31 days, 2,300 lbs. per sq. in. 


The load was applied in the form of cement bags, short pieces of iron, 
etc., with the following results: 


Loads in Ibs. per. sq. ft. Deflection in ins. 


3725 egies oe ee he Siciets aie Ee 0) 

(0) I MSR IN APNE HES Siclnibioka Lis ath dS a Sumamone AS 09 
L455 - seis. ar oheliotatteve oyteone telegram ee ete sis) 
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At this point loading was discontinued for the evening and resumed 
the next morning. The deflection increased over night to .75 inch, and 
at this point the first hairline cracks were observed. This loading was 
continued and at 466 lbs. per sq. ft. numerous cracks appeared in the direc- 
tion of the diagonals, the largest being about .03 in. wide, the large 
cracks appearing between the center of the slab and the corners. At this 
stage the load was partially removed, re-arranged and increased to 688 Ibs. 
per sq. ft., including the weight of the slab, and allowed to remain for two 
days, at which time the deflection was 2% ins. and the largest cracks 
from .04 to .05 ins. wide. 

The surface was carefully examined after removal of load for signs 
of failure in compression, but no evidence was found that the concrete 
was crushed at any point. 


Note.—The resisting moment per ft. of width of slab is 9,650 in. lbs. 
for 16,000 lbs. per sq. in. in the steel and 11,000 in. lbs. for 650 lbs. per sq. 
in. in the concrete, consequentily the strength is governed by the tensile 
strength of the reinforcement. The carrying capacity on the basis of 
M=WHL’/12, W = 102 lbs. per sq. ft, and for M=.62 WL’/8, W =110 
Ibs. per sq. ft. 


The latter results are accordant with Standard No. 4 of this 
Association, Standard Building Regulations for the Use of Rein- 
forced Concrete, in which the load is distributed in the ratio 
r =B*/(L*+ B*), giving a factor of safety of about 6. 


TEsT OF 3 IN. SLAB OVER STAIRWELL. 


This test was made by the same contractor as in the case noted above. 
The slab was partially fixed at three sides by the walls of the stairwell 
and on the fourth side by a heavy reinforced concrete beam. 


The slab was composed of 1 part Portland cement, 
t “ washed sand, 
ame otay cls 

Thickness of the slab 3 ins. 

Clear span direction A=og.1 ft. 


ss B—o2rit 


Reinforcement.—12 round bars 0.3 in. diameter in each direction, 
ends bent up and hooked. Between these bars in the middle of the slab, 
9 round bars 5.5 ft. long only, but with hooks on the ends same as the 
bent up bars corresponding to .62 per cent. reinforcement in the middle 
and one-half that amount near the edges, 
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The slab was tested 28 days after the concrete was placed, with the 
following results: 


Load in lbs. per sq. ft. Deflection in ins. 


ATR Sine Sos Re CEE EEE TAA One fo) 
O2 ek ee Pac pciod Fea Cer eee EL ah ee 04 
TAA Owe eat en Ree OP Te .06 
TOS Snore e ne ne ee Rees ney Ail 
This load remained one hour without increase in deflection. 
QAP hae hae 8 Geer NR eee RA OT CO 18 


After 15 hours this increased to .27 in., at this point the test was 
stopped because of signs of failure of the supports. No cracks could be 
found either on the under side nor on the upper_surface near the supports 


where the load had been removed for a short distance to enable observa- 
tions to be made. 


DISCUSSION, 


Mr. ArtHur N. Tarsor.—Information is desired on tests mr. Talbot. 
which have been made on various parts of building construction, 
particularly of slabs, either as members of a building or sepa- 
rately constructed for the purpose of testing. If such data is of 
a character to permit the drawing of conclusions, it would be of 
great value. Surely if such information is not available, this 
line is one along which the committee may well direct its efforts 
in securing tests. 

Mr. Henry C. TurNner.—With reference to the subject of Mr. Turner. 
regulations to be adopted by this Association to govern the design 
of reinforced concrete, in view of the difference of opinion among 
engineers regarding the proper design of beams, girders and 
columns, I would suggest that the coming year be spent in further 
investigations. 

At present we have committees recommending VL/12 for 
the positive and negative bending moments of continuous beams 
and girders, others recommending VL/io for the positive 
moment with the stipulation that 50 per cent. of the metal shall be 
bent up over the supports, and still others adhering to WL/8. 
The recommendation of WL/12 for the bending moment for con- 
tinuous beams and girders has the support of the Joint Com- 
mittee on Concrete and Reinforced Concrete, but many of us 
are as yet unwilling to make the changes in the construction of 
beams and girders which would be necessary by the acceptance of 
the negative moment of WL/12. 

This subject should be given considerable study by our 
Committee, and if possible a series of tests made on entire bays 
to determine the bending moments resulting from continuous 
action. For this purpose it should be possible to secure the finan- 
cial assistance of a large number of companies. 

Further investigations are also very much to be desired in 
connection with the safe design of reinforced concrete columns. 
Very few tests have been made on large columns. I would like 
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Mr. Turner. to see our Committee direct the construction and design of a fair 


Mr. Lindau. 


Mr. Perrot. 


Mr. Talbot. 


number of columns both hooped and vertically reinforced. Work 
of this nature must be done by some association; it is too large 
for an individual to undertake. 

Mr. A. E. Linpau.—I had occasion at one time to test a 
panel 20 ft. square, with a beam in the middle dividing the panel 
into two sections of 10x 20 ft. The slab was 4 ins. thick, with 
about 7/10 of 1 per cent. of reinforcement in one direction and 
with one or two transverse bars in the other direction. The floor 
panels were similar or identical with a floor construction, which 
was designed for 150 lbs. per sq. ft. floor load. The entire panel 
was tested to a load of about 800 lbs. per sq. ft. under conditions 
in which precaution was taken to prevent arch action. The 
panel was not destroyed. There was a very considerable deflec- 
tion, about 3/4 of an inch, and cracks showed on the under side 
of the slab. The panel returned to its original position after 
removal of the load. In this case the carrying capacity was far 
in excess of that computed according to the ordinary methods, 
due to the restraint at the ends, or carrying loads in both direc- 
tions. This being a type of floor construction in general use, it 
might be only fair to take into consideration the carrying capacity 
in the designs, if it is found after careful and scientific tests that - 
we are justified in doing so. 

Mr. EmiLe G. Perrot.—I would like to ask Mr. Lindau if 
he has looked into the subject of columns, especially hooped 


columns. The theory of Considére for hooped columns seems to 


be generally accepted, but I have found no formula for calcu- 
lating the stress in a hoop and have devised one myself.* If 
hooped columns are to be used in buildings, the experimental data 
which has been obtained both in this country and in Europe, 
should be analyzed and some definite formula derived. Of course, 
many have made tests, but nearly all have assumed that Con- 
sidére’s theories are proper ones, and adopted that method. I 
am not so sttre that they are right and that there is not some other 
method of arriving at the hooping stress. 

Mr. Tarsot.—There is no unanimity of opinion in this 
matter. Many people still hold that Considére’s formula is a cor- 


* See p. 346.—Ep, 
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rect one, and possibly it is applicable, so far as the ultimate Mr. Talbot. 
strength of hooped columns of a limited length is concerned. 
The opinion advanced by the Joint Committee on Concrete and 
Reinforced Concrete seems a reasonable one: that hooping is of 
advantage in giving toughness to the column; that the strength 
added by the hooping cannot be realized within working stresses ; 
that this added strength is useful as a factor to cover emergencies, 
accidents and possible poor construction. For these reasons the 
Joint Committee recommends that where the hooping used was 
I per cent. or more of the volume of the core, a higher working 
stress should be permitted in the concrete and that no further 
allowance be made. That is to say, instead of giving a value to 
the strength of 1 per cent. hooping, the recommendation is that 
the working stress in the concrete be increased from that for 
plain concrete, and that nothing be allowed for the hooping itself. 
The amount of shortening which occurs in a hooped column 
before its ultimate strength may be utilized is much beyond what 
would be permissible in building construction; and if we would 
allow a factor of safety of 2 to 3 on the ultimate strength, the 
amount of shortening for this load may yet be beyond a permis- 
sible amount. 

One other feature has not generally been taken into consid- 
eration, the effect of the length on hooped columns. Ordinary 
concrete columns have practically the same strength at the upper 
limit of length as would be obtained with a short column. That 
is to say, a column of 15 or possibly 20 diameters, reinforced 
longitudinally, will have within about to per cent. of the strength 
of a short compression piece of 2 or 3 diameters, except as: there 
are more chances of having poor spots in the longer columns. 
This can be. shown analytically and has been shown by tests. 
With the hooped column, the stiffness of the columns during the 
time when the hooping is effective, is very small in comparison 
with the stiffness of plain concrete. The ratio between the addi- 
tional strength gained by hooping and the additional shortening 
obtained by the hooping is perhaps only 1/16 as much as what 
we term the modulus of elasticity of plain concrete. This low 
ratio results in making the column formula for hooped columns 
very important, so that with a hooped column of 20 diameters in 


Mr. Talbot. 


Mr. McCullough. 
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length the effect of the hooping, the added strength produced by 
the hooping beyond the strength of plain concrete, may not be 
more than—I am speaking from memory now—25 per cent. of 
that which would be obtained with a hooped column 2 or 3 
diameters long—a very great difference. This result has been 
shown by tests, and an analysis indicates that it is reasonable. 

Still another matter about the hooped columns. Many people 
do not follow the requirements of Considére and the regulations 
of the French Government, that the pitch of the hooping shall not 
be more than 1/7 of the diameter of the core. Experiments made 
on hooped columns with practically the same amount of hooping 
in all cases, and with pitch of spiral of 1/12, 1/6, 1/4 and 1/3 
the diameter, show that when the pitch becomes less than 1/6 of 
the diameter the hooping is quite ineffective; and for hooping 
with pitch 1/4 of the diameter there is but very little added 
strength. 

The same information should be applied, it seems to me, 
when we consider the strength of columns made up of structural 
steel bars, laced or banded together. The ordinary idea, I believe, 
is that this lacing or banding sufficiently restrains the concrete 
to make it act as a hooped column. I do not see how this can be, 
as these flat bands will first act as beams, and they have very 
little stiffness, and the volume obtained after these bands bend 
will be much more than the volume before. It is not to be 
expected that the lattice bars will bring any hooping effect into 
action. ‘Vests seem to show that lacing is very ineffective’ in 
producing restrained concrete. 

Mr. Ernest McCuLttoucu.—I have noticed a number of 
columns in which the spiral was very rigidly connected to the 
upright or longitudinal reinforcement and have wondered if that 
was not really a detriment. I have been under the impression 
that the function of the longitudinal reinforcement should be to 
hold the hooping in place, so as to preserve the pitch. In many 
of the manufactured columns on the market I have wondered if 
the effect of rigidly connecting the spiral hooping to the vertical 
members does not produce a condition very similar to that in 
banded columns. 


The experiments that were made and reported sometime 
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ago* on concrete reinforced with nails led me to wonder how a Mr. McCullough. 
column with longitudinal steel in some sort of web, either ex-  * 

panded metal, wire mesh or something of that kind, would act if 

put in about every 3 or 4 ins. across the column, so that there 

would be layers} of reinforcement through the concrete. It might 

have the effect of increasing the strength of concrete very much, 

as it was increased by the adding of nails. 

Mr. Linpau.—The only column tests that have been made, Mr. Lindau. 
to my knowledge, in which the concrete was taken from batches 
mixed during the construction of a building and handled by 
workmen engaged in actual construction, showed remarkably 
good results. The carrying capacity over the entire area of the 
column averaged about 3,800 lbs. per sq. in. The test columns 
were made of 1: 2:4 limestone concrete about 8 ins. square and 
8 ft. long. 

It has been my practice to use hooped columns only in 
exceptional cases where the matter of space was of greatest im- 
portance, and in others to consider the hooping as an added factor 
of safety. Hooping is undoubtedly the most efficient form of 
column reinforcement, but it is a questionable practice to use 
excessive stresses because of the tendency of the outer layers to 
flake off. 

Mr. Perrot.—We have a building where we allow 1,000 lbs. Mr. Perrot. 
per sq. in. in the concrete and the hooping increases the strength 
to 12,000 lbs. per sq. in. on the longitudinal reinforcement. They 
load up to 12 per cent. longitudinally. A six-story building has 
hooped columns of about 22 in. in diameter, taking the 2 ins. of 
fireproofing, and the hoops are 17 ins. in diameter. I have col- 
lated results of all tests on hooped columns I can find, both in 
this country and abroad, and on analyzing them I find that the 
best reinforcement is cement, with hooping second. A 1:1:2 
column or a 1:1 plain mortar column, will stand as much as 
any reinforced column that can be devised with a 1: 2: 4 mixture. 
We have compromised on the proposition and use I cement, I 
sand and 2 stone for hooped columns, and then add reinforcement 
to bring the column within reasonable size. 


* Proceedings Am. Soc. Test. Mats., Vol. IX, p. 514. 
+ See p. 107.—Ep, 
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Mr. Linpau.—It is not the intention of the Committee to 
disregard the tests which have been made on hooped columns 
and arbitrarily take the stand that the hooping is not a satisfac- 
tory form of column reinforcement, but that the present con- 
sensus of opinion seems to be against the use of exceedingly high 
stresses in hooped columns solely because they have an ultimate 
strength far beyond the ordinary reinforced concrete columns. 
It is confusing to judge the carrying capacity of columns by 
noting that columns designed for certain floor loads have stood 
the test of time and actual use, because it is rarely that columns 
are called upon to carry their full quota of floor load for all of 
the floors, and if they do, the total load must be distributed over 
the entire section of the columns. 

If the column is designed for a stress of 1,000 lbs. per sq. in. 
inside of the hooping, that may mean a stress of not more than 
600 Ibs. per sq. in. over the total area of the column, if the 
ordinary rule of using 2 ins. of concrete for fireproofing is fol- 
lowed. At this stress there can, of course, be no evidence of 
failure. 

Mr. Perrot.—Mr. Lindau stated that in figuring a column 
the fireproofing was included. A plain column is not ordinarily 
fireproofed to a depth of 2 or 3 ins. If 2 ins. of fireproofing are 
added to a hooped column, in order to do justice the same thing 
should be done to the plain column. 

Tue PRESIDENT.—In some formule a unit stress of 1,000 
Ibs. in compression is allowed on concrete within the hooping. 
However, figuring the allowable load that can go on the column 
within the hooping, as distributed over that entire area of the 
column, including the fireproofing, the actual load on the column 
would be within the allowable unit stress for the unreinforced 
column. 

Mr. Linpau.—The point I wish to make is that within the 
working stress it would not show any stress on the column. 
There would be no signs of stress on the surface, therefore, no 
means of telling whether the column was within the limits of 
safe practice. I think there is no question of the possibility of 
designing a column, using a high unit stress inside the hooping, 
that would show a less cost per lineal foot than a plain column. 
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But it is a little difficult to say whether the column is overloaded 
or not without a series of careful measurements of deformation. 

In designing plain concrete columns the same amount of fire- 
proofing is allowed as in the hooped columns. That is, in design- 
ing a plain concrete column, there is added to the area carrying 
the load 1 or 2 ins. for fireproofing purposes, or the same amount 
as if the hooped columns were used. 

Mr. Perrot.—That is not common practice. 

Mr. Linpau.—It is quite common practice throughout the 
West, which [ happen to be more familiar with than with the 
practice in the East. 

Mr. Tavsor.—It occurs to me that too frequently in the 
construction of columns with longitudinal reinforcement, the 
latter is placed too near the surface of the column. I know that 
the idea is, that by placing the reinforcement close to the surface 
of the column there will be an advantage in stiffness, there will 
be more resistance to flexure, in case tension should ever come 
upon the column. The chance of tension coming on the side of a 
column is very remote, particularly in the lower stories of a build- 
ing. So far as the compressive strength of a column with longi- 
tudinal reinforcement is concerned, it seems to me that it is much 
better to have the rods well distributed over the cross section of 
the column, rather than have them close to the surface. Surely 
they ought to be nearer the center of the column than usually 
placed. 

THE PRESIDENT.—The question of fireproofing is one on 
which a great deal of information is needed. Just exactly how 
much or what should be the character of the protection or the 
insulation of the loaded members is a problem yet to be solved. 
I think until we get more definite data on the behavior of the 
protection in case of fire, we are apt to exact conditions and 
require things that may not be necessary. The round column 
seems to offer better resistance to fire, and perhaps not require 
so much insulation as the square column, where the two faces, 
submitted to the action of heat, transmit a great deal more heat 
to the reinforcement. I think it is the duty of our Committee on 
Fireproofing to crystallize the information availabie, and then, 
perhaps, provide us with some definite statement as to what 


constitutes good fireproofing. 
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I think Mr. Perrot is correct in his statement that it is not the 
practice to fireproof a plain column. It is, however, certainly as 
necessary to protect a plain column as a steel column or any 
other form of column. If a given area required to carry the 
load, is figured at a certain unit stress per sq. in., it is manifest 
that it will not be sufficient in a fire that may reduce the factor of 
safety to such a low point as to endanger the whole structure. 
It is, therefore, necessary to provide outside the portion of the 
column that is to carry the load sufficient concrete to properly 
insulate the column in case of fire, whether the column be plain 
or reinforced with metal. Mr. Talbot brought out earlier that 
one of the advantages of the hooped column is its toughness. 
While plain columns may be amply sufficient, the failure which 
may occur under maximum load is very sudden, whereas in a 
hooped column it is gradual. This is an additional factor of 
safety. 

Mr. Tatsot.—I am glad to have a statement favorable to 
the use of rich, dense concrete for column construction brought 
out, and I was pleased to hear Mr. Perrot tell about the 1: 1:2 
mix which he is using. This has long seemed to me as one line 
along which improvement in building construction might well be 
made, and that both by using the richer mix and by so choosing 
the materials as to get dense, strong concrete, our work in column 
construction may be very much improved. All the tests that 
have been made and the information that we have about building 
construction go to show that concrete may be obtained by these 
methods which will give far stronger and better column construc- 
tion than is usual. 

In the matter of tying longitudinals stiffly to other parts, I 
think we may not appreciate fully, but we may think at least of 
the effect of shrinkage of concrete in setting. If we have con- 
crete placed into what becomes a stiff receptacle, as, for example, 
within a structural steel frame, the effect upon the concrete may 
be troublesome. We may get a less dense concrete and hence a 
less strength than we should if the concrete had better opportunity 
to shrink in every direction. 

Mr. Prrrot.—Referring to the matter of corrosion, we 
happened to have the very great advantage of tearing down a 
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building we built four years ago of reinforced concrete. It was a Mr. Perrot. 
boiler house and engine room with the boilers on the first floor, 
and, as is unusual, the engines on the top floor, which subjected 
them to a great deal of stress. The generators and engines, a pair 
of them, weighing many tons, were on about a 22 ft. square span 
which was reinforced with metal. In tearing the building down 
it was necessary to use dynamite, as we could not take it down 
by any other means. So much dynamite was used that the people 
in the buildings nearby became so afraid that they threatened to 
have the contractor arrested if he continued, but he was very 
nearly done by that time and got along all right. 

When we examined the steel in the concrete, especially that 
over the boilers, where sulphurous gases had been arising all the 
time for four years, we found no evidence of corrosion or bad 
results from the action of gases, either percolating through the 
concrete or any other way they might get there. In other words, 
the building was better the day we tore it down than a year or 
two before. 


The President. 


Mr. Lindau. 


TOPICAL: DISCUSSION-“ON CONCRETE-AND 
REINFORCED CONCRETE. 


SELECTION OF MATERIALS. 


THE PRESIDENT.—One of the most important things that has 
to do with the use of concrete is the selection of the materials, 
a matter which receives very little attention. While there are 
elaborate specifications for cement and for most of the other 
structural materials, we rarely see a detailed specification relating 
to concrete. We are rapidly reaching a point where the necessity 
for stipulating a definite strength for mortar and concrete is 
becoming imperative. I believe in the next few years we will 
find in all specifications a requirement fixing a definite strength 
for the concrete. I believe it is evident that by fixing a com- 
pressive strength for .the concrete we will in a measure govern 
the character of all the materials of which it is composed. 

The design of a structure must necessarily depend upon the 
strength of the material of which it is composed. In the design 
of the concrete structure, it is the practice to assume a compres- 
sion value of the concrete regardless of whether the material 
actually used has this strength or not. Only in rare instances is 
the concrete tested. 

The average concrete structure is designed with the factor 
of safety of 4 and if the strength of the concrete actually used is 
1,000 pounds where the assumed strength was 2,000 pounds it is 
evident that the structure has not a factor of safety of 4 but of 2 
only. It would seem, therefore, that it should be the endeavor of 
the constructor to take every means to insure concrete of that 
strength being used in a structure that was assumed in its design 
and the material should be so proportioned and mixed as to secure 
the requisite strength. This to my mind will be the development 
of the future and a much more careful study of the materials will 
be given than has heretofore been our practice. 

Mr. Atrrep E. LinpAu.—The matter of selection of mate- 
rials is one of the most important things that we have to consider 
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in connection with concrete. There is a great deal of informa- 
tion needed regarding materials suitable for concrete and concrete 
work throughout the country, which information should be avail- 
able for contractors and engineers interested in concrete. Data 
as to the effect of various kinds of sands on the cement has not, 
as far as I know, been published up to this time. 

THE PrestDENT.—The Chair would say that the question of 
sand is one of the most important factors in the making of con- 
crete. In the popular sense “sand” is a very indeterminate 
material and a partial survey of the various sands in this country 
convinces one that this material has a range of quality so wide 
that it is evident in framing specifications, the use of the word 
“sand” without some qualifications which would regulate or con- 
trol its character, is of very little value. So many things affect the 
character of the sand that it is almost impossible to enumerate 
them. The sand may be too fine, the particles too soft, or it may 
be of one size or it may contain a very large percentage of 
deleterious matter, and again it may not be well balanced, that is, 
it may contain a large percentage of either very fine material or 
of very coarse material. Without the requisite tests it would be 
almost impossible to determine the proper proportions in which 
the sand should be used. 

The proportion in which the material is to be used will depend 
largely on the strength that is desired for the concrete and this 
proportion should be so fixed as to secure a maximum density. 
I believe that the proportion should be stated in terms of maxi- 
mum density, that is, one part of cement to the total number of 
parts of aggregates. Just how the materials composing the con- 
crete are to be proportioned necessarily depends on the materials 
themselves. 

The practice of assuming arbitrary proportions, 1: 2:4 or 
I: 3:6, cannot be too severely condemned and we should have 
specifications requiring a density of 1:6 or 1:9 and then make 
it the duty of the engineer or contractor to determine the actual 
proportions of his materials from some simple field tests. 

The study of these materials may show that the strength may 
be greatly increased by washing, that is, by removing the fine or 
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It often happens that a well graded river gravel can be used 
without any admixture of sand or that for stone a run of the 
crusher requires a very small percentage of sand in order to 
secure the requisite density. The character of the crushed stone 
and gravel are so variable and so very largely affected by the 
quality of the material itself that it is impossible to make any 
general regulations covering their use. All materials should be 
studied separately and their proportions fixed so as to secure 
maximum density. 

It often happens that a 1: 6 density is required where a very 
soft aggregate is used, whereas a 1:9 density would be sufficient 
in the case of a very hard aggregate. We must certainly get into 
the habit of making density and strength tests in the field and so 
fix our proportions as to secure the strength assumed in the design 
of the structure. 

Mr. W. F. WisELoceL.—If you take any of this Lake Michi- 
gan sand that has been blown up in these hills and put it under a 
microscope, you will find smooth spots, and we have been unable 
to make a good block with it. The sand should be screened from 
gravel and have good sharp corners. Of course, coarse gravel 
or small stone is also necessary so as to fill the voids. I do not 
believe as dense and strong a concrete can be made with sand, 
even from the best gravel pit, as with an additional coarse 
aggregate. 


HANDLING OF CONCRETE. 


THE PRESIDENT.—The method of handling concrete Mr. 
Hoff suggested in his paper* is well worth consideration and 
development. While the method described was made necessary 
by the conditions yet I believe the necessity for keeping the 
materials together and preventing the separation of the cement 
and the aggregate is highly essential; where a chute is used for 
depositing the concrete it should be kept full so that the material 
will flow from it in a solid and continuous stream. 

This method has been used at St. Louis in the construction 
of several reinforced concrete buildings and I think is likely to 
be extensively used. It, however, frequently happens that each 


* See p. 180.—Ep, 
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batch of material goes down this chute in such a manner as to The President. 


cause a separation of the cement and aggregate which is extremely 
objectionable. It would seem that some arrangement should be 
made by which the chute is kept full during the operation. 

Another essential in the use of this method is that the con- 
sistency shall be such that the material shall flow readily without 
being too dry or too wet. Such consistency may be properly 
described as viscous and can be obtained by a thorough mixing 
which also insures a better density and therefore a greater 
strength. 

A most careful study of the operation of mixing and placing 
concrete will, in my judgment, result in a greater density and 
much better concrete. : 

Mr. CLroyp M. CuapMan.—A concrete storehouse for the 
storage of material in bulk was constructed in Iowa and the walls 
were built similar to a dam, very heavily reinforced with but- 
tresses. The contractor erected a combination elevator, conveyor 
and mixer, and a 16 in. screw conveyor, starting far enough from 
the building so that it reached the proper height when tipped up 
at an angle of about 30 deg. The stone, sand and cement was 
delivered by wagon and shoveled into the bottom end of the con- 
veyor, which mixed and delivered the material at the top of the 
wall. The water was added about 6 or 8 ft. from the discharging 
end of the conveyor. In order to deliver the mixture at different 
points on the work there was installed another section of conveyor 
into which the first conveyor discharged, always adding the water 
just before the mixture reached the final discharge point. The 
travel of the mixture was far enough to get a very thorough mix, 
and the result as shown by some of the completed walls was a 
beautiful and uniform surface. 


Joints Dur to Stopprnc oF Work. 


Mr. W. F. WiseLtoce,.—An important point that should 
receive consideration is the treatment of joints due to stopping 
of work. In breaking the concrete at such joints there is always 
a seam. I noticed in a bridge which was washed out, that wher- 
ever they stopped work at night and began the next morning, 
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pieces had spalled off. Possibly if the foundation had not given 
way the bridge would have been all right, but there always is 
danger. 

Mr. H. B. ALLEN.—In regard to the stopping of work and 
allowing concrete to reach hard set before resumption of work, 
in all sewer construction where the contractors work from day 
to day, it always has to go on in that way. The concrete often 
takes a hard set before the work is continued. I think in the 
experience at Louisville, Ky., with the comprehensive sewer 
system now underway, that such necessary joints have been found 
to be very satisfactory. 


STANDARD COMPRESSION TEST. 


Mr. CHAPMAN.—Has anything been done concerning the 
substitution of the compression test for the tensile test, or 
requiring a compression test in conjunction with a tension test 
as a standard test for concrete on construction work? Not for 
cement, but for mortar and concrete. 

The only test now in general use is one of the neat cement and 
of a mixture of the cement with sand. It is an indicator of the 
quality of the cement, and is used as an indicator of the quality 
of the concrete which may be made from that cement. Now we 
do not use neat cement in construction work very often, but we 
do use a mixture of cement and aggregates. It is not essential 
that the resulting concrete, a mixture of the cement and the 
aggregate, has great tensile strength, because its use in tension 
is expressly prohibited. Why then should we base our judgment 
of the compressive strength of a concrete on the tensile strength 
of a mixture of cement and sand? It is quite conceivable that a 
concrete may have high compressive strength without a high ten- 
sile strength. Suppose, for instance, two beams of equal section 
and length one of concrete with reinforcing rods longitudinally 
placed near its bottom, the other built up of metal plates or 
laminations held together by rods longitudinally placed near its 
bottom just as in the case of the concrete beam. Now if these 
two beams are of similar size and shape, with similar rods, simi- 
larly placed and so designated that under uniform loading they 
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shall fail by rupture of the rods in tension, then the strength of Mr. Chapman. 


these two beams will be about equal. Yet one of them has a 
strength in tension independent of the rods and the other has 
none whatever, and as a beam the one without the tensile strength 
is as effective as the other. Compressive strength is not a func- 
tion of tensile strength. Then why not require compressive 
tests of materials to be used in a structure whose safety depends 
on the strength of those materials in compression. We do not 
measure light by ascertaining the temperature of the source of 
the light. Yet in many cases the two qualities are dependent on 
each other. The light given off by a heated mass is dependent 
on the temperature of that mass. Yet it is possible to generate 
light waves without high temperatures. May it not be possible 
to make a concrete high in that quality which is most necessary 
to it, namely compressive strength? To that end would it not be 
wise to specify compressive tests of concrete and to develop a 
standard form for such tests? I understand that the standard 
German test, at present, is by compression or by compression and 
tension. 

Tue Prestpent.—The Chair would say that the German test 
for cement is compression. They make no tension test, or at least 
the standard is a compression test. Our Committee has assumed 
a compressive strength of 2,000 lbs. per sq. in. for concrete on 
which to base their unit stresses, and I think the tendency in 
this country is to study the concrete from its compressive resist- 
ance. The only tension tests made at*the present time are those 
for testing cement and in addition to these requirements it is 
recommended by the various committees, that the mortar from 
the mixing box shall have a tensile strength of 70 per cent. of 
that obtained in the laboratory with the same cement and standard 
sand. There are no specifications in vogue in this country which 
stipulate the compressive resistance of the concrete. The design 
of concrete structures is based on the compressive strength and 
not on the tensile strength. There is no doubt, however, of the 
great need for compression tests of concrete on the work, and it 
is probable that such tests will be made more often in the future 
than is the present practice. Concrete should be subjected to as 
rigid tests on the work in order to control its quality, as is the 
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present practice with steel. The important structures of con- 
crete now being erected make this practice almost imperative. : 

Mr. Atrrep E, Linpau.—As I understand the situation it is 
proposed to substitute a compression test of cement for the tensile 
test as an indicator of quality. While this may have the advantage 
of testing the particular physical property we are interested in, 
were we using neat cement, it is not so certain that it would be 
a better indicator of the compressive strength of mortar or con- 
crete—the function of the cement being largely that of a binding 
material. Furthermore, it has the disadvantage of requiring 
heavier testing machinery. 

Mr. CuHapMAN.—It is admitted that a great many con- 
tractors do now make compressive tests of concretes and mortars. 
A standard form of compression test should be specified for use 
on all concrete work where safety depends on compressive 
strength. 

Mr. W. P. Anperson.—In the Standard Building Regula- 
tions for the Use of Reinforced Concrete there is a provision for 
compression tests,* as follows: 

Concrete composed of materials meeting the requirements of these 
regulations, mixed in proportion of one part of cement and six parts of 
aggregate (fine and coarse), shall develop a compressive strength of 2,000 
pounds per square inch in 28 days when tested as 8 in. diameter cylinders 
16 ins. long under laboratory conditions of manufacture and storage, using 
the same consistency as is used in the field. When the proportion of cement 
is increased, using the best quality of aggregates, an increase may be made 
in all working stresses proportional to the increase in compressive strength 


at 28 days, as determined by actual tests, but this increase shall not 
exceed 25 per cent. 


I think personally the test may be made or not, because a 
cylinder of 8 ins. in diameter and 16 ins. long as called for has to 
be tested in a regular testing laboratory or some place where they 
have a large machine. Cubes up to 4 ins. square can be tested by 
the contractor, a small machine costing $100 or so. It is worked 
by a pressure pump with a pressure gauge. In our work we 
have one of these machines and make a cube test to see what we 
are doing. We could not, however, use the large size test piece, 


* See page 350.—Ep, 
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but we obtain a good indication as to the relative value of the 
various mixtures of concrete. 

THE Presipent.—I think Mr. Anderson has shown the prac- 
tical way of using the compression test to guide the contractor in 
the field. These particular regulations are devised for munici- 
palities, most of whom have machines that are capable of making 
tests of this kind. This particular test has been suggested as a 
standard test, and has the approval of those who have given con- 
sideration to the’ subject. It is quite evident from what Mr. 
Anderson has said that it is quite practical to obtain a small 
hydraulic press with a gauge that can be used in the field, and thus 
enable the contractor to obtain some idea as to the strength of the 
material he is using. I believe that through the expenditure of a 
small amount of money, such as Mr. Anderson has indicated, a 
better quality of concrete is obtainable, because of a more intimate 
knowledge of the strength as affected by the quality and propor- 
tions of the materials, the method of curing and other matters 
which have an influence on this strength. 

Mr. Linpau.—Regarding the testing of materials during 
construction, I would say that in connection with one of the large 
buildings erected in St. Louis about four years ago, cubes were 
made and tested at regular intervals to get an idea of the strength 
of the materials used. These cubes showed at the end of 30 days 
a compressive strength of 2,000 lbs. per sq. in., and at 60 days 
about 2,400 lbs. per sq. in. At the same time test columns were 
made, the concrete being taken from batches mixed during con- 
struction. Some of these columns were of plain concrete about 
8 ins. square and 8 ft. long; others of the same size were rein- 
forced. After some time they were shipped to the Watertown 
Arsenal and the results of the tests are very interesting and also 
very reassuring. A compressive strength from 3,700 to 4,200 
Ibs. per sq. in. over the total area of the column was obtained, 
the columns being about two years old at the time of test, thus 
showing a marked increase in the strength of the concrete since 
the time the building was erected. 

Mr. Artuur N. Tarpot.—Reference has been made to the 
tensile strength of concrete as though it were a matter of no 
importance or of little importance, and we, of course, do appre- 
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ciate that we need dense, strong concrete in order to resist com- 
pression. We must not overlook the fact that we want also 
tensile strength in mortar and concrete. Take even the matter 
of compression. With the weaker concretes, the tensile strength 
of the concrete may be an important consideration in its actual 
compressive strength. When this concrete fails, it bulges laterally, 
and the real cause of the failure may be the lack of tensile 
strength. With harder, stronger concrete, the shearing effect is 
more important. Further, in reinforced concrete beams there is 
the matter of bond and adhesion. The tensile strength of the 
concrete has much to do with the properties of the bond between 
the concrete and the reinforcing metal. In another important 
matter, however, strength in tension is more striking, and that 
is, in the kind of failure which ordinarily is termed a shearing or 
diagonal tension failure, a form of failure which is quite common 
in beams of considerable depth with respect to their length. The 
stronger concrete, having the greater tensile strength, is the one 
which will have a higher resistance against shear failure, and 
will have a higher strength for beams that are not reinforced for 
diagonal tension, but which do fail in this way. 

It seems to me, therefore, that we should not overlook the 
importance of the tensile strength of concrete, and that while it 
may be desirable to have compression tests of mortars, and surely 
of concretes, the tensile test is still of importance. The method of 
testing mortars and cements by tension as briquettes I suppose 
was accepted and adopted because of its convenience, also because 
there is some general relation between the tensile strength of 
mortar and its compressive strength. It would be desirable if we 
could add to the tests of briquettes and of the concrete cylinder 
which has been mentioned, a further test, that of a short, plain 
concrete beam, a small test beam, which would give something 
in regard to the tensile strength of the concrete, and thus tell 
whether that concrete is made properly to overcome the stresses 
known as diagonal tension. 

Mr. ALLEN.—Does this requirement of 2,000 lbs. apply in a 
case where crushed stone or gravel is used? 

Tue PrestbeNt.—It applies to all kinds of concrete, regard- 
less of the character of the aggregate. Our experiments show 
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that where washed gravel is used the concrete fails under com- The President. 
pressive tests by breaking around the aggregate. When crushed 
stone is used the failure is frequently through the aggregate. 

The Chair would further say that while the gravel, usually 
composed of hard particles, resists the crushing action better 
than the stone aggregate, in the long time tests the gravel par- 
ticles fail also in the compression tests. 

Mr. Emive G. Perror.—In the testing of concrete in com- Mr. Perrot. 
pression for the purpose of checking up the strength of the build- 
ing, I would state’ that our specifications require the contractor to 
make cubes and we have them tested ourselves. We do not 
depend on the contractor testing anything. The contractor or 
the inspector on the work molds the cubes, taking the material 
directly from a batch leaving the mixer, and the test pieces are 
sent to the testing laboratory. The city of Philadelphia does the 
same thing. 

The personal equation of the contractor enters largely into 
the strength of the mixture. Two buildings in the same city 
within five blocks of one another were being erected and one con- 
tractor obtained about 33 per cent. greater structural strength of 
the concrete than another, both working under the same specifica- 
tions. The concrete was tested in the same laboratory on the 
same day, and yet varied 33 per cent., not only in one test but in 
the majority of them. This shows that one man knew his business 
and the other did not. 

To the consulting engineer the testing is really as important 
as anything else, and this provision of special regulations for 
having cubes tested to my mind is not sufficient, because I have 
found that if concrete has a high compressive strength it naturally 
has a high tensile strength, if low, the tensile strength will be low. 
It is largely a matter of getting the concrete up to the standard. 
We have no trouble with shearing cracks, provided the beam is 
designed properly. Other considerations, however, enter into the 
construction of a building outside of the concrete work and the 
ageregates or materials used. The placing of the reinforcement 
has a great deal to do with it, the number of stirrups in the beam, 
the relation of the depth of the beam to its span, are all important 
things for the engineer to understand. I have seen buildings that 
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collapsed due to diagonal tension, not that the material was wrong, 
but that it was placed wrong, giving an insufficient number of 
stirrups to the beam. Test the same concrete as a cube and you 
will find that it comes up to the requirements of the specifications. 
The workmen did not put the concrete in properly and the stirrups 
were not correctly distributed. Other conditions also entered into 
the failure, and the beam had to be taken out. So it is not merely 
testing that is necessary to secure safe work. 

Mr, E. S. Larnep.—Where a comparison of tensile with com- 
pression tests is desired, it is essential that the test pieces be made 
from the same materials, sand and cement, and from the same 
batch. Frequently, comparison is drawn between tensile tests for 
which the materials are prepared in the laboratory and compres- 
sion tests for which samples are taken in the field. It is obvious 
that these tests are not comparable, due to the difference in the 
amount of water used, method and thoroughness of mixing, and 
often, and of even greater importance, a difference in the char- 
acter and quality of sand. 

The requirement that commercial sand shall show at least 
70 per cent. of the results obtained in the use of the Stan- 
dard Ottawa Sand with the same cement, is a most important and 
timely one, but where, as in this case, the mortar made of com- 
mercial sand is to be taken from the mortar box, in the field, 
the above conditions affecting the comparison should not be over- 
looked. In ordinary concrete operations, we do not have the so- 
called mortar box, but it is entirely possible to obtain, from mixed 
concrete, samples for test purposes representing what could be 
called the mortar, but it is of an entirely different consistency 
usually from the specimen prepared in the laboratory, either with 
the same sand, or in the usual tests using Ottawa sand. These 
conditions not only affect the comparison of tensile results, but 
also the comparison between tests for tension and compression, 
unless all test specimens be made from the same mortar. 

The ratio between the tensile and compressive strength is not 
the same for all periods of time, nor for all proportions or con- 
sistencies of mixture, and it is important to observe this distinction 
in drawing comparisons. 
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Mr. H. P. Converse.—I would like to ask Mr. Perrot in 
what respect, in his judgment, the one contractor did not know 
his business and the other did. 

Mr. Prrrot.—One of the contractors was an experienced 
man, having constructed a number of buildings of reinforced con- 
crete, and the other was a carpenter contractor who was experi- 
menting on his first building. He had a mechanical batch mixer, 
operated with an engine; the two buildings were very similar in 
design. I think that the materials were practically the same and 
came from the same locality, but the mixing and placing had a 
great deal to do with it, one man being more experienced than the 
other. It was very hard to judge where the trouble was. 

Mr. Linpau.—In connection with the variation in strength 
of concrete due to handling, I would suggest that this may be due 
not only to a difference in the mixing but perhaps more to the 
handling of the concrete after it has been mixed. If the propor- 
tions, the approximate time of mixing and the amount of water 
used in the two cases were the same, and the cement had been 
tested to show that it was the same quality in both cases, it 
would seem that the difference between the results obtained must 
be due to the handling of the concrete after it left the mixer. 
One man will tamp his concrete, work out the air bubbles and 
make the concrete dense and compact and naturally there results 
a strong concrete. The other man will throw the concrete in, 
have too much water in it, in which case the mortar frequently 
separates from the aggregate, and the result is a porous, non- 
homogeneous and poor piece of concrete. 

Mr. Perror.—I think the placing of the concrete has a great 
deal to do with it. It was not parts of the building that were 
tested, but cubes made on the job, so they ought to be nearly 
the same. 

We also made load tests on the floors after the two buildings 
were finished, and a panel made of the poor concrete stood up 
as well in the floor as panels of the concrete which was supposed 
to be better. So in the actual building we could not see much 
difference, while the tests did show a great deal of difference. 

Tue Prestipent.—The Chair is of the opinion that the test- 
ing of the concrete on the work is not necessarily a matter for 
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The President. the contractor to be solely interested in, but it is a matter for the 
architect or the engineer. Representatives of the engineer or 
architect should make the cubes or other test pieces; because 
after all the responsibility rests on the man who designs the 
building as well as on the contractor. 

Now the mere testing of materials that go into the building 
in the form of a cube will not insure a perfect building. You 
must have first-class concrete to begin with. This is essential, but 
you must equally have first-class workmanship. 

The Chair would call attention to a series of tests which 
have not yet been published, forming a part of a comprehen- 
sive study of concrete beams, and made in order to obtain 
some data as to the effect of workmanship. Three respon- 
sible contracting firms in the city of St. Louis were invited to 
bring their most experienced men to the laboratories, and make 
up a series of beams, cylinders and cubes. The materials and all 
necessary tools and apparatus were supplied, and the only thing 
the men had to do was to take the materials, mix the concrete 
and place it in the molds. It was an astonishing fact that the 
compressive strength of the concrete made of the same materials, 
each foreman trying to do what he thought would be the best 
piece of work, showed a range of considerably over 100 per 
cent., demonstrating that after all there is a good deal in the 
mixing. 

It was also notable in these tests that where the concrete was 
mixed by hand, the variation was much greater than where it 
was mixed by machinery. The contractors made a series in 
which they used a batch mixer; some beams were made and 
stored in the open air, being exposed to weather, and others 
were made in a room being kept damp during the period of cur- 
ing. It was quite evident from the tests that the workmanship, 
the amount of work done on that concrete, was a most important 
factor in determining the actual strength of the concrete. This 
is one of the subjects that has been touched upon only slightly, 
and the tests show that it is absolutely essential that the mixing 
be most thorough and complete. There is a tendency to use a 
large percentage of water in order to shorten the time and 
reduce the labor of mixing. One of the essential conditions for 
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securing good concrete is that the materials shall be mixed to- The President. 


gether in the mixer for at least a minute and a half. You 
cannot tell from the appearance of concrete that looks homo- 
geneous that it is thoroughly mixed. You must rub these mate- 
rials of concrete together to secure a dense and well mixed con- 
crete. There is a tendency to rush it out of the mixer too soon, 
and the advantage of thorough mixing is apparent in a good 
many ways. Since less water is required in mixing, the concrete 
will usually harden quickly so as to permit the removal of 
the forms in less time. There will also be a greater strength, 
resulting from the use of a smaller percentage of water and from 
working out the air, thereby securing a greater density. 


Mr. Tatzot.—The making of concrete would be greatly mr. Talbot. 


improved if more pains were taken to secure a balanced aggre- 
gate. It is not necessary to use elaborate tests to determine the 
proper mixture. If the materials are measured and mixed in 
different proportions and the weight of a bucketful or cubic foot 
of the several mixtures be taken, it would nearly be true that the 
mixture having the greater weight and therefore the greatest 
density, would also have a greater strength than the other mix- 
tures. This method of experimenting is not a complex one, and 
is not particularly a laboratory method. It is a method by which 
anyone can determine what-combination of sand and broken stone, 
or sand and gravel, will give the greatest density. 

Mr. RupotpH P. Mitter.—How does the strength obtained 
compare with material prepared in the laboratory in the same 
manner, at 2,000 lbs. 

Tue Presmpent.—In those particular tests the mix was 
1:3:6. The laboratory made at the same time a parallel set of 
tests with their squad of men, which tests showed a strength of 
approximately equal to the maximum. I think they were a trifle 
higher than the maximum. 

Mr. Mitter.—On several occasions I have taken specimens 
for test purposes from completed structures and have, in all 
cases, faund that the concrete showed much less, in fact, in most 
cases one-half of the strength that it was supposed to have. With 
the mixtures as given in the specifications it should have developed 
a compressive strength of about 2,000 Ibs. per sq. in., but showed 
only about 1,100 Ibs. This proves that the workmanship is very 

22 


Mr. Miller. 


The President. 


Mr. Miller. 


Mr. Miller. 


The President. 


Mr. Perrot. 


338 TopicaL DiscussIoN ON REINFORCED CONCRETE. 


important and unless thorough mixing, thorough workmanship 
and careful proportioning of the materials are obtained the 
results will not be satisfactory. In one instance the material 
was at fault rather than the workmanship. In this case the 
gravel which was used in the concrete was not as clean as it 
ought to have been. It was unwashed river gravel. 

THE PresipENt.—The only supervision the tests had was 
by the laboratory assistants who made a record of the method of 
procedure, and measured the amount of water used. The water 
was measured in buckets and the foreman in charge of the con- 
struction squad stipulated how much water he wanted. But 
aside from that no instructions were given to the foremen in 
charge of the squad of laborers. That is, the concrete was pre- 
pared by a gang of men who were brought from a building in 
actual construction for the purpose of making up this series of 
beams. It took two days to complete the molding of the beams. 
There was some criticism of the tests on the ground that the 
mixture was too lean. That is, it was not good practice to use 
a 1:9 density, but this mixture was of 1:6 density usually, and 
the series was subsequently repeated using a richer mixture. 
With a richer mixture the difference in strength was not nearly. 
as great, although there was still some discrepancy between the 
three squads. I think we can reasonably assume, therefore, that 
the increase in the percentage of cement tends to equalize the 
irregularities due to mixing. 

The beams were 8x II ins. in section, 13 ft. long, and at 
the same time a cylinder 8 ins. in diameter and 16 ins. long, also 
a 6 in. cube were made. I would add further that the beams 
were designed to fail in compression; that is, so the concrete 
would fail in compression. In order to determine the character 
of the concrete used in the beams, cylinders and cubes were also 
made of the same material that went into the beams, and enough 
material was mixed at one time to mold three beams. 

Mr. Perrot.—In regard to a rich mixture of concrete, it 
was the practice in Philadelphia, about eight years ago, to use a 
1:21%4:5 mixture; but the building regulations now specify 
1:2:4. It was considered that with the growing demand for 
concrete, everybody was going into the business, and to offset 
possible poor workmanship the richer mix was required, thinking 
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that if poor workmanship entered into the building the cement 
might help to counteract that bad feature. If you have a richer 
mix you are almost sure to get somewhere near an average 
concrete. 

Buildings of the 1:2%4:5 mixture showed wonderful 
strength. They were structures carefully built by specialists who 
had learned the business in Europe and who did not use a sloppy 
mix. I remember my first experience, when at St. Paul I saw 
such concrete used as made it appear as if they were constructing 
cream instead of concrete buildings. Whereas the work done in 
Philadelphia and Baltimore, also by men who had worked in 
Europe, necessitated ramming the concrete. The amount of water 
has a good deal to do with the strength and I think too much is 
used, the tendency now being towards a poured building, because 
it is difficult to keep the rods in position when ramming concrete. 
I remember one building erected by a foreign concern where 
someone had to hold the stirrups while another rammed the con- 
crete. 

Mr. CHAPMAN.—I would like to ask if Mr. Perrot can 
describe how wet he thinks concrete should be. Is there any 
way of telling when you have the right consistency ? 

Mr. Perrot.—lIf the concrete quakes I should say it was 
pretty wet. Good practice demands that the materials must not 
separate, when taken from the mixer to the place of deposit. In 
other words, the stones must not settle to the bottom and the finer 
materials come to the top. 

In an eight-story building where the concrete was mixed too 
wet, when the day’s work was stopped the water dnd finer mate- 
rials ran under the dams into the portion to be concreted the next 
day. This material has separated from the concrete poured the 
next day and has fallen off, making the beam look as though it 
were breaking apart. In one case a section about 6 ft. long, 
tapering from 1% ins. thick to nothing, fell right down on a 
work bench. The fine particles, laitance and so on, which sepa- 
rate from the concrete, have a different coefficient of expansion 
from the main body, and when the building dries out after a year 
or so, you have those particles coming off. That is the result of 
the concrete being too wet. 
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Tue PresipENT.—I think one of the important features of 
concrete is the question of consistency. If you are not going to 
work your materials you will have to use water. The danger in 
using water is that the aggregates are likely to separate. The 
essential thing is that the concrete shall be homogeneous, and the 
best way to get a homogeneous condition is to use as little water 
as will make a concrete so plastic that it will flow readily and 
will have to be pounded to be compacted in the forms and around 
the reinforcement. A well made concrete has simply to be sliced 
a trifle to make it flow around the reinforcement. As far as the 
conditions in Europe are concerned, I think from personal obser- 
vation, that there are the same extremes of practice as there are 
in this country. You will see concrete so dry that the whole 
structure vibrates under the pounding; and again, you can find it 
so wet that the cement is running off through the forms. I think 
that as far as the workmanship is concerned, the same difficulties 
will be found in all parts of the world. 

One of the good influences resulting from the poured house 
proposition to which a great deal of notoriety has been given, is 
the tendency to use a better consistency in the concrete. I under- 
stand that the idea of Mr. Edison in pouring such a house is to 
have the concrete of a consistency that can be poured in an orifice, 
about the way iron is cast, and to pour the house at one operation, 
remove the forms and have a completed building. In the execu- 
tion of that work Mr. Edison has encountered some trouble, as 
would be expected. If you can imagine a room with beams, 
columns and reinforcement, you can imagine that it will be a dif- 
ficult thing to get a concrete that will flow through all parts of that 
form alike so as to secure a homogeneous structure. “One of the 
essentials he has found is that a fine aggregate must be used, 
that is, the maximum size of the coarse aggregate must be per- 
haps no more than 3% of an inch. To a certain extent this is the 
tendency in Europe, as with that size of aggregate a homogeneous 
mixture can be more readily obtained than with larger aggregate. 
Mr. Edison has been trying to increase the viscosity of his con- 
crete. A viscous-liquid is one that sticks together well, at the 
same time flows sluggishly, about the same way molasses flows 
in the winter. I think we must secure a material so viscous that 
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will flow and at the same time hold the aggregates together. 
Such a mixture does not need pounding to be compacted, but 
simply slicing to get the material to flow around the reinforcement 
and into all portions of the forms. Such a consistency is what 
we must strive to attain, for it is one which will give the best 
satisfaction. 

Mr. WALTER F. BALLINGER.—What is the effect of wetting 
concrete once or twice a day in warm weather about a week after 
it is cast. I mean the difference in the resulting strength of the 
concrete. We require it to be wet and believe that we get a 
greater strength by wetting it than otherwise. 

Tue PREsIDENT.—The Chair would say that the most prac- 
tical answer he can give to that question is reference to tests 
where beams were made in the open air, exposed freely to the 
atmospheric conditions, and also similar beams made by the same 
force of men, placed in a room in which they were kept damp. 
No particular difference in the strength of the concrete was noted. 
I think, however, that a practical condition is involved in that 
the exposed beams had wooden forms around them, which gave 
some protection. A very thin structure may dry out too quickly. 
On the other hand, I do believe that if the concrete is properly 
made at the time and the member is reasonably thick, that while 
the surface may dry out the interior will still have sufficient 
moisture to enable the concrete to properly harden. The great 
trouble is the rapid evaporation of the water in concrete during 
the early stages. For instance, where materials lie in the sun and 
are thoroughly heated, and then used in concrete there is a 
tendency for the moisture to dry out before the concrete can be 
placed in the forms. As a consequence, the concrete is so dry 
that the hardening is either retarded or checked. 


Mr. WiIseELoGEL.—-I would like to ask whether in using 


a soft mixture it is liable to separate in spading, or does it go 
back to a homogeneous mass. In building a pier and simply 
dumping the concrete in and a man is spading along the edges of 
the form, does that not overcome the separation? 

THE PrestipENT.—One of the difficulties in placing material 
in layers is that when a man walks on the layers or tamps too 
much, there is a tendency to drive the coarse aggregates down 
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and bring up the finer materials, causing the formation of laitance 
on the surface. This creamy material hardens very slowly, and 
the deposition of concrete on top of this laitance leaves a weak 
seam in the structure. Many cracks which develop are in part 
due wholly to that cause. 

In the matter of patching, it is good practice to clean off all 
this soft fine material, using preferably a wire brush, in order to 
produce a thoroughly clean surface to secure a good contact be- 
tween the old and the new concrete. In depositing concrete, all 
that is necessary to get a smooth finish is perhaps to slice along 
the form. With reinforcement it is only necessary to slice suffi- 
ciently to get the concrete to flow around the reinforcement. In 
my judgment, as little work as you can do to get concrete, of the 
proper consistency, into place, the better it is going to be for the 
homogeneousness of the entire structure. 

Mr. CHAPMAN.—In order to leave the surface in such con- 
dition that work may be continued on the following day or at any 
subsequent time, the surface can be raked over with an ordinary 
steel garden rake after the concrete has taken its initial set and 
before the final set, so as to break up the cream and leave a very 
rough surface. Before continuing work the next day the surface 
should be cleaned with a stiff broom or washed off with water 
under pressure from a hose. This will leave a very rough surface 
to which the new work will strongly adhere. 


REPORT OF THE COMMITTEE 
ON 


BUILDING LAWS AND INSURANCE. 


PART I. BUILDING LAWS. 


The Committee on Building Laws and Insurance submits 
herewith revised Proposed Standard Building Regulations for 
the Use of Reinforced Concrete,* for discussion and adoption. 
The Committee also presents a tabulation of the building code 
requirements (see Plate V, opposite p. 344) of the principal cities 
of this country so as to afford a comparison with the proposed 
Standard Regulations. 

For the purpose of inviting discussion on the question of 
hooped columns the Committee appends excerpts from the build- 
ing laws of Chicago, St. Louis and Cincinnati, and a discussion 
on the subject by Mr. Emile G. Perrot. The matter is not recom- 
mended by the Committee as a whole for adoption as part of the 
Standard Building Regulations, but is submitted at this time 
for the purpose of securing suggestions by means of discussion 
which may be of service to the Committee. 

The collation of insurance rates is submitted as Part II of this 
report. 


Wma. H. Ham, Chairman. 
Epwarp D. Boyer. 

Joun E. CONZELMAN. 

Ils Se: DYorauiay 

EMILE G. PERROT. 


* The Standard Building Regulations for the Use of Reinforced Concrete as adopted 
appear on pp. 349-361.—EDb. 
(343) 
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APPENDIX. 


REGULATIONS REGARDING HOOPED COLUMNS FROM ST. LOUIS 
BUILDING LAWS. 


If a concrete column is hooped with steel near its outer surface either 
in the shape of circular hoops, or of a helical cylinder, and if the minimum 
distance apart of the hoops or the pitch of the helix does not exceed one- 
tenth the diameter of the column, then the strength of such column may 
be assumed to be the sum of the following three elements: First, the 
compressive resistance of the concrete when stressed not to exceed five 
hundred pounds per square inch, for the concrete inclosed by the hooping, 
the remainder being neglected. Second, the compressive resistance of the 
longitudinal steel reinforcement when stress does not exceed allowable 
working stress for steel in tension. Third, the compression resistance 
which would have been produced by imaginary longitudinals, stressed the 
same as the actual longitudinals, the volume of the imaginary longitudinals 
being taken at two and four-tenths times the volume of the hooping. In 
computing the volume of the hooping it shall be assumed that the section 
of the hooping throughout is the same as its least section. If the hooping 
is spliced the splice shall develop the full strength of the least section of 
the hooping. 


REGULATIONS REGARDING HOOPED COLUMNS FROM CHICAGO 
BUILDING LAWS. 


(In operation, but not formally adopted.) 


536. Ratio of moduli of elasticity. The calculations for the strength 
of reinforced concrete shall be based on the assumed ultimate compressive 
strength per square inch given in the table below for the mixture to be used. 

The ratio of the modulus of elasticity of steel to that of the different 
grades of concrete shall be taken in accordance with this table: 


Ultimate Compressive 


Mixture. Strength per Sq. In. Ratio of Moduli. 
pnd S 9 2,900 10 
IER IAS 2,400 12 
eA Sui 2,000 15 
WAS 1,750 18 
T3536 1,500 20 


544. When the reinforcing consists of vertical bars and spiral hooping, 
the concrete may be stressed to, % of its ultimate strength as given in 
table (536): provided that the amount of vertical reinforcing be not less 
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than the amount of the spiral reinforcing, nor greater than five (5) per 
cent. of the area within the hooping; that the percentage of spiral hooping 
be not less than one-half of one per cent., nor greater than 1% per cent.; 
that the pitch of the spiral hooping be uniform and not greater than 1/10 
of the diameter of the column, nor greater than 3”; that the spiral be 
secured to the verticals at every intersection in such a manner as to insure 
the maintaining of its form and position; that the verticals be spaced so 
that their distance apart, measured on the circumference be not greater 
than 9” nor % the circumference of the column within the hooping. In 
such columns the action of the hooping may be assumed to increase the 
resistance of the concrete equivalent to 2% times the amount of the spiral 
hooping figured as vertical reinforcement. No part of the concrete outside 
of the hooping shall be considered as a part of the effective column section. 


REGULATIONS REGARDING HOOPED COLUMNS FROM CINCINNATI 
BUILDING LAWS. 


(e) The ratio of modulus of elasticity of steel to that of concrete 
shall be taken in accordance with the following table: 


Ratio of Modulus of 
Elasticity of Steel to 


Working Strength Modulus of Elasticity 
of Concrete. of Concrete. 
EEO) ap MESSED OO CRUD a CI ae 20 
CEO) 05 AERA Oe et Derr ETOCES, COR TOR OLA RAC ICL eres 18 
ASO) cence cited AERA er carn chic. BEC heat to Chee RIS OnS Oiler EON Rote 15 
SO Pa ete ene ets ede ae oc ted eieea acid) poten areal claude 2 


Section 4. Design—Spiral hooped columns shall be hooped with spiral 
hoops firmly secured against displacement during construction, to not less 
than six (6) vertical steel members, having a minimum total area in cross 
section of one (1) per cent. of the area of the concrete. The hoops shall 
be placed not more than one and three-quarter (134) inches apart and the 
ends hooked six (6) inches into the column; splices must be made in such 
a manner as to develop the full strength of the hoops. Wherever the hoops 
are forced apart or spaced further than the figured distance, auxiliary 
reinforcement shall be provided so as to maintain the full strength of the 
column. 

Spiral hooped columns shall be figured as follows: 


Total stress = [A—I—R (S—I—2.2 H)] C. 
A = area inside of hoops. 


R=ratio of moduli of steel to concrete. 
C=allowable value of reinforced concrete in direct compression. 


S = area of vertical steel. 
H = area of a bar of steel one foot long equal in weight to the hooping 


steel in one foot length of column. 
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In all cases, reinforced columns must contain at least one (1) per cent. 
of vertical steel, and must in all cases have a positive means of confining 
the concrete and steel either by spiral reinforcement or hoops encasing the 
vertical bars. 


Discussion* BY EMILE PERROT. 


While it has been the custom to calculate the strength of 
columns reinforced with longitudinal bars only laced together, 
by the formula based on the moduli of elasticity of the two mate- 
rials and the area of each material, very little has been accom- 
plished in the deduction of a practical working formula for 
hooped columns with longitudinal reinforcement. 


P 


EMGeres 


Considére’s theory, which is used as a basis for calculating 
hooped columns, is as follows: 

The compressive resistance of a hooped member exceeds the 
sum of the following three elements: 

1. The compressive resistance of the concrete alone. 

2. The compressive resistance of the longitudinal bars 
stressed to their elastic limit. 

3. The compressive resistance which would have been pro- 
duced by imaginary longitudinals at the elastic limit of the hoop- 
ing metal, the volume of the imaginary longitudinal being taken 
at 2.4 times that of the hooping. 


* Originally submitted to the Engineers’ Club of Philadelphia 
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In deducing a formula based on the above assumptions, it is 
necessary to take into consideration the bursting pressure or 
lateral tension, due to the spreading or bulging of the columns 
near the center when compressed. This can best be understood 
by the following illustrations: 

If a prism of concrete be loaded as shown in Fig. 1, the prism 
may shear off diagonally, if loaded to destruction, instead of fail- 
ing by direct compression of the material, since the tensile 
strength of concrete is much less than its compressive resistance. 
To ascertain this shearing stress, we may reason as follows: 

Let the sectional area of the prism =A, then the unit stress 
on the cross-section s=-, and the stress on the oblique section 
B. B, making an angle a with the cross-section, may be found 
thus: Resolve P into components, normal N =P cos a and tan- 
gential T =P sin a. 


; 3 A 
The area of the oblique section BB=A,= —-. 
cosa 
The normal stress —N —_P cosa _ P cos!’ a, 
A, A A 
cos a 
Tangential or shearing stress 
dt; Pisin P cosa sina ‘ 
=“_ = iO ie oe = = COS 2 sina. 
1 —_—_—__—_——_ 
cosa 


As tests on concrete prisms show that the angle of shear is 
about 60 degrees, the shearing stress at this angle would be 
Sx.5x.86=.43 S. But as the column is hooped, the hori- 
zontal component of this shearing stress will have to be resisted 
by the hoops; this is therefore the bursting pressure which we 
will call X and is found to be cos a times the shearing stress, or 
X=.5x.43 S=.215 S when a = 60°. 

In order to derive a simple formula for use in designing 
hooped columns it is assumed that the column as a whole will 
sustain a safe load of from 1,000 to 1,400 pounds per square inch, 
according to the richness of the concrete, and dividing the load 
to be carried by the safe working stress will give the area of the 
column within the hooping, sufficient thickness of concrete being 


allowed over the hooping for fire protection. 
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Having determined the size of the column, the area of the 
longitudinal rods near the outside of the column can be obtained 
by taking two per cent. of the area of the concrete core as the 
area of these rods. 

The area of the hooping metal and spacing can be found 
as follows: Subtract from the total load on the column the 
resistance of the outside longitudinal rods figured at the unit 
stress of 12,000 pounds per square inch; divide this difference 
by the area of the column core, which will give the unit stress 
on the concrete; the unit bursting pressure will equal .215 
times this stress; assume the spacing of the hoops to be one- 
seventh or one-eighth the diameter of the columns and multiply 
one-half the diameter of the column core by the distance on cen- 
ters of the hoops and by the unit bursting pressure, and divide 
this product by the safe working stress of the material of the 
hoops and the quotient will be the area of the hoops. Very fre- 
quently more than two per cent. of longitudinal rods will be 
required, especially for high buildings and where the size of the 
columns must be kept down to within small dimensions. In these 
cases, the additional rods may be located near the center of the 
column and their size be determined by allowing the same work- 
ing stresses on them as are allowed on other longitudinal rods. 

The above rule for designing hooped columns compares very 
favorably with the results of tests made by M. Considére, and 
it has been used in designing a six-story building. 


STANDARD No. 4. 


NatTionaL ASSOCIATION OF CEMENT USERs. 


PHILADELPHIA, PA. 


STANDARD BUILDING REGULATIONS 
FOR 
THE USE OF REINFORCED CONCRETE. 


ADOPTED FEBRUARY, 1910. 


I. GENERAL. 


1. The term “Reinforced Concrete” shall be understood to Definition of 
mean an approved concrete which has been reinforced by metal in Reinforced 
some form so as to develop the compressive strength of the con- 
exete: 

2. Reinforced concrete may be used for all classes of build- Class of 
ings if the design is in accordance with good engineering practice ee 
and stresses are figured as indicated in these regulations. 

3. There shall be no limit upon the height of buildings of Height of 
reinforced concrete except as limited by the requirements in these ee 
regulations. 

4. Before permission is granted by the Building Department Plans. 
to erect any reinforced concrete building, complete plans, accom- 
panied by specifications, signed by the engineer and architect, must 
be filed with the Building Department and remain on file for public 
inspection until the building is completed. 

5. The Building Department shall have access to the compu- 
tations, which shall give the loads assumed separately, such as 
dead and live loads, wind and impact, if any, and the resulting 
stresses. 

6. The specifications shall state the qualities of the materials Specifications. 
to be used for making the concrete, and the proportions in which 
they are to be mixed. 
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7. Upon the completion of the building the engineer and 
architect shall issue, under the approval of the Building Depart- 
ment, signed certificates, to be posted on each floor of the build- 
ing, stating the safe carrying capacity per square foot. 

8. There shall be kept an exact record of the progess of 
each operation where the same can be inspected by the Building 
Department. These records shall show the date of placing of all 
the concrete and date of removal of the forms, and must be 
turned over to the Building Department when the building is 
completed. 

9g. Where reinforced concrete is used for walls, the thick- 
ness may be two-thirds of that required for brick or stone walls. 
Curtain walls shall not be less than four (4) inches thick. 

10. Concrete walls must be reinforced in both directions. 
The maximum spacing of reinforcing bars shall be 18 inches 
between centers, reinforcement in both faces of the wall being 
considered. ‘Total reinforcement shall not be less than one-fourth 
(%4) of one per cent. 

11. Wherever floor constructions are built with a combination 
of tile or other fillers between joists, the following rules regard- 
ing the dimensions and methods of calculations of construction 
shall be observed. 

(a) Ratio of minimum depth to clear span of joist shall not 
be greater than one to eighteen. 

(b) Wherever a portion of the slab above the tile joist shall 
be considered as acting as a Tee-beam section, the slab portion 
must be cast monolithic with the joist and must have a minimum 
thickness of at least 2 ins. on all spans. Otherwise, all regulations 
applying to Tee beams shall apply to tile and joist construction. 

~(c) Where the joists are figured as rectangular beams, in 
accordance with the standard regulations for this type of beams, 
the slab shall be considered as independent of the structural part 
of the building. 

(d) Wherever porous tiles, or other materials which by their 
nature will absorb water from the concrete, are used between the 
joists, care must be taken to thoroughly saturate the tiles, or other 
materials, with water immediately before the concrete is placed. 
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(e) Reinforcement for slabs over joist construction below 30- 
in. centers need not be closer than 24 ins. in each direction. 


II. MATERIALS. 


a. CEMENT. 


12. Only Portland cement shall be used in reinforced concrete Cement. 
structures. Portland cement shall meet the requirements of the 
Standard Specifications for Cement of the American Society for 
Testing Materials. (See Standard No. 1 of the National Associa- 
tion of Cement Users.) 

13. Tests of cement used in building operations shall be made 
from time to time under the supervision of the Building Depart- 
ment in accordance with the preceding specifications. No brand 
of cement which has not met these requirements shall be used. 


b. AGGREGATES. 


14. Extreme care shall be exercised in selecting the aggregate Aggregates. 
for mortar and concrete, and careful tests must be made, where 
any doubt exists, of the materials for the purpose of determining 
their qualities and the grading necessary to secure maximum 
density or a minimum percentage of voids. 

15. Fine aggregates shall consist of sand, crushed stone or 
gravel screenings, passing when dry a screen having one-quarter 
inch diameter holes, and not more than six per cent. passing a 
sieve having 100 meshes per lineal inch. It shall be of clean, 
silicious material free from vegetable loam or other deleterious 
matter. 

16. Mortars composed of one part Portland cement and 
three parts fine aggregate by weight when made into briquettes 
should show a tensile strength of at least 70 per cent. of the 
strength of 1:3 mortar of the same consistency made with the 
same cement and standard Ottawa sand. 

17. Coarse aggregate shall consist of inert material, such as 
crushed stone, or gravel, which is retained on a screen having one- 
quarter inch diameter holes, the particles shall be clean, hard, 


Cinder Concrete. 


Reinforcement. 


Mixing. 
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durable and free from all deleterious material. The maximum 
size of the coarse aggregate shall be such that it will not separate 
from the mortar in laying and will not prevent the concrete fully 
surrounding the reinforcement or filling all parts of the forms. 

18. The maximum size for reinforced concrete shall be such 
that all the aggregate shall pass a one and one-quarter inch 
diameter ring. 

19. Cinder concrete shall not be used for reinforced concrete 
structures; it may be used for fireproofing. Where cinders are 
used as the coarse aggregate they shall be composed of hard, clean, 
vitreous clinker, free from sulphides, unburned coal or ashes. 


C. REINFORCEMENT. 


20. Medium steel for reinforcement of concrete shall be made 
from new billets and shall conform to the requirements of the 
specifications for structural steel adopted by the American Rail- 
way Engineering and Maintenance of Way Association. 

The Building Department shall at its option in lieu of this 
grade of steel accept medium steel meeting the requirements of 
the manufacturers’ standard specifications, provided the Building 
Department shall be furnished with the results of two tests made 
originally by the manufacturer. Tests being taken from each 
melt, one for bending and one for tension, and provided further 
that the contractor furnishing such steel shall furnish such addi- 
tional bars of all sizes for thoroughly testing by the Building 
Department. 

21. High Elastic Limit Steel. Where steel is required 
having an elastic limit between 50,000 and 65,000 lbs. per sq. in., 
it shall (1) have an elongation in per cent. in eight (8) inches of 

IT,000,000 


ultimate strength 
around four (4) diameters without fracture. 


and (2) be capable of bending cold 180 degrees 


III. DETAILS oF CONSTRUCTION. 


a. MIXING. 


22. General. The ingredients of concrete shall be thoroughly 
mixed to the desired consistency, and the mixing shall continue 
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until the cement is uniformly distributed and the mass is uniform 
in color and homogeneous. 

23. Methods of measurement of the proportions of the vari- Measuring 
ous ingredients, including the water, shall be used, which will P™PO™#o3® 
secure separate uniform measurements at all times. 

24. Machine Mixing. When the conditions will permit, a 
machine mixer of a type which insures the proper mixing of the 
materials throughout the mass shall be used. 

25. Hand Mixing. When it is necessary to mix by hand, the 
mixing shall be on a water-tight platform, and especial precautions 
must be taken to turn the materials until they are homogeneous in 
appearance and color. 

26. Consistency. The materials must be mixed wet enough 
to produce a concrete of such a consistency as will flow into the 
forms and about the metal reinforcement, and which, on the other 
hand, can be conveyed from the mixer to the forms without sepa- 
ration of the coarse aggregate from the mortar. 

27. Retempering mortar or concrete, 4% ¢., remixing with 


water after it has partially set, shall not be permitted. 


b. PLACING OF CONCRETE. 


28. General. Concrete shall be placed in the work imme- Placing of 
diately after mixing and deposited and rammed or agitated by ag 
suitable tools in such a manner as to produce thoroughly compact 
concrete of maximum density. No concrete should be placed 
until the reinforcement has been placed and firmly secured by 
wiring or other methods to prevent displacement. 

29. The faces of concrete éxposed to premature drying shall 
be kept damp for a period of at least seven days. 

30. Before placing the concrete care shall be taken to see 
that the forms are substantial and thoroughly wetted and the 
space to be occupied by the concrete free from débris. When the 
placing of the concrete is suspended, all necessary grooves for 
joining future work shall be made before the concrete has had 
time to set. 

31. When work is resumed, concrete previously placed shall 
be roughened, thoroughly cleansed of foreign material and 
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laitance, drenched and slushed with a mortar consisting of one 
part Portland cement and not more than two parts fine aggregate. 

32. Placing in Water. Concrete should not be placed in 
water, unless unavoidable. Where concrete must be placed under 
water, unusual care must be taken to prevent the cement from 
being floated away. 

33. Freezing Weather. Concrete shall not be mixed or 
deposited at a freezing temperature unless special precautions are 
taken to avoid the use of materials containing frost or covered 
with ice crystals, and to provide means to prevent the concrete 
from freezing after being placed in position and until it has thor- 
oughly hardened. 


Cc. PLACING OF REINFORCEMENT. 


34. The reinforcement shall be accurately located in the 
forms and secured against displacement. 


d. JOINTS. 


35. Reinforcement. Wherever it is necessary to splice rein- 
forcement by means of lapping, the length of the lap shall be 
determined upon the basis of the safe bond stress and the stress 
in the bar at the point of splice; or a connection shall be made 
between the bars of sufficient strength to carry the stress. Splices 
at the point of maximum stress must be avoided. 

36. In columns large bars (bars with area equal to one and 
one-fourth inches diameter round or larger) shall be properly 
butted and spliced. Smaller bars may be lapped as indicated in 
paragraph 35. 

37. Concrete. Reinforced concrete work shall be stopped at 
such points that the joints will have the least possible effect on the 
strength of the structure. Footings shall be cast to their full 
depth at one operation. 

(a) Columns. Work in columns shall be stopped at the 
underside of the lowest projections at the head of the columns. 

(b) Beams and Girders. Construction joints in beams and 
girders shall be vertical and within the middle third of the span. 
Any concrete which may run past the bulkheads must be cleaned 
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up before the concreting of the next section is started. Where 
brackets are used, the bracket shall be considered as a part of 
the beam or girder. 

(c) Slabs. Construction joints in slabs shall be near the 
center of the span. No joint will be allowed between slab and 
beam or girder. 


é. REMOVAL OF FORMS. 

38. Under no consideration shall forms be removed until the Removal of 
concrete has hardened sufficiently to permit their removal with Foe 
safety. 

39. Floor Slabs and Beams. Forms shall not be removed 
from floor slabs in less than seven days. Sides of beams may be 
removed at the same time as the floor slabs provided original sup- 
ports under beams and girders are left in place. 

40. Columns. Where original supports remain under beams 
and girders coming to the columns, the forms shall not be removed 
from the columns in less than four days. 

41. Beam and Girder Supports. The original supports for all Removal of 
beams and girders must remain in place at least ten days, but all abot ges 
beams and girders having more than thirty feet span from center Si*éers- 
to center of support shall be considered as special cases and shall 
be subject to inspection of the Building Department before 
removal of supports. The length of time before the removal of 
forms shall be increased in all cases and additional time for each 
and every day that the thermometer registers anytime during the 
day or night below 35 degrees Fahrenheit. 


TV. Desicn. 


a. GENERAL ASSUMPTIONS. 

42. Internal Stresses. As a basis for calculations for the 
strength of reinforced concrete construction, the following 
assumptions shall be made: 

(a) A plane section before bending remains plane after 
bending. 

(b) The modulus of elasticity of concrete in compression 
within the usual limits of working stresses is constant. 


Loads. 
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(c) In calculating the moment of resistance of beams the 
tensile stresses in the concrete shall be neglected. 

(d) Perfect adhesion is assumed between concrete and rein- 
forcement. Under compressive stresses the two materials are 
therefore stressed in proportion to their moduli of elasticity and 
their distance from the neutral axis. 

(e) The ratio of the modulus of elasticity of steel to the 
modulus of elasticity of concrete shall be assumed to be 15. 

(f) No allowance shall be made for tension in concrete. 

(g) Initial stress in the reinforcement due to contraction or 
expansion in the concrete may be neglected. 

(A) In columns the ratio of least diameter to height shall 
be taken as one-fifteenth. Greater ratios shall be deduced by 
satisfactory column formule. 

43. Length of Beams and Slabs. The span length for beams 
and slabs shall be taken as the distance from center to center 
of supports, but shall not be taken to exceed the clear span plus 
the depth of beam or slab. Brackets shall not be considered as 
reducing the clear span. 

44. Length of columns shall be taken as the maximum unsup- 
ported length. 

45. Where slabs and beams are figured as simple beams the 
length shall be considered as the clear distance betweeen supports 
excluding brackets. 


b. LOADS. 


46. The dead load shall include the weight of the structure 
and all fixed loads and forces. 

47. The weight of the reinforced concrete shall be taken as 
150 pounds per cubic foot. 

48. The live load shall include all loads and forces which 
are variable. 

The minimum live load for floors and roofs shall be as gen- 
erally provided by building codes. 

49. Roof and Floor Loads. The roof shall be figured to 
carry 30 pounds live load per square foot unless otherwise noted. 

50. A reduction of live load coming to the column support- 
ing the floor below the roof of 5 per cent. to be allowed and a 
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further reduction of 5 per cent. of the live load of each story 
below until the total reduction shall amount to 50 per cent. of the 
live load of any floor, after which all loads shall be figured net to 
the foundations. These reductions shall not appply to storage 
warehouses. 

51. Reduction of Loads. No reduction of loads shall be 
allowed for figuring floor slabs. 

52. No reduction of loads shall be allowed for figuring 
beams. 

53. A reduction of 15 per cent. live load may be allowed in 
figuring the girders, except in buildings used for storage purposes. 

54. In assuming the load coming to the columns all beams 
and girders shall be considered as carrying a net load consisting 
of 100 per cent. each of live and dead load, subject to the above 
reductions. 


Cc. BENDING MOMENTS. 


55. Slabs. The bending moment of slabs uniformly loaded Bending 
and supported at two sides only shall be taken as % wl?, where Boe 
w =unit load and | = span. 

56. Continuous Slabs. For interior slabs overhanging two 
or more supports the bending moment shall be taken as 1/12 wl?. 

The reinforcement at the top of the slab over supports must 
equal that used at the center. 

57. Slabs Reinforced in Both Directions. Slabs that are 
reinforced in both directions and supported on four sides and 
fully reinforced over the supports (the reinforcement passing 
into the adjoining slabs) may be figured on the basis of bend- 


ing moments equivalent to ae - for load in each direction. When 
span under consideration is not continuous, F=8; when con- 
tinuous over one support, Ff = 10; when continuous over both sup- 
ports, F=12. The distribution of the loads to be determined by 
the formula: 
Li 
Abe 
in which r equals proportion of load carried by the transverse rein- 
forcement, L equals length of span, and b equals breadth of slab. 
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58. The slab area may be reduced by one-half, as above fig- 
ured, when the reinforcement is parallel to and not farther from 
the supports than one-quarter of the shortest side. 

The reinforcement spanning the shortest direction shall be 
below the reinforcement spanning the longer direction, and shall 
not be further apart than 214 times the thickness of the floor 
including the finish. 

59. Simple Beams. The bending moment of beams sup- 
ported at the ends only shall be figured as of simple beams. 

60. Partially Restrained Beams. Beams supported at one 
end and continuous at the other to be figured partially restrained 
with a bending moment of eight-tenths (0.8) that of a simple 
beam. 

When the overall vertical distance of the tension members 
is greater than one-sixth of the total depth of the beam the 
stresses in each member shall be computed in proportion to the 
distance from the neutral axis. 

61. Beams supporting rectangular slabs reinforced in both 
directions shall be assumed to take the following load: The beams 
on which the shortest sides of the slab rest shall take the load of 
that portion of the slab formed by the isoceles triangle having 
this side as its base and half this side as its height. The load 
from the remaining portion of the slab shall go to the beams on 
which the long side of the slab rests. 

62. Continuous Beams. When beams or girders are -con- 
tinuous over two or more supports, the interior beams may be 
considered as partially restrained, and the bending moments at 
the center and support figured as two-thirds (2/3) that of a simple 
beam, unless the concrete at the bottom of the beam at the sup- 
port shall by this consideration receive excess compression. 

63. Tee Beams. In beam and slab construction, an effective 
metallic bond shall be provided at the junction of the beam and 
slab. When the principal slab reinforcement is parallel to the 
girder, transverse reinforcement shall be used extending over 
the girder and well into the slab. 

64. Where adequate bond between slab and web of beam is 
provided, the slab may be considered as an integral part of the 
beam, but its effective width shall not exceed one-sixth of the span 
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— length of the beam on either side of the beam, nor be greater than 
six times the thickness of the slab on either side of the beam. 
Measurements from the edge of the web. 

65. In the design of Tee beams acting as continuous beams, 
due consideration should be given to the compressive stresses at 
the support at the bottom of the beam. 


d. WORKING STRESSES. 


66. Concrete composed of materials meeting the requirements 
of these regulations, mixed in proportion of one part of cement 
and six parts of aggregate (fine and coarse), shall develop a com- 
pressive strength of 2,000 pounds per square inch in 28 days when 
tested as 8-in. diameter cylinders 16 ins. long under laboratory 
conditions of manufacture and storage, using the same consist- 
ency as is used in the field. When the proportion of cement is 
increased, using the best quality of aggregates, an increase may be 
made in all working stresses proportional to the increase in com- 
pressive strength at 28 days, as determined by actual tests, but 
this increase shall not exceed 25 per cent. On this basis the fol- 
lowing working stresses shall be allowed in construction: 

67. Bearing compression, 650 pounds per square inch. 

68. Compression in extreme fiber, 650 pounds per square 
inch. With increase of I5 per cent. near supports in continuous 
beams. 

69. Axial compression in columns without hoops, 450 pounds 
per square inch and 6,750 pounds per square inch on vertical rein- 
forcement. 

70. Axial compression in columns with 1 per cent. of hoop- 
ing, 540 pounds per square inch, and 6,750 pounds per square 
inch of vertical reinforcement. 

71. Axial compression in columns with 1 per cent. hooping 
and 1 to 4 per cent. of vertical reinforcement, 650 pounds per 
square inch on the concrete and 9,750 on the vertical reinforce- 
ment. 

Where it becomes necessary or desirable to use vertical rein- 
forcement of size equal to or larger than a section £34-in. round 
bar, the ends of all longitudinal reinforcing members must be fin- 
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ished to a plain bearing surface and provision shall be made for 
properly holding reinforcing members in line, and while the con- 
crete is being deposited. 

The bars in the base of such columns shall bear on a plate or 
casting, or shall be enlarged so as to reduce the bearing stress at 
the bottom to the stress given in paragraph 67. In lieu of plate 
the enlargement for bearing the stress may be distributed to the 
footing by means of dowels with planed upper ends, length of the 
dowels being sufficient to distribute the stress by means of the 
bond of the dowel. 

In the footing the concrete bond stress to be as given in 
paragraph 74. The footings supporting columns where hooping 
and vertical reinforcement is used shall be enlarged to at least six 
inches on each side of the column, measurements being taken from 
the center of the hooping. 

Bars composing longitudinal reinforcement shall be straight 
and shall have sufficient lateral support to be securely held in place 
until the concrete is set. 

The clear spacing of bands or hoops shall not be greater than 
one-fourth the diameter of the enclosed column. Adequate means 
must be provided to hold bands or hoops in place so as to form a 
column, the core of which shall be straight and well centered. 

Bending stresses due to eccentric loads must be provided for 
by increasing the section until the maximum stress does not exceed 
the values above specified. 

72. Compression on columns reinforced with structural stcel 
untts which thoroughly encase the concrete core, 540 pounds per 
square inch on the concrete and 8,100 pounds per square inch 
on the structural steel. 

73. Web Stresses. In calculating web reinforcement the 
concrete shall be considered to carry 40 pounds per square inch, 
the remainder to be provided for by means of reinforcement in 
tension. 

Members of web reinforcement shall be embedded in the 
compression portion of the beam so that adequate bond strength 
is provided to fully-develop the assumed strength of all shear 
reinforcement. They shall not be spaced to exceed three-fourths 
(34) of the depth of the beam in that portion where the shear- 
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ing stresses exceed the allowable shearing value of the concrete. 
Web reinforcement, unless rigidly attached, shall be placed at 
right angles to the axis of the beam and looped around the 
extreme tension member. 

74. Bond between plain bars and concrete, 80 pounds per 
square inch of surface of bar; where adequate mechanical bond 
is provided the stress shall not exceed 150 pounds per square inch 
of surface of bar. 

75. The ratio of modulus of elasticity of concrete to steel 
shall be considered as one to fifteen. 

76. The allowable tensile stress in reinforcement to be 16,000 
pounds per square inch for medium steel and 20,000 pounds per 
square inch for high elastic limit steel with adequate mechanical 
bond. 

77. The compressive stress in the steel reinforcement to be 
fifteen times the allowed compression in concrete in which the 
steel is embedded. 


@. FIREPROOFING. 


78. The main reinforcement in columns shall be protected by 
a minimum of two inches of concrete, reinforcement in girders 
-and beams by one and one-half inches and floor slabs by one inch. 


Ratio of Moduli 
of Elasticity. 
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REPORT OF COMMITTEE 
ON 
BUILDING LAWS AND INSURANCE. 


Parr II. INSURANCE. 


The Committee on Insurance has continued work along the 
lines set forth in the preliminary report of last year, and believes 
that the collation of data on insurance of the various types and 
classes of buildings of concrete construction would be of most 
value. The Association has now on file a list of about 1,000 
concrete buildings, and has written the owners requesting 
information, as per the Insurance Information Blank shown 
in Fig. 1. Replies have been received covering about 300 build- 
ings, of which 255 contain complete information. This repre- 
sents quite an increase over the number of replies received last 
year. 

It will be noticed that there are no rates of insurance given 
for cement hollow block buildings. The members of this Asso- 
ciation who are interested in the matter of rates for cement 
hollow block buildings have been repeatedly requested during 
the year and also at the annual convention to send in the names 
of the owners of such buildings in their territory and the failure 
of the Committee to secure rates is due to the failure of these 
members to respond to the Committee’s request. 

The Committee would again make an appeal for informa- 
tion as to the name and address of the owners of cement hollow 
block buildings in order that they may secure rates for this class 
of buildings. 


BUILDINGS AND CONTENTS CARRYING NO INSURANCE. 


Special attention is called to the fact that the information 
the Committee has collated shows that 26.6 per cent. of the build- 
ings covered by replies are not insured by the owners, the type 
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NATIONAL ASSOCIATION OF CEMENT USERS 


HARRISON BUILDING. PHILADELPHIA, PA. 


INSURANCE INFORMATION BLANK 


EOP ERE CO TS EES oe an en ne ee ee Rain ni sSebeases ere cah cote neh Acavret 
DERE OC AAIORD, OMG LOL mae tops nin a cn ee ONY re 
3. Owner. 


4. Architect. 


5. Builder. 


6. Business carried on in Building... 


7. Character of Contents 


8. Description of Building: 

a. Type of Construction. 1, Reinforced Concrete throughout. 
45 hl e columns, beams and floors with brick or stone walls. 
3. Concrete Blocks or concrete bricks, 

6. Dimensions. 1, Number of stories above sidewalk... 
2. Total height in feet above sidewalk . 
PE ES Ly ey oe Ee ae cere 
i EO DUIE ATP MLOBE co sraterceorerattraotnens aeatoolissee NachiarreVeara 


9. Fire Protection: 
a, Fire Service. 1. Have you City fire service? High pressure Water plugs? ......ccccue 
2. Is it paid or volunteer fire S€TVICE? .occccswissenenrieee 


3. Have you No fire service? oir a 
4. Character of surroundings of building, 1, North side ...ccccc0000+ Resirasease 
2. South side. 
3. East side 
4. West side a ate 
¢. Protection of Exterior Openings. 1. Are the openings protected with metal frames and wire glass? .......csccssseesme 
Cae SF ci ‘* tin covered or metal shutters? 
3. Is building provided with outside sprinklers? 
da, Interior fire apparatus, 1, Is building provided with a sprinkler system? 
2 Lg Mi {Fire PUMPS? 
Sina ff Oy * tanks or reservoirs?...... m 
4 ae ut ‘* standpipe with hose connections? ,........ 


5. Have you a watchman?. Night?. 


e. Are stairways and elevators protected and similar openings enclosed ?......... 


10. Insurance. a. Rate on building............. Peieeonie CLL COME, OF CORE COV ELEC jtbigserins (com eat ssc Hoi rn anasitiotren ne veneer Shines 


6, Rate on contents. 


Ber cent, Of Cost COvETCR cc dsictstomumeriansicennpricssss Rina 


c, Is insurance carried in a stock or mutual company? 


d, Do you carry your own insurance?........ 
11. Have you had a fire in any part of building? Please make remarks on reverse side of this sheet. 


TZ one Bidwke AUC LONE Dy gac cere uso aiengevtee enone Pee Eee NS rset paceisoc sy a re apes ea eae 


FiG. I.—COPY OF INSURANCE INFORMATION BLANK, 
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of construction being in each case considered sufficiently fire-. 
proof as to render insurance unnecessary. Some owners even 
do not consider it necessary to insure the contents of their build- 
ings, because either, the contents are not likely to be destroyed 
by fire, or the fire could be confined to one room, or in some 
cases, because the insurance companies specify prohibitive rates 
due to the inflammable character of the contents. The Com- 
mittee has been advised by several owners that they have had 
a fire in one room of their building and that the same was con- 
fined to that room. The owners claim that the loss sustained in 
such cases would be a great deal less than the premiums required 
to carry insurance. 

A few of the typical remarks made by owners of buildings 
carrying no insurance, might be of interest: 


“We think so highly of reinforced concrete construction that we do not 
carry any insurance on our plant nor contents.” 

“We consider the cement building absolutely fireproof, and therefore 
carry no insurance.” 

“We are not afraid of fire either within or without. Rates wili have 
to be low to induce us to carry insurance.” 

“None (no insurance) at present and consider it unnecessary with 
such construction.” 

“No insurance’ (three buildings). 

“Do not carry any insurance.” 

“Our building does not contain a stick of wood, and is so absolutely 


fireproof that the Directors considered it useless to carry insurance, not- 
withstanding the fact that the companies give us a rate of 7% cents.” 
“No insurance. Feel safe as it stands.” 


EXPLANATION OF TABLES. 


Classification. The Committee has classified the buildings 
upon which reports have been received, indicating for each class 
the general use of the buildings. It must always be borne in 
mind, however, from an insurance point of view, that for an 
exact rate each case should be considered separately and judged 


on its own peculiar conditions, 
Where information is desired by the members of this Asso- 


ciation as to the rate of insurance on special buildings, an aver- 
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age rate will be gladly furnished upon application. It will not 
be possible, however, to give the rate on any one particular build- 
ing inasmuch as the information obtained from the owners is 
confidential. 

Districts. In each class the rates have been distributed in 
six districts according to the location of the buildings. The ter- 
ritory covered by each district is shown on the map, Fig. 2. 

Column B. This column in each district covers the rate on 
the building only. 

Column C. This column in each district covers the rate on 
the contents only of each building. 

Summary for all Districts. This column covers a summary 
of the various rates, averages, etc., for each classification. 

Minimum Rate. This covers the minimum rate on build- 
ings only for each district and each class, not considering build- 
ings carrying no insurance. 

Maximum Rate. This covers the maximum rate on build- 
ings only for each district and each class. 

Average Rate A. This represents the average of all rates 
reported, exclusive of buildings carrying no insurance. 

Average Rate B. The Committee considers that all rates 
of insurance on buildings above .50 per cent., or 50 cents per $100 
insurance, are abnormally high. It has been considered valu- 
able, therefore, to give an average rate excluding all such high 
rates. The average rate B represents the average of all rates of 
.50 per cent. or less. Under each class are given, in so far as the 
Committee has been able to determine, the conditions which 
might explain the reasons for the high rates. 

Number of Risks Rated. This gives the total number of 
buildings carrying insurance as covered by the table for each dis- 
trict or class. 

Number of Risks not Insured. This gives the total number 
of buildings in each district or class, reported to the Committee 
as not being covered by insurance. 

Total Number of Risks Reported. This gives the total num- 
ber of buildings in each district or class covered by the table 
including buildings not insured. 
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TaBLeE I.—Licut Manuracturine BUuILpINGs. 
Summary 
1 2 o 4 5 6 for all 
Districts. 
Buildings 
BY OPS Lea AC) BLOM Bike PEW Cae 
-20 -10 |.15 |.04 |.07 |.15 |.15 |.133) .40] .35] .60 
20) .20)}.122) 214/06 |.06 |.20 |.80 |.15 12771118 
.50| .50/.18 |.17 |.075| .075|.50 |.75 |.40 |1.10 
1.50/2.00).15 |.15 |.13 .64 11.07 
15 |.15 |.15 |.15 -70 | .40 
15 |.15 |.15 |.15 
-15 |.15 |.16 |.25 
LO Be) 2727, 
18 |.72 |.80 |.60 
-81 |.60 |.30 |.61 
84 |.04 |.38 |.88 
-84 |.47 |.412'.412 
.386 |.81 |.60 |1.24 
.88 |.73 |.61 |1.24 
-40 |.75 |.75 |1.16 
.43 |.71 |.90 | .90 
-50 |.75 |1.20)1.48 
88 
a 1.25 
3.—|3.75 
5am 20 -10 04 «15 133 85 -04 
ne IR peer 1:50 |8—| 1:20) H50 | |i70| a7 a 
Average rate A . a 60 48 38) 28 40 1.06 46 
Beppe nats 30 .26 -20| .28 23 85 24 
Number of risks rated. 4 21 W 3 5 2 52 
et PE risks not vee 1 1 Bi he ee 1 fileeetiees 7 
ee ciel lal t's} | 6} | ata] 
TasLe I].—HEAvy MANuFactTuRING BUILDINGS. 
(= ci : | Summary 
1 2 3 4 5 6 for all 
Districts. 
Pere Cue te Bc |B O08 POs) wae 
016) 07 | .07 |.06 . 225} .225).98 |.98 | .90 
.07 |.07 |.06 |.06 /1.503.— 1.11/1.1) 
.07 |.07 |.18 
.07 |.07 |.18 |.18 
.07 |.07 |.20 |.20 
.07 |.07 |.52 |.76 
.15 |.15 |.60 |.60 
.20 | none 
Pd oped 
OPA OD) 
ini GOn eke ayearaet« 07 .06 |- 225 90 016 
eo on OREO .22 1.60 1.50 .98 1.11 1.50 
Average rate, A....... 016) 12 .26 .86 98 ip .84 
Average rate, B.. .016 12 14 23 -98 - 18 
Number of risks rated: . : 1 10 A 2 1 2 23 
Numb of risks no 
ease Bee ea Sista at AR To ons ee le cee 21 
b f ks 
Botel oatmber of nisks) y 24 13 3 1 2 44 
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TABLE IJ)].—OrriceE BUILDINGS. 


Summary 
1 2 3 4 5 6 for all 
Districts. 
CRE PCr BACH BR CB or Bare ee 
.09 |.20 |.15 |.60 |.40 |.70 |.25 |.64 |.34 |none 
.23 |.39 |.21 |none|.60 |.75 |.40 -50 |.75 
.50 25 55 -64 |none 
30 |none -85 |1. 
.83 |.41 91 
-96 11.25 
.98 | .98 
1.02 
1.09)1.09 
Minimum rate......... -09 215 40 25 34 .06 
Max*mum rate . 50 33 .60 55 1.09 1.09 
Average rate, A.. eal 25 .50 -40 81 .53 
Average rate, B war 2b -40 .33 42 380 
Number of risks rated. . 3 5 2 3 9 22 
Number of risks not 
POSUTEC Amn aeecetciese sie a PTE ASE OZ TS SE TOMI allied || ee 8 
Total number of risks 
ipereporteden<\.mitoac.. st 5 7 4 5 9 30 
TaBLe 1V.—ReETAIL STORES. 
Summary 
1 2 3 4 5 6 for all 
Districts. 
Buildings 
Bac Be iCay Ba Combe SCaR ale Cais Gs only. 
.16 |.61 |.13 |.80 |.12 |.25 |.183).20 |.50 |.70 
-27 |.64 |.15 |.15 |.25 |.40 |.18 |.42 
19 |.143).60 |1.02/.90 |1.00 
Minimum rate....... 16 18 510} 138 212 
Maximum rate... 120 19 60 90 .90 
Average rate, A.. va 22 16 139 40 50 30 
Average rate, B..... oe .22 16 19 16 50 21 
Number of risks rated.. 2 3 3 3 1 12 
Number of risks not | 
INSULEG sete teens Ae — = Hs fe es) as 
Total number of risks | 
TODOVLEC em eike sion 2 3 3 3 1 12 
) 
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The buildings have been classified as follows: 


Taste I.—Light Manufacturing Buildings. 


The buildings covered in this class are used for light 
manufacturing such as printing, confectionery, clothing, wood 
and paper boxes, rubber goods, light metal goods, etc. 

In determining the average rate B, the following buildings 
having rates higher than .50 per cent. have been excluded: 


District 1. $1.50. Manufacture of rubber substitutes. No fire 
protection. 
District 2. $0.88. Contents inflammable and combustible. 
$0.88. Printing and engraving. Metal frames with 
glass windows; stand pipe and tank. No 
sprinklers. Old buildings on two sides. 
This rate seems unreasonably high for the 
character of the building. 
$1.00. Manufacture of oil cloth. 
$3.00. Manufacture of mattresses. Wooden build- 
ings on two sides. 
District 3. $0.60. Printing daily newspaper. 20 per cent. of 
cost of building covered. 
$0.61. Manufacture of crackers and candy. Metal 
frames and wire glass windows. No other 
fire protection. 
$0.75. Manufacture of fur coats. No fire protec- 
tion except hose on each floor. 
$0.90. Cottents woodwork, boxes, etc. No fire pro- 
tection in building. 
$1.20. Contents groceries, etc. Metal frames and 
wire glass windows; sprinklers. Frame 
buildings on two sides. Owner considers 
rate altogether too high, the Committee 
concurs in this opinion. 
District 5. $0.54. Contents glass, frames, etc. Metal frames 
and wire glass; standpipe with hose con- 
nections, 


24 
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TABLE V.—WHOLESALE STORES. 


Summary 
1 2 3 4 6 for all 
: Districts. 
{ Buildings 
BUCH WBal Caleb | cCalk Bell Cal sBa eC a eB ae Gallen, 
none|.57 |.15 |.25 | .45 .13 |.20 |.22 |.46 
15 |.69 |.17 |.45 15 |.45 |.70 
165.82) 1 20)5) 12 16 | 25 
PAM CL 24 | .55 
54 1.21 .35 | .87 
Minimum rate,..... 15 1d 13 .22 13 
Maximum rate...... 16 54 1) -70 -70 
Average rate, A....... 16 380 45 oot 46 .28 
Average rate, B....... 16 24 45 PAL 122, .23 
Number of risks rated. . 2 5 if 5 2 15 
Number of risks not 
ANSUTEC ee Mariel as 1 EN if oh fee ee) 2 
Total number of risks 
TEDOLLCAG pte caveiyclenees 3 6 1 5 2 17 
TaBLeE VI.—WAREHOUSES. 
Summary 
1 2 3 4 6 for all 
Districts. 
| 
eh || SS Mal Cle | ish Ens Coe a. Os | ash ee: 
.12 |.35 |none|.18 |.10 |.85 |.15 |.15 |.09 | .17) .17 
218) 22500) 512) alt | S060) 160 e25d0 07; 
.20 |.40 |.12 |.33 |.118).46 |.85 |.50 |.85 | .85 
.132|.48 |.13 |.13 |.35 |.60 
.16 |.42 |.20 |.50 |.54 |1.07 
16 |.42 |.20 |.50 1.75 |1.25 
18 |1.25|.25 |.80 |.85 | .85 
.19 |.46 |.45 |.78 
.25'| 50 |.55. |.55 
AT NTS Wn: 
.60 | none} .90 | .90 
.60 |1.—|1.75)1.75 
Minimum rate..,......|.12 10 10 80 .09 17 .09 
Maximum rate ........|. 20. | 60 1375 85 85 1.07 1.75 
Average rate, A.......|.15 | 127. 46 47 .50 62 .89 
Average rate, B.......|. 15 .20 .20 .29 .09 sil .20 
Number of risks rated. .| 3 11 12 7 3 2 38 
aes risks not 
INIBUTEM ER es tee 2 2 3 3 4| 4 1 1 1 1)/—|— 
Total number of risks ie 
TEpOrtedin viheswineielerers 5 14 16 8 4 2 49 
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$0.70. Manufacture of cotton goods, also storage. 
Metal frames and wire glass; sprinkler 
system. Tenements on two sides. 
District 6. $1.77. Manufacture of chocolate. 12 per cent. of 
_cost covered. Wooden structure on one 
side 


Taste I].—Heavy Manufacturing Buildings. 


The buildings covered under this class are used for the man- 
ufacture of machinery, automobiles, cement, carriages, etc. 

In determining the average rate B, the following buildings 
having rates higher than .50 per cent. have been excluded: 


District 3. $0.52. Ice factory. Lumber yard on one side. The 
only explanation for the high rate is the 
fact that the building is located in a village 
and the only fire service available is vol- 
unteer. 

District 4. $1.50. Building used for  kiln-drying lumber. 
Wooden sheds on two sides. Sprinkler 
system. 

District 6. $0.90. Contents machinery, rubber, drugs, and 
wire. II per cent. of cost covered. 

$1.11. Blanket rate, covering both building and 
stock, 


Tasie III.—Office Buildings. 


The buildings in this class are used principally for office 
purposes, there being in some cases stores in the first floor. 


TasBLE 1V.—Retail Stores. 
The buildings covered under this class are used for the 
retail sale of clothing, furniture, hardware and as department 


stores. 
In determining the average rate B, the following buildings 


having rates higher than .50 per cent. have been excluded: 
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TABLE VII.—MIScCELLANEOUS BUILDINGS. 


; 1 B 
a | o 3 2 
q 5 a a of : 
g . = q £ 4 a 2 
fe By 3 ‘6 3 g aa 
a S fe} o Q ~ i= Qe 
A, 3 a E C e = $a 
< Q Ss) A q q qq no 
BC LBC BAGG B CBC BpC. RB aCaena Ee 
25| |.80 | .89).04 |.04 |.16 | none!.088 .64 |.15 |1.12/.15 |.30 |.23 |none 
49 |.65 142) .392 13 }.14 |.83 | .83).15 |.30 |.265| .26 
| .23 | .43 50 |none}.60 |1.00;.33 |.68 |1.18)1.88 
1.10 60 -76 | none | 1.92|2.44 
1.25} none 

Minimum rate... ./.25 30 04 16 .088 15 15 | 12 
Maximum rate ...|.49 65 1.10 .60 125) 33 | 1.92 
Average rate, A ..|.87 |. 48 40 16 384 62 21 .90 
Average rate, B . .|.37 .80 14 16 24 24 21 25 
Number cf risks 

TALES. Petia ees 2 2 | 4 1 4 5 3 4 

Number of risks 

not insured ....)—}|— 1] 1) 2} 8) 3) 7 8) 1) 2) —)} 2) —|—]| 6) 7 
Total number of | 
risks reported ..| 2 | | 23 7 8 5 5 3 10 
TabLe VIII.—SummMary. 
2 3 é s | & ag | 48 
es e a Ns a oe See 
ic) 
Tere Baines! g g i 2 ce ihe oe cderae 
i g 2 oo) ae eB eee 
‘3 Z 5 5 E Eo | S38 
a | 3 : Pde) Be eee 
ue eee ee ee 
Light manufacturing .........} .04 3.— 48 24 52 7 59 
Heavy manufacturing ........ 016 1505 | 34 13 23° | 22 45 
Office buildings 5.4 -2e05. aes: 06 1.09 5B 30 22 8 30 

Retailistoresexccisercsereicuicroeronns 12 -90 CON Ps Be 12 = 12 
Wholesale stores ............. 13 70 28 28 15 2 17 
Warehousesii. 2 cackieacanes 4 09 1.75 39 20 é 11 49 
Apartments) ccciee eter eee ys) 49 37 387 2 _ 2 
Bankssv asc erie Chino .30 {65a ens48 .80 2 1 3 
Club houses 04 1.10 FAQ ante 4 4 3 7. 

- Dwellings 16 16 Si keys wi Ke | i ri 8 
Hospitalsiacr ence coer eal moss 60 34 24 | 4 il 5 
FL otels Ae e miccic ok eeene 15 125: 02 Mio eeesn| Be oil a= 5 
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Stables, garagesy is... 2c rs 12 1.92 FOOMIOMer25 4 6 10 

Dotal-numiber; Gherabessrep Onued maaan tease etea en arene 187 
‘Total number of risksmotemsuredasee rey eee atin ere 68 
Total ntmeber of buildings reported’... .. as. .csss ce soe weleeee 255 
Average rate for all classes) of buildings Ac. awaeceeicen meee nee -416 
Average rate for all classes of buildings, Bi i. )... ccc ce ccccces weet Rae 
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District 4. $0.60. This covers a series of retail stores one oi 
which is a drug store. 75 per cent. of 
the cost of the building only is insured. 
Tenanted buildings cost more. 

District 5. $0.90. Building contains seeds and flowers, is 
adjoined by a frame building on one side, 
and the only fire service is a volunteer 
department. 25 per cent. of the cost of the 
building is insured. 


TasBLeE V.—Wholesale Stores. 


The buildings covered in this class are used by wholesale 
dealers in drugs, plumbers’ supplies, dry goods, paper, confec- 
tionery, etc. ; 

In determining the average rate B, the following buildings 
having rates higher than .50 per cent. have been excluded: 


District 3. $0.54. Paper in cases and bundles. 

District 6. $0.70. Wholesale men’s furnishing store with no 
fire protection. The building is adjoined 
on two sides by brick buildings contain- 
ing wooden floors. 


TasLleE VI1.—Warehouses. 


The buildings covered under this class are used for the 
storage of furniture, groceries, liquor, and general merchandise, 
cold storage, and miscellaneous products. 

In determining the average rate B, the following buildings, 
having rates higher than .50 per cent. have been excluded: 


District 2. $0.60. Cattle hides and tallow. 
$0.60. Photograph material and general merchan- 
dise. 

District 3. $0.55. Cold storage house. Warehouses on two 
sides, railroad tracks one side. Freight 
depot discharging and receiving freight. 
The building is surrounded on three sides 
by brick warehouses and factories. 
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$0.90. Storage of wood and the use of packing 
material. . 
$1.75. Owners claim rate to be exorbitant, and only 
25 per cent. of the cost of the building 
is carried for that reason. The rate for 
full insurance is $2.90. The contents of 
the building are meats, hides, lards, etc., 
and the owners have constructed another 
reinforced concrete building upon which 
they have decided to place no insurance. 
District 4. $0.54. Hides, wool and junk. 
$0.75. Storage plant with no fire protection of 
exterior openings and no interior fire 
apparatus. 
$0.85. Storage of street cars. 
District 5. $0.60. General storage house with exterior open- 
ings and no protection. 
$0.85. Building used for the storage of beer. 8 
percent. of the ‘cost of the: building ers 
covered, and the same is adjoined by frame 
buildings on two sides. No private fire 
protection. 
District 6. $1.07. Storage of wood, paper, and use of paints 
and varnishes. 


Taste VII.—WMiscellaneous Buildings. 


This class covers apartments, banks, club houses, dwellings, 
hospitals, hotels, libraries, stables, and garages. 

In determining the average rate B, the following buildings 
have been excluded: 


Banks. $0.65. No reason apparent for high rate. 
Club House. $1.10. Tenanted building, sleeping quar- 


ters, etc. Frame building on 
one side. No private fire pro- 
tection. 

Hospitals. $0.60. No private fire protection. 


: S04 omits 
see on one side. 
— Adjoins frame building with fo” > 
fire wall. *e 
Staten Grass $1.92. Livery stable. 


tins eae ‘airy Summary. 


iis This table contains a summary of the rates on all classes of 
buildings. . 


co 


Respectfully eae 
W. H. Ham, Chairman, . 
Epwarp D. Boyer, 
inet Joun E. ConzELMAN, 
fo. Dover, 
EmiILe G. PERRorT. 


Mr. Lord. 


Mr. Ballinger. 


TOPICAL. DISCUSSION: ON ANSURANCE: 


Mr. E. A. Lorp.—I wish to ask if in towns where the exist- 
ing building laws prescribe a fire limit and certain other condi- 
tions, whether it would be possible to change those building laws 
in the future so that buildings constructed with partial stucco 
exteriors would conform to what would be equal to brick veneer. 
In our town a 4 in. brick veneer is considered sufficient within the 
fire limits. The question was raised last year whether a building 
constructed partially of solid reinforced concrete, with an upper 
story of cement siding on steel lath, would be allowed within 
the fire limits. 

Mr. Water F. BALLINGER.—A concrete building which we 
had designed and erected a few years ago went through quite a 
severe fire. There were a number of frame buildings, some hav- 
ing brick walls and wooden floors and roofs, in the immediate 
vicinity, and some adjoining this concrete building, which were 
entirely destroyed. The concrete building in question was a 
three-story structure about 40 by too ft. The second and third 
stories were used for the drying of glue. There were steam coils 
at one end to warm the air and fans at the other to pull the air 
through. Racks of wet glue were placed between these in the 
second and third stories. The first story was open and had no 
division wall between it and the adjoining frame building. It was 
used for washing the glue, and was practically an extension of the 
frame building, so far as occupancy was concerned. The first 
story, therefore, had a full exposure to the fire. 

The upper stories were supposed to be protected by windows 
of wire glass and metal frames. It so happened that these win- 
dows were open at the time the fire occurred, which was in June, 
after the glue factory had shut down for the summer, because 
glue cannot be made in hot weather. The racks were very good 
fuel for the flames, being piled from floor to ceiling and from wall 
to wall in the third story, but with sufficient air space between to 
make very good kindling wood, causing a very severe fire. The 
wire-glass windows were melted and the frames were injured 
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somewhat, but after being straightened out were used again. I Mr. Ballinger. 
mention this to illustrate the intensity of the fire. There was a ceil- 
ing of expanded metal lath and plaster hung from the bottom of 
the beams in order to avoid air pockets. The ceiling in the third 
story was entirely destroyed. Outside of the destruction of the 
ceiling and the wire-glass windows there was no other damage; 
that is, the concrete structure in the third story suffered no dam- 
age. One of the cantilever beams, which project 5 ft. into the 
next building, taking the place of posts which had supported the 
floors in the adjacent building, was spalled off on the bottom, in 
the form of a wedge-shaped piece about 2 ins. thick by the width 
of the beam and down to a feather edge about 2 ft. long. This, 
however, had no appreciable effect on the strength of the canti- 
lever beam, it not having been patched and doing its work to-day. 

There was a column in the first story, close to an adjacent 
building, which had one corner split off. One rod, 1% to 2 ins., 
from the two faces near the corner of the column, was exposed 
for a distance of probably 5 ft. The column continued to do its 
work, but it was thought best to repair it. This was done by 
running wire spirally around it and enclosing it with a temporary 
casing of wood, leaving about 2% ins. from the original column 
outward. This was filled with concrete and represented the only 
repair to the concrete structure, costing about $15.00 on the 
building valued at about $20,000. The ceiling of wire lath and 
plaster was renewed at a cost of approximately $300.00, and the 
restoration of the wire-glass windows cost probably $150.00. 
About $500.00 or $600.00 constituted the entire loss, or rather, 
the entire cost of repairs in that building, whereas all the sur- 
rounding buildings were totally destroyed. 

There was no insurance on this particular building, although 
all the surrounding structures were insured. A few days after 
the fire the representatives of the insurance companies met to 
adjust the loss and held a banquet in this concrete building, 
wherein they discussed the merits and demerits of concrete con- 
struction. 

{ might mention another case. I have forgotten the exact 
dimensions of the building, but it was approximately 60 ft. square, 
or larger, having wire-glass windows on all sides and used for 
making of metal lockers, in which occurred a varnish fire of 
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Mr. Ballinger. short duration, but severe while it lasted. It cracked nearly all 
the wire-glass windows and burned out some of the woodwork, 
but, otherwise, did no appreciable damage, and none to the rein- 
forced concrete. 

We once thought that concrete was absolutely fireproof un- 
der all conditions, but now regard it as relatively fireproof, having 
high fire-resistive properties. lf the fire is hot enough and keeps 
up for a long time, it will destroy concrete or any other material. 
What would be for all practical purposes fireproof for a building 
of one occupancy would not be fireproof at all for a building of 
another occupancy. This must be borne in mind in considering 
fireproofing. For instance, it would be wasting money to make 
a building as thoroughly fireproof for a schoolhouse as we should 
make it for a chair factory. 


Mr. Chapman. Mr. Croyp M. CuapmMan.—I would like to ask as to what 
took place on the second floor in this glue factory. 

Mr. Ballinger. Mr. BaLLincer.—The wire-glass windows being closed, held 
the fire. 

Mr. Chapman. Mr. CHAPMAN.—It is fair to assume, therefore, that if the 
windows had been closed on the third floor it would have been 
saved. 

Mr. Lloyd. Mr. Harry A. Liroyp.—I would like to ask what proportion 


of cement was used in the column and beam damaged in this 
glue-factory fire. It has been stated that rich concrete is more 
susceptible to fire damage than lean concrete. 

Mr. Ballinger. Mr. BALLiIncer.—My recollection is that we used a 1: 21%: 5 
mixture; we build with richer mixtures now. I do not think the 
present regulations of the City of Philadelphia, which require a 
I:2:4 mixture, were then in force. 

. Perrot. Mr. Eire G. Perrot.—As to whether a rich mixture is less 
fireproof than a lean mixture, I beg to differ with the statement 
made, because I do not think it is a fact substantiated 
by tests. I remember reading that one of the best ways of fire- 
proofing a building is to make the concrete richer; the richer the 
concrete the more fireproof the building. Professor Ira H. Wool- 
son has made quite a number of tests and our theory is, that the 
rich mixture is stronger. Naturally it is more fire-resisting, be- 
cause the cement as a binding agent has more tensile strength 
and is more fireproof than the stone. That cement mortar is more 
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fireproof than stone, has been evidenced by the tests made by the 
government at St. Louis, in which the stone crumbled, whereas 
concrete did not. A dense mortar, as far as I can recall, is as 
fireproof as any structural material. I cannot see why a rich 
mixture is not fireproof. 

Mr. ALLEN Brett.—There is a theory to the effect; I believe, 
that as the heat attacks the cement a film forms which protects 
the rest of the concrete. 

Mr. Perror.—lI have seen that in fire tests of cement build- 
ings, where the outside became dehydrated and formed a non- 
conductor, preventing the heat from penetrating further into the 
concrete. At the same time I have seen edges which have fused on 
specimens from a fire test. In other words, the silica in the sand 
seemed to make a very glassy coating. This did not seem to occur 
all over, but only in spots where the heat was intense. 

Speaking of the dehydration of the outside surface, if the 
same cement or concrete, after passing through a fire, is exposed 
to the elements or moisture, etc., it will absorb moisture from the 
air and ‘become hard again. I tried that by taking a specimen 
from a fire test and leaving it on a window sill in my office for 
about a year. When I obtained the sample you could just break 
it, and after a year a hammer was necessary to break it, showing 
that the water for crystallization had been afterwards absorbed 
from the atmosphere. 

Mr. BALLtINGerR.—The subjects of the proposed building 
regulations and of their effect upon insurance seem closely re- 
lated. I think it would be well for this Association to co-operate 
with other societies in the formation of regulations to be urged 
upon the city authorities for adoption. I am inclined to think that 
our regulations are as practical and safe as any that have been 
suggested. I would suggest that our Committee endeavor to 
co-operate with these other committees and urge upon them the 
adoption of our regulations. Other associations have been at- 
tempting to formulate regulations, but have not made any great 
progress. The difficulty seems to be that they are waiting for 
something that shall be ideal and receive unanimous approval. 
I am afraid this will never be attained. You do not get laws 
passed by Congress and state legislatures unanimously, as a rule; 
and I think it would be well if we could co-operate and have a 
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uniform standard adopted, even though some little changes may 
have to be made in our standard to conform with the ideas of 
other people. . 

Mr. Perrot.—I would state that the regulations are based 
on the report of the Joint Committee, composed of the members 
of the various engineering societies, principally the American 
Society of Civil Engineers, the American Railway Engineering 
and Maintenance of Way Association, and the American Society 
for Testing Materials, which serves a basis of recommendation 
to the American Society of Civil Engineers, with the idea in mind 
of having uniformity, so that when our Association and the 
American Society adopt regulations there will be some unity of 
agreement. Of course when it comes to the insurance side of it, 
I do not think we will ever agree with the insurance companies, 
because they want about 4 ins. protection on beams. I do not 
think anybody will construct a concrete building with 3 or 4 ins. 
protection. I do not think that is a proper thing to ask anybody 
to do. ’ 

I believe the insurance interests are waiting for us to propose 
something and then will take the matter up to see if they can 
approve it. The insurance interests will naturally want the best. 
They feel that if they put out their regulations now, with the 
high requirements, that the work being done will be crippled. I 
attended one of their conventions, the National Fire Protection 
Association, and the feeling I gathered from the convention was 
that they did not wish to do anything at that time, as there were 
other committees at work on the practical side, who would come 
forward with a report and then their Association could act upon 
the report that had been accepted. I think we should go ahead 
the way we have done and let them make their criticisms after- 
wards. Possibly we can come together later, for the purpose of 
reaching an agreement in the matter. 

Experience shows that the mutual companies are very favor- 
able to reinforced concrete as a risk, and I know that if the occu- 
pancy is such that it comes under their regulations they will have 
no hesitancy in insuring the risk. 

Mr. BaLiincer.—I know that the mutual insurance com- 
panies have insured reinforced concrete buildings in districts 
which have usually been considered too congested for them to 
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enter. In one instance that I recall, a building at Fourth and 
Arch Streets, Philadelphia, which is practically in the congested 
district, although not in that which the underwriters call the con- 
flagration district. The latter is still more hazardous, and the 
mutual companies will not insure there no matter how good the 
risk. The mutual companies, as many of you know, select their 
risks and will not insure everything that is offered. In this case 
they took a building because it was of reinforced concrete, in what 
is called the congested district, which is next to the most hazard- 
ous district in Philadelphia. I refer to the Ketterlinus printing 
house. 

I have known them in other cases to make exceptions, one 
being an 8 story reinforced concrete building at Thirteenth and 
Callowhill Streets, Philadelphia, which is in the congested, but 
outside of the conflagration district. 

The favor with which the mutual companies look upon 
reinforced concrete is pleasing to us, of course. The difference 
between mutual and stock companies, is that the mutuals only 
insure preferred risks. They have been accepting buildings of 
slow burning construction, if properly equipped and sprinkled, 
and they regard reinforced concrete construction as highly supe- 
rior to the slow burning wood constructed building. The stock 
companies, on the other hand, insure anything from a frame 
shack to the highest type of fireproof building and adjust the 
rate accordingly. It is probable that they earn on an average 
just as much on a non-fireproof building by charging a higher 
rate, as they can on a fireproof building. When making a rate 
for a fireproof building, they want to be so sure that it is fire- 
proof, so in case of a severe fire of the contents it will not be 
necessary to pay a very high loss on the building itself. While 
there have been quite a number of accidental fires and a great 
many fire tests of concrete structures, the insurance companies 
do not consider that the modern reinforced concrete building 
has been subjected to sufficiently. severe conflagrations or fires 
to thoroughly demonstrate that they will resist fires under all 
circumstances without causing material loss. 

Mr. L. J. Menscu.—After examining some of the concrete 
buildings subjected to the San Francisco fire in 1906, I am of the 
opinion that a really fireproof building material does not exist. 
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The fact is, a coat of several inches of concrete is necessary 
around the reinforcement so as to make a building absolutely 
proof against fire in a general conflagration of such intensity. 
In the Telephone building I saw beams 71% ins. wide which were 
reduced to about 4 or 5 ins. by the fire. This building was not 
entirely completed before the fire, and probably there would have 
been more heat produced if the building had been completed, 
with wooden floors, ete. In the Monadnock Building, which has 
beams 714 ins. wide, the beams, after the fire, could not be used 
again. Since then it has been my practice not to build a beam 
less than 9% ins. wide in any structure which should be really 
fireproof. It is always a question whether you want an absolutely 
fireproof building. In buildings used as residences, apartment 
houses, hotels, or machine shops, you do not need the same degree 
of fireproofing, as in buildings which contain a great deal of 
inflammable material. One concrete building in San Francisco, 
which was in course of construction when subjected to the fire, 
had probably had one-half of the beams cracked and in a few cases 
separation of the beams from the slab took place. in most build- 
ings the beams invariably separated from the slabs. This shows 
that you have to use stirrups and plenty of them in the beams 
to assure that such a separation does not take place during a 
fire. 

I had to tear down a building in San Francisco which had 
steel columns, steel girders, and concrete beams and slabs. The 
beams were about 6 ft. apart, reinforced with flat irons about 
4 ins. wide and % in. thick and shaped in a catenary line. All 
of those beams sagged from 6 to 8 ins. in spans of about 15 ft. 
The slabs proper were in a fair condition and were tested after 
the fire with 4oo lbs. per sq. ft., which load they stood very well. 
The building was supposed to be figured for 200 Ibs. per sq. ft., 
but on account of the girders the floors could not be used. The 
girders were the weak portions of the structures in every case. 
That is why I advise making girders not less than 9% ins., and 
in buildings of great importance probably not less than 12 ins. 
wide, to insure absolute fireproof qualities in an intense fire of 
long duration. There were plenty of cases where steel beams 
buckled 6 and 8 ins. where they were fireproofed with tile. The 
heat was simply enormous. 
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A concrete building in Baltimore, after the fire of 1904, had 
the columns badly spalled. They were probably not fit to carry 
the loads for which they were figured, although the slabs and 
girders were found in a fair state of preservation. They showed 
a great many shearing cracks, also a few cases of separation 
from the slabs.* 

Mr. Ernest McCuLtoucu.—There was a fire in the store- 
room of a chemical manufacturing company in Illinois, and I 
have been trying to get some information from the adjuster of the 
insurance company who settled the damage claim. It seems that 
on the lower floors there were stored several thousand pounds of 
chemicals and highly inflammable material. The fire raged for 
several hours, and no damage was done on the second floor. The 
owner tried to collect from the insurance company for damages 
to the building. On investigation it was decided that if the 
deflection exceeded the allowable deflection under the test load 
prescribed by the architect when the building was erected, then 
the insurance companies would settle and agree that the floor 
had been damaged. So the floor above was cleared and a similar 
test load to the previous one was put on and the deflection was 
not quite double the deflection under the test load at the time 
the building was accepted. The company settled for the damage 
to that floor. I do not think the floor was torn out, but it was 
simply secured by strutting underneath. When I have the full 
particulars I will communicate with the Association so they 
can be published. From the amount of deflection the architect 
permitted for that floor I do not believe the deflection in the floor 
would have been considered excessive; in other words, that even 
after the fire, the reinforcement had not passed the elastic limit. 


* There were only one or two strictly reinforced concrete buildings erected in San 
Francisco at the time of the conflagration of 1906. There were many buildings of steel 
construction having floors of cinder concrete carried by a steel frame. This concrete was 
generally of very poor quality and the test is hardly a fair comparison to concrete of the 
quality now generally used. The type of flat band reinforcement in the form of a catenary 
curve referred to by Mr. Mensch was of exceedingly bad design, and failure resulted from 
the expansion of the exposed reinforcement, as was to be expected. When the concrete 
constructicn approached first-class quality the behavior was most excellent, and it can be 
stated that, under the conditions, concrete construction had decidedly the best record of 
the various types of construction. Further information concerning the behavior of various 
structures and structural materials in the San Francisco Earthquake and Fire may be 
obtained from Bulletin 324, U. S. Geological Survey.—Ep. 
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I have been informed that the reinforcement was only uncovered 
at one or two places, but the best information I obtained was that 
these places were only about % or 34 in. from the surface, and 
the heat from the fire and from those chemicals must have been 
intense. The insurance companies did say that if it had been 
any other than a reinforced concrete floor, the entire building 
and all the contents would have been a total loss. This speaks 
well for a concrete fireproofed building. 

While there may not be an absolutely fireproof building, there 
can be built a structure, in which the loss of the contents of a 
floor separated from the one on which the fire occurs, will 
be small. The only loss will be on the structure itself, which 
is a very important thing to know. I believe that the greatest 
damage in any fire of that kind, will be to the beams and girders. 
The separation of the slab from the beam and girder may not 
be wholly attributable to temperature stresses occurring at the 
point of juncture, because there are a great many contractors 
who do not pour the slabs, beams and girders at the same time. 

I think it was the practice in San Francisco to pour the 
beams and girders first, clean off the surface and give them a 
wash coat. Some times 20-penny nails were set in pretty thickly 
to tie the slab to the beam. This was a practice ten or fifteen 
years ago, and I think a great many of the separations were due 
to this. Sometimes the greatest interval that existed was six 
or eight hours, although I have known cases where the slabs 
were poured the following day. 

Now where the T beam section is used so greatly, and slabs 
and beams are poured at one operation, I do not think there is 
so much danger of separation. At the same time I advise using 
stirrups or some kind of shear reinforcement against diagonal 
tension, run well up into the slab. 

Regarding the value of reinforcement for tension in the web, 
experiments show that the shear reinforcement is not called into 
service until the concrete nearly fails. Hardly more than 5 or 
10 per cent. strength is added on account of the shear reinforce- 
ment, but it reduces the deflection. A beam thoroughly rein- 
forced in the web shows about 1/, or 1/, the deflection as a beam 
without web reinforcement. 
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Mr. W. P. Anperson.—I have made tests of the deflection Mr. Anderson. 
of beams without stirrups but the results do not correspond with 
what has been stated. The beams were constructed to fail by 
shear and they were made in T sections. Some of the beams 
were 2% ins., and some 3 ins. thick, and ran about 7 ins. below 
the slab, which was about 2 ft. wide and 3 or 4 ins. thick. The 
tension rods in the beams were also excessive, so that the beams 
had to fail by shear. The beams without any reinforcement 
failed by shear, at about 200 lbs.; when they were reinforced 
for shear, up to 1,000 lbs., an increase of 500 per cent. I have 
no doubt they would go higher if we put in more reinforcement. 
No matter what the reinforcement was, the concrete shearing 
cracks occurring at the same load. I believe the reinforcement 
in buildings acts like a truss, and the concrete takes the compres- 
sion of the truss and shores up the tension members. A beam 
will certainly carry much higher loads when the bars are bent 
up at the end and stirrups are used. 

Mr. Perror.—lIt is possible to design a concrete beam to Mr. Perrot. 
have a failure almost anywhere. I remember seeing an adver- 
tisement by a prominent reinforced concrete concern in which 
they showed the advantage of stirrups. They had finished a test 
of a full-size floor girder and slabs, two of them, loaded with 
iron, in which there was a failure by diagonal tension, and strip- 
ping of the rods near the supports. An experienced person would 
say that they had too large tension rods without any stirrups, 
and consequently failure by shear. A supplementary photograph 
showed their system, in which the rods broke in the middle. A 
small percentage of reinforcement was used in the beam and 
consequently broke the rods in tension. 

I have conducted tests of balanced beams in which some of 
them failed in compression and others in tension, they were so 
nearly balanced. So it is possible to design to suit almost any 
condition desired. 

I think there should be no building erected without stirrups. 
Not only to make them fireproof, but also because we never 
know what is going to happen, when rain is going to come, the 
men going to strike, or any emergency. You must be ready to 


meet any emergency. 
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REPORT OF COMMITTEE ON 
SPECIFICATIONS FOR FIREPROOFING. 


By RupouteH P. MILLER, CHAIRMAN. 


The proper amount of fireproofing material required to 
safely protect the structural members of buildings against the 
destructive effect of fire is a question on which opinions, for it is 
at the present time only a matter of opinion, vary according to 
the viewpoint. In the protection of the lower flanges of the beams 
in fireproof floor constructions, for instance, the specifications of 
some architects and building ordinances call for a full two inches 
of protection, while on the other hand, it has been seriously 
argued by builders of good repute, that no protection is required 
for the soffits of the beams, provided the beams are thoroughly 
encased on the sides with fireproof materials. Between these ex- 
tremes there are as many opinions as there are advocates for 
different materials and systems of construction. 

The construction of fireproof floors has received considerable - 
attention from investigators. The Bureau of Buildings of New 
York City has conducted more than 55 tests on full-sized floor 
constructions, the British Fire Prevention Committee has made 
fully 20 such tests, the Underwriters’ Laboratories in Chicago: 
have also done work along this line, and here and there isolated 
tests have been made by individuals and corporations. -And yet 
with all these results at hand, no definite conclusions have been 
drawn or standard specifications formulated which can be said 
to have received general acceptance. 

Curiously enough, the protection of the most important ele- 
ment in the superstructure of a building, the column, has had least 
attention paid to it. Practically no tests have been made on the 
fireproofing of columns, and the requirements for the form of 
protection are almost entirely a matter of opinion. 

In view of these conditions, it was felt by the Committee on 
Specifications for Fireproofing that the first step toward definite 
conclusions and satisfactory and acceptable standards would be 
to gather full and reliable information about the materials used 
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for fireproofing and their effectiveness as shown by prearranged 
tests or by actual fires. It can readily be seen that this plan 
involves much labor and will require time, and it is for this reason 
that the Committee, composed of men whose occupations keep 
them busily employed, have not been able to submit to you at 
this time any definite conclusions. The collection of data has 
been well under way, but is by no means sufficient along any one 
line to yield results. 

The main work of the Committee, for the present at least, 
will be to study the question of proper protection for the struc- 
tural elements of buildings, such as beams, girders, columns, 
lintels, etc., whether the same are of steel, concrete or any other 
material. The Committee will also gather all information it can 
bearing on the proper materials and construction of floor arches, 
partitions, walls, etc., for future study. 

The Committee also feels that its work would not be com- 
plete, and not even impartial, if it limited its investigations to 
cement products, and for that reason is desirous of obtaining 
data on other materials used for protective purposes. 

It can be readily seen that acceptable conclusions must of 
necessity be based on many considerations, among which the fol- 
lowing may be mentioned: Should the proper protection be 
capable of safely resisting only the ordinary conditions of a fire, 
or should it provide for the extraordinary conditions as well? 
What may be accepted as the ordinary conditions of a fire, what 
temperatures and for what length of time? Can fireproofing be 
properly graded to suit varying degrees of hazard? What effect, 
if any, does the composition of the materials have on the efficiency 
of the protection; is, for instance, any one mixture or propor- 
tion of concrete superior to another, or is one kind of clay or 
terra cotta better suited than another? The thickness and method 
of application of the protective material must, of course, play very 
important parts in this investigation. 

For the purpose of securing all possible information that 
can throw any light on the behavior of different materials sub- 
jected to fire, a schedule of questions has been prepared and is 
given at the end of this report. This schedule will indicate along 
what lines the Committee intends to work, and will serve as a 
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guide to all who can and will assist the Committee. Any informa- 
tion, even if only partially answering the questions will be appre- 
ciated. The results of fire tests, as well as the effects of actual 
fires, are desired. In all cases the trustworthiness of the informa- 
tion should be shown. No fear need be felt of the possibility of 
duplicating information, as the Committee would rather submit 
to the trouble of eliminating than risk the loss of valuable facts. 
Besides, the same phenomena often impress different observers 
in different ways, and any subject is best considered when all 
sides have been impartially heard. 

It is fully realized that the complete information as outlined 
in the schedule can probably not be furnished in many cases, but 
this should not deter any one from giving so much of the in- 
formation as can be obtained. 


SCHEDULE OF INFORMATION DESIRED ON EFFICIENCY OF FIRE- 
PROOFING MATERIALS. 
1. Date of occurrence. 
9. Place-of occurrence. 
3. Was it a prepared fire test, or an actual fire? 
If a fire test, 
(a) Under whose auspices was test made, 
(b) Who was in immediate charge of test, 
(c) Was a report made and to whom, 
(d) If so, how can copy be obtained? 
If an actual fire, 
(a) What was the general character of the construction of the 
building, 
(b) Who was the owner and architect of the building, 


(c) What particular fireproofing material was subjected to the 
fire, 


(d) How was the building occupied, 
(e) If fire was confined to local areas, how was story or room 
occupied where fire occurred, 
(f) Give all other information that may have any bearing on the 
topic. 
4. What was the material of the construction to be protected, 
whether steel, cast iron, concrete, masonry, etc. ? 
Note.—The information intended to be covered by the schedule is to 


apply to any type or material of building construction, floor beams or 
girders, columns, lintels, trusses, mullions, walls, partitions, ceilings, ete. 
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5. What material constituted the protective covering? 


(a) If terra cotta, give detailed information 
of nature of protection, 
of dimensions, including thickness of shells and webs, 
of minimum thickness of covering at points of attack by 
fire, 
of method of holding in position, 
of character of material, whether porous, semi-porous or 
dense terra cotta, 
of source of material and place of manufacture, 
(b) If concrete forming a protection to some other material, give 
full details 
of thickness of concrete at point of attack by fire, 
of materials constituting concrete mixture, 
of proportion of mixture, 
of age of concrete, 
of source of materials used. 
(c) If reinforced concrete, give detailed information 
of construction subjected to test, including all outside di- 
mensions of parts subjected to fires, 
of exact position of reinforcement, with reference to out- 
side surfaces, 
of size and dimension of reinforcement, 
of character of reinforcement, whether medium or high 
carbon steel, plain, deformed or twisted bars, 
of materials constituting concrete mixture, 
of proportion of mixture, 
of age of concrete, 
of method of mixing, 
of sources of materials used in mixture. 


6. What constituted the fuel and how close was it to the con- 
struction under observation ? 
State also amount of fuel and what proportion remained after 
quenching, and its condition. 
Was fire in confined place or vented to outside or other 
areas? 
8. What was the temperature to which the fireproofing material 
was subjected, and how was it determined or estimated? 
9. Was water applied at any time during fire? 


If so, state as fully as possible time and duration of application, 
size of nozzle, water pressure, number of streams, whether ap- 
plied by employees or by public department, and whether water 
was also applied from other sources, such as sprinklers. 
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to. Was construction under observation subjected to any load 
during fire? 

If so, what constituted load and what was weight of same. 

11. Describe in detail, and as fully as possible, the effects of the 
fire and water on the construction under consideration, 
including to what extent material disintegrated, de- 
flected, etc. 

12. Was construction repaired after fire, or possible of repair? 

If repaired, what constituted the repairs, and what was cost of 
repairs? 

13. State where corroborative evidence may be found for in- 
formation given. 


What, if any, competent witnesses were there, or where can 
authentic accounts be found. 


CONCRETE CONSTRUCTION WITH SEPARATELY 
MOLDED MEMBERS AND COSTS. 


By CuHaries D. Wartson.* 


Two years ago the author presented a paper on the subject 
of factory-made concretet, in which was predicted that such 
construction, besides having other important advantages over 
monolithic field methods, would prove to be more economical 
for buildings of limited height, and that in combination with a 
light structural fireproofed steel frame, or what is known as 
reinforced steel construction, it would prove equally as eco- 
nomical for buildings of considerable height. The editorial com- 
ments of the technical press quite generally took exception to this 
view, and contended that the method of concrete construction 
was limited to special low types of buildings, and that its 
economy would have to be demonstrated. The object of this 
paper is to describe briefly what has been done with this par- 
ticular method of construction, and as far as possible to give 
costs. The author hopes to be able to present sufficient data 
to show at least that his contention as to its economy is being 
substantiated by actual results. 

The principal advantages of the unit system over the mono- 
lithic field method, besides the absence of all form of work, are 

1. Speed of erection. 

2. Reliability and uniformity of strength, especially so when 
the members are made in a factory where the proportion of the 
materials can be kept theoretically correct, and where they can 
be tested before being placed in the work. 

3. Economy of concrete and consequent reduction of dead 
weight made possible by more economical shape of members, 
and by the fact that larger working factors for strength of con- 
crete in compression can be used on account of the superiority 
of the material. 

4. Facility with which future alteration can be made. 

* Consulting Concrete Engineer, Syracuse, N. Y. 
+See Proceedings, Vol. IV, p. 97. 
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About the only advantage the monolithic has over the unit 
system is its enormous rigidity, and a slight economy of metal 
required for reinforcement, due to continuous beams. In tall 
separately molded unit structures rigidity, at least equal to the 
present frame construction, can be obtained by proper design of 
the reinforcement of the supporting frame. 

The more prominent examples of buildings constructed 
entirely of unit concrete members are the Textile Machine 
Works, Reading, Pa., the new building of the Edison Portland 
Cement Company, New Village, N. J., and the car barns of the 
Central Pennsylvania Traction Company. In addition to these 
the author has designed and supervised the erection of several 
such buildings during the past summer, one of which is par- 
ticularly interesting as regards comparative cost, since it illus- 
trates the possibility of the system applied to the higher type of 
buildings, using the reinforced steel design with unit factory- 
made floor members. 

The building of the Textile Machine Works was built by 
what is known as the Visintini System. It was designed and 
the erection by day labor supervised by the Concrete Steel Com- 
pany of New York. The cost of the concrete frame and floors, 
exclusive of curtain walls and finish was found to be about 80 cts. 
per sq. ft. of floor area, not including cost of engineering and 
general expense. While this would not be considered particu- 
larly low for concrete construction, the design of the members 
was such that they were rather expensive to fabricate, in fact 
25 per cent. of this cost was for forms, and carpenter work set- 
ting them up. For that reason this building does not give a 
proper comparison of cost of the two methods. 

The building of the Edison Portland Cement Company, 
constructed by the unit system and described by Mr. Mason* 
at the Buffalo Convention, show an abnormally low price for 
unit construction. This structure was a single story mill build- 
ing 144 ft. by 360 ft., with 32-ft. columns, 24-ft. girders and 
12-ft. roof slabs, all made in the field. The concrete members 
were made and erected for $6.60 per cu. yd. On account of 
special facilities for erection and handling, such as tracks and 


* See Proceedings, Vol. IV, p. 48, 
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locomotive cranes, and owing to the fact that raw materials 
were especially cheap, i. e. cement was taken at $1.00 per bbl., 
crushed stone 60 cts. per cu. yd., the unit cost per yard for this 
structure is doubtless less than would ordinarily be so, for such 
work. Even with the proper charges for plant rental and depre- 
ciation, the usual cost of materials, and other fixed charges that 
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FIG. I.—DESIGN OF CAR BARN, CENTRAL PENNSYLVANIA TRACTION COMPANY, 
HARRISBURG, PA, 


any contractor doing similar work without special facilities 
would have, it would seem to indicate that $8.00 per cu. yd..for 
concrete in place would surely have covered the cost under 
average conditions. Costs of monolithic structures similar to 
this indicate plainly that the building could not be constructed 
by the monolithic method for anything like this price. 

The car barn of the Central Pennsylvania Traction Com- 
pany, designed and constructed under the supervision of Mason 
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FIG. 3.—VIEW OF CAR BARN DURING CONSTRUCTION, HARRISBURG, PA, 
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D. Pratt, City and Constructing Engineer of Harrisburg, Pa., is 
of exceptional value for the comparison of cost of these two par- 
ticular types of construction, since four years previous an iden- 
tical building was constructed by the monolithic system. The 
following data is supplied by Mr. Pratt. 

The building is one story, 75 ft. wide by 360 ft. long divided 
into two longitudinal bays by a center wall, in which not only the 
columns and roof are of reinforced concrete, but the walls as well 
(see Fig.* 1). This building is intended for storage and inspec- 


FIG. 4.—FORMS READY FOR CONCRETING, CAR BARN, HARRISBURG, PA, 


tion of electric cars, each bay having three tracks passing entirely 
through the building. One bay is provided with inspection pits 
under each track, while the other, which is intended for storage 
purposes only, has a concrete floor flush with the top of the rails. 
This latter floor offered a convenient place for a casting yard 
(Fig. 2), and this fact, together with the large number of duplicate 
pieces to be made, indicated that there might be some economy 
in adopting the unit construction. This method was decided on, 


* Acknowledgment for the cuts used in this paper is made as follows: Engineering 
News, Fig. 1; Engineering-Contracting, Figs. 8, 17 and 18.—Ep. 
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and simultaneously with the making of excavations for founda- 
tions, the three tracks and the concrete floor were laid in the 
storage bay and the casting of columns, girders and slabs car- 
ried on at the same time with the placing of foundations. 

A standard stiff leg derrick with 6o ft. boom was mounted 
on three trucks each made of two regular street car axles and 
wheels, the frame of the trucks being 12 x 12 in. timbers. The 
outer ends of the stiff legs were loaded down with rails and fish 
plates. A two-drum Lidgerwood hoist mounted on the derrick 


TasLe I.—Comparison BetwEEN Monotiruic (A) AND SEPARATELY MOLDED 
Concrete Car Barns (B). (The average values per cubic yard are 
given, including foundations and superstructure. ) ‘ 


Materials: It Ris 4 
Stone, sand and cement ...... Sete BSS A80 $3.480 
Reinforcement ae ae eee O15 1.140 
LEAAE OY Ot es eh evan einen a tyne irate altcre 1.335 .480 
| RENO aS An ENC oes cot 5s ree MONA Ay Si LS aS .040 
Tools, wheelbarrows;, ete. .:.2..:..% 145 4S a 

$5.875 $5.285 

Labor: 

Carpenters® oon ie ee oe eOE: $3.250 $0.965 
Bending and placing reinforcement. . .095 .230 
Concretine Siccan thee ee ee ee 2.210 1.085 
IDF EGHONGAISS shy Gs ce ee 1.080 
Ss Ss 3-960 
Motal’costspertculey. dae ee ere nee $11.430 $9.245 
9.245 


Difference in favor of B 


platform was equipped with street car motor and controller, 
and operated with current taken from nearby trolley wire. This 
derrick traveled on two of the tracks of the inspection bay. It 
will thus be seen that the various members of the building could 
be lifted directly from the casting bed to their proper position 
in the building at one operation (Fig. 3). Some little maneu- 
vering was required in arranging the casting yard not only on 
account of the limited space but in order to have the proper 
number of columns beams and slabs in a convenient position 
for erection. 
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The forms (Fig. 4) required were of course of the simplest 
nature, the columns and girders being nested by making the first 
lot the alternate pieces in the nest at a proper distance apart 
so that they made the forms for the intermediate piece. The 
columns on account of having brackets at the upper end were 
offset longitudinally so that the base of one column cleared the 
brackets on the upper end of the adjacent columns. The col- 
umns and wall slabs were made with tongues and grooves so 
as to assist in holding them in position during erection. The 


FIG. 5.—UNIT CONCRETE FRAME BUILDING IN COURSE OF CONSTRUCTION, 


roof beams were arranged to be spaced to ft. centers and the 
roof slabs were thus ro ft. long and 7 ft. wide. All slabs were 
cast in piles with ends slightly offset to facilitate picking up. 
Forty-pound waxed Manila paper was used for separating the 
pieces and was very satisfactory. This paper was easily 
removed after the erection was completed by squirting water 
from an ordinary garden hose. 

The total number of separate pieces required for this con- 
struction was 1,500 and these were erected with a loss by breakage 
of only three small pieces in thirty-three working days and by 


398 Watson oN Unit CONCRETE CONSTRUCTION. 


a gang which had never handled this class of work previously. 

That there was a saving in this method of construction over 
the usual monolithic construction is demonstrated by the costs 
given in Table I for this building and for an identical building 
constructed in the usual way four years previously. The rates 
for labor were practically the same in each case, and for the 


FIG. 7.—CASTING YARD FOR UNIT FRAME MEMBERS. 


sake of comparison the cost of the concrete aggregate is made 
the same in each case. 

Unit construction naturally requires the use of more con- 
crete and more reinforcement than mass construction. The 
figures in this case show a saving per yard of concrete in place 
of possibly 20 per cent. Taking into account the extra concrete 
required in the unit construction the net saving was approxi- 
mately 15 per cent. 
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The author during the previous summer designed and super- 
vised the erection of a unit concrete frame (Fig. 5) for a building 
somewhat similar to the above, in which the cost per cu. yd. was 
$20.00 erected. The difference in cost is doubtless due to the fact 
that the volume of concrete in the work was much smaller, and 
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that the design was more complicated. The structural frame of 
this building (Fig 6 on Plate V1) consisted of columns, roof and 
crane girders, for a building 250 ft. long by 45 ft. wide, columns 
spaced 18 ft. on centers. On account of the unusual poor founda- 
tions, it was necessary to design this frame as an articulate 
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skeleton to prevent settlement from causing damage. It seemed 
best for this reason to make the frame of structural steel, or 
separately molded concrete members, as the cracking of the 
monolithic members might have proven serious. 

Bids were taken on a steel frame design by the use of Beth- 
lehem girder beam for roof girders and built-up columns. The 
actual cost of the frame erected in concrete was found to be 
almost identical with the lowest bid for structural steel frame, but 
the latter would not have been fireproof. The connection of the 
members in this structure were designed much like timber con- 
nections, 7. e. bolting together. 

Fig. 7 shows the various members before erection. The 


TasLte I] —Derait Cost or StrucTURAL CONCRETE FRAME PLANT OF THE 
ONonpaAGA LITHOLITE COMPANY, SYRACUSE, N. Y., ERECTED IN 1909. 
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FROtalgicOSt hon heie she ee SE Ee ere ee $2,981.37 
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Gubic vardseott.concretGs cons ano en er ee eee ce eee 148 
Costs per vel, Lye aoe cane acess Seed Oneae  ee eee $20.40 


notable feature of this work is the size of the roof girders. These 
were designed with the expectation that the building would be 
constructed with a concrete roof, but it was finally decided to 
put on a temporary timber roof. All girders are 43 ft. over all 
with clear span of 40 ft., weighing about 6 tons. They were 
paneled to reduce weight, and make a more economical section. 
All members were made in wooden forms, and for the reason 
that the amount of material was comparatively small the con- 
crete was all mixed and placed by hand. 

Table II shows the detailed cost and comparison with the 
cost of steel frame construction. 

The most extensive use of separately molded members has 
been in fireproof floor construction, where the members are made 
to take the place of terra cotta, or concrete fireproofing, and are 
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usually manufactured in an established factory, where all the 
economies of manufacturing can be had. Such members are 
usually made in as large units as are convenient to handle in 
the field, and all of comparatively long spans. The beam is 
designed, and the concrete molded in the most economical shape 
to give maximum strength with the minimum material. 

There are several types of such floor construction now on 
the market in Europe and America. The more prominent sys- 
tems are illustrated in Fig. 8 by a typical cross section. ; 
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Fig. 8, Standard sections of the hollow Siegwart cement beams, 


FIG, 9.—SIEGWART SYSTEM, 


I. Siegwart System. This is designed by Hans Siegwart, 
an architect of Lucerne, Switzerland. Mr. Siegwart claims that 
there are over fifty factories throughout Europe making this 
type of floor, and that the Lucerne factory is manufacturing 
over a million feet per year. The only factory in America 
where these beams are made, known to the writer, is located at 
Montreal, Quebec. 

Fig. 9 shows the standard section of the Siegwart floors. 
These sections are all of standard 1o0-in. width, the height and 
reinforcement being varied with the span and load. Ina test on 
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FIG. I0.—STORAGE YARD. SIEGWART BEAMS WORKS OF DYCKERHOFF AND 
- WIDMANN, CARLSRUHE, GERMANY. 


FIG, II,—INTERIOR VIEW OF LUCERNE WORKS, SIEGWART SYSTEM, 
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FIG. I13.—ARMOURED TUBULAR FLOORING IN PROCESS OF CONSTRUCTION, 
SPAN 22 FT, 
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one of these beams, standard section No. 21, reinforced to carry 
a live load of 150 lbs. per superficial ft. for a 16-ft. span, it car- 
ried over 600 lbs. per sq. ft., showing a sufficient factor of 
safety. The economy of weight between these beams and a 
monolithic floor is shown by comparing a slab designed to carry 
the same load with the same percentage of reinforcement. Such 
a floor would weigh at least 80 lbs. per sq. ft., whereas the Sieg- 
wart floor weighs but 4o lbs. per sq. ft., using the same work- 
ing units for strength of materials. Fig. 10 shows the storage 
yard of one of their factories, which gives a better idea of the 
general design of the beam, which can easily be handled by hand 


Hollow. Reinforced, Concrete Beams For Fireproof Fidors, 


FIG. I14.—CLIMAX SYSTEM. 


as shown. Fig. 11 shows a nest of the ‘beams in the factory, 
the cores and machine for cutting the beams. 

The Siegwart Company claim their method to be much 
cheaper than monolithic floors. From quotations furnished by 
their Canadian Company the price in Montreal is quite a little 
less than the author’s experience for monolithic floors in the 
same city, ranging from 17 to 26 cts. per sq. ft. erected, for 
various spans and loads. 

2. Armoured Tubular System. This system is used exten- 
sively in England: A typical design is shown in Fig. 12, while 
Fig. 13 illustrates a floor in process of construction. Tests of a 
14-ft. span show that the floors are very strong, although the 
amount of concrete is apparently no less than what would be 
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IG. 15.—VAUGHAN SYSTEM, 


FIG. 10.—VAUGHAN SYSTEM FLOOR IN PROCESS OF CONSTRUCTION, 


406 Watson on Unir CoNCRETE CONSTRUCTION. 


required for an equal strength in a monolithic floor. The manu- 
facturers of this floor claim the average selling price to be about 
22 cts. per sq. ft. 

3. Climax System. S. M. Randolph, Architect, Chicago, 
Ill, is the designer of this system (Fig. 14), which is marketed 
by the Climax Company of the same city. It is quite similar to 
the design of the Siegwart Beam, but having the space between 
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FIG. I17.—WATSON SYSTEM. T-BEAM TYPE OF FLOOR. 


beams larger it provides better bond between the members. The 
author has no cost data on this particular system. 

4. Vaughan System. Typical forms of this system, mar- 
keted by the Vaughan Company, Detroit, Mich., are shown in 
Fig. 15. In a test an 8 x 12° ins, beam lon<14 "ft. 6 incr span 
sustained a total load of 586 lbs. per sq. ft. before breaking. 
Fig. 16 shows the method of placing these beams. 

5. Standard System. This system was designed by C. F. 
Buente of Pittsburgh, Pa., and has been worked out for walls as 
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The amount of floors actually constructed with 
uite limited, and in such small areas as to be 
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Figs. 17 and 18 show the details and 


section of the types of floors for several buildings recently 
constructed by the Onondaga Litholite Company, Syracuse, 


Watson System. 


6. 


* See Proceedings, Vol. IV, p. 97. 
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N. Y. For long span and heavy loads the T sections (Fig. 17) 
are used, laid side by side. The width of the flange depends 
upon the space that beams are to fill, the load and span. For 
roofs and all floors having span less than 20 ft. and loaded less 
than 200 Ibs. per sq. ft., the combination of a slab and T beam 
is used, the beams being spaced about 5 ft. on centers, as shown 
in Fig. 18. The slabs are then la‘d between the beams and 
erouted at the joints. This particular design has worked out 


FIG. 19.—VIEW OF CEILING. BEAM AND SLAB TYPE OF FLOOR. WATSON SYSTEM. 


very satisfactorily and economically in actual construction, as 
it allows of great variation of design, and diversity of finish. 
Suspended ceilings are easily attached if desired, but the mem- 
bers themselves look very nice when properly pointed and given 
a cement wash (Fig. 19). This particular floor illustrates admir- 
ably the economy of such construction. The beams are 22 ft. 
long, having about 19 ft. clear span, spaced 4 ft. 6 ins. center 
to center. The floor carries a load of 150 lbs. per sq. ft. and 
has been tested to 600 Ibs. per sq. ft. The total dead weight of 
this floor is but 37 lbs. per sq. ft., and the weight of the steel 
234 lbs. per sq. ft. If the amount of concrete was reduced to 
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slab form it would be less than 3 ins. thick. It is doubtful if 
any designer would attempt to build a flat slab of this length 
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FIG. 20.—TYPES OF FLOOR CONSTRUCTION COMPARED IN TABLE III, 


Taste IIJ.—RewLaAtiveE DEAD LoAps AND WEIGHTS oF UNIT vs. PRESENT 
STANDARD FrrREPROOF FLOOR CONSTRUCTION, 

Span 16 ft.; Superimposed Load 150 Ibs. per sq. ft.; Tension in Rein- 

forcement 16,000 lbs. per sq. in.; Compression in Concrete 630 Ibs. per 


sq. in.; Shear 50 lbs. per sq. in. 


: | Weight Graphic Comparisc a: 

No. Description. Dead Load, | Rej= forcement, ; 
persq.ft. | per sq. ft: Dead Load. Rae 
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3.| Slab and beam .. 56 2.41 ‘a 
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to sustain the same load with less than twice this thickness with 


the same amount of reinforcement. 
Fig. 20 shows a comparison of the dead loads and weights of 


reinforcement per sq. ft. of various monolithic floor systems now 
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most extensively used, with a floor similar to the one just de- 
scribed. The comparison is made for the same span and load 
using the same values for the strength of reinforcement and con- 
crete. Without giving itemized costs of floors actually con- 
structed, the writer has found it to vary from 15 to 30 cts. per sq. 
ft. erected, depending upon the various conditions of load, span 
and delivery. The average cost of steel fabricated is a little less 
than 2% cts. per lb. in place, based on the present market value, 
showing that the cost of the concrete members vary from 50 cts. 


FIG. 2I1.—UNIT FRAME REINFORCEMENT FOR T-BEAMS IN MOLDS READY FOR 
CONCRETING, 


to $1.00 per cu. ft., not including steel. This is very much greater 
than the cost of making and placing concrete blocks, and almost 
as great as for ornamental stone. This would indicate that a 
large reduction could be expected as the methods of manufacture 
are perfected, but even at this price they compare quite favorably 
with cost of monolithic floors for same spans and loads. 

Fig. 21 shows the method of making the beams, the unit 
frames used for reinforcement being in place. 

Fig. 22 shows a slab and the reinforcement for same. 
These slabs are made on edge in steel forms, each form con- 
taining 350 sq. ft. of slab. The concrete is driven into place 
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FIG. 22.—SLAB SHOWING POSITION UNIT FRAME REINFORCEMENT, 


FIG, 23.—METHOD OF HANDLING FLOOR MEMBERS. 
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CONSTRUCTION. 


FIG. 24.—VIEW OF CEILING BEFORE POINTING AND GROUTING, 


FIG, 25.—1 


TERIOR VIEW OF COMPLETED STRUCTURE, 
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and around the reinforcement by means of a special jarring or 
vibrating machine.* 
In the construction of several buildings for the Syracuse 
Cold Storage Company, the T section of beam was used for 
all floors, and the beam and slab construction for the roof. 
This was done on account of the excessive load the floor had to 
sustain, being 300 lbs. per sq. ft., and in no case was the floor 
allowed to touch the wall. One of these buildings, the main 


FIG. 26.—PLACING OF ROOF SLABS, 


storage warehouse, is an excellent illustration that this type of 
floor construction in conjunction with the reinforced or fire- 
proofed steel frame, is not only practical for buildings of con- 
siderable height, but economical as well. This building was a 
six story and basement warehouse 78 ft. square. It was origi- 
nally designed for mill construction, but alternate bids were 
taken for monolithic concrete, and a steel frame fireproofed, 
using sectional floors. The bid for the latter construction was 
considerably lower, in fact both bids were less than the cost of 
the mill construction. On account of time of delivery, and cer- 


* See Proceedings, Vol. IV, p. 112 
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tain insulation details it was found impractical to design the 
steel work as ordinarily is done for such a structure, i. ¢., using 
sufficient steel to sustain the dead load during the erection, and 
so that with the addition of the field concrete the member would 
be strong enough to carry the live load with a proper factor of 
safety. The steel work was, therefore, designed as for the use 
of terra cotta fireproofing. 

In order to get a flat ceiling the supporting girders were 
all made of Bethlehem special girder beams. The concrete floor 
sections for this one building were transported by rail to the 
site, but for the other buildings they were delivered by team, 
and the cost was found to be about the same. The members 
were unloaded by means of a boom attached to the frame, power 
being furnished by a gasoline hoist. They were distributed about 
the building and set in place by means of chain hoists on portable 
I beam trolleys (Fig. 23). The top flange of one beam in each 
panel was coped to allow the beams to enter, and they were slid 
into position on the lower flange, wedged up, pointed underneath, 
the projecting reinforcement tied over the top flanges, and the 
spaces between the ends and edges grouted in solid. 

Fig. ‘24 shows a view of the ceiling before pointing and 
grouting, and Fig. 25 an interior view of the completed structure. 

The roof was constructed of beams and slabs, being of the 
design previously described for light floor construction (Fig. 
26). The roof beams, or rafters, were supported by concreting 
around the lower flanges of the girders, and slope of the roof 
obtained by placing this concrete on a grade. 

As to the vital question of cost, Table IV gives the cost of 
‘te floors and complete structural frame fireproofed, and is 
presented with the belief that it is a record for a fireproof build- 
ing of this size designed to carry equal loads. 

It must be remembered that the building was designed for 
comparatively heavy loads, each floor except the top had to carry 
300 Ibs. per sq. ft. superimposed. Tests were made on sections 
at regular intervals during manufacture and in no case did a 
beam fail, loaded with less than 900 lbs. per sq. ft., tested at an 
age of 21 days. The spans averaged about 15 ft. 3 ins. and the 
depth of all floors was 12 ins. The dead weight, not including 
the insulation and its protection, was 40 Ibs, per sq. ft. The cost 
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of the floors as shown in Tabie II was found to be 20.5 cts. per 
sq. ft. erected. The cost of the ‘steel frame and fireproofing 
about 21.5 cts. per sq. ft. The cost of engineering and super- 
intendence about .o2 cts., which should be proportioned about 
equally between the floors and frame, making a total cost of the 
floors 21.5 cts. and the frame 22.5 cts. per sq. ft., or a total of 
only 44 cts. per sq. ft., or 4 cts. per cu. ft. of volume for both 
frame and floor. 

It should be noted that this sq. ft. measurement is the net 
floor area for the six floors and basement computed by the inside 
dimensions of the building. The cost of the balance of the work 
to finish the superstructure, such as curtain walls, gravel roof, 
trims, stairs, but no heating and plumbing, brought the total cost 
of the superstructure for all work above the basement floor level 
lipto=s,7 cts, per cus ft: 

The cost of the 2 in. granolithic wearing surface, on the 
floors, the plastering of the side walls to protect the insulation 
is not included in this cost, as it properly belongs to the insula- 
tion contract, since the floor members are usually made with a 
smooth wearing surface and in this particular case the cost of 
preparing the floor for the insulation equaled the cost of pro- 
viding the usual finished surface. 

On the same basis of costs found to obtain on this building 
it can be shown that a building of equal size designed to carry 
the same loads, but in which the peculiar conditions required in 
cold storage warehouses are not required, and designing the 
frame as the usual reinforced concrete structural steel frame is 
designed, could have been built for 57 cts. per sq. ft., or 5.5 cts. 
per cu. ft. 

The various advantages of such construction as outlined in 
the beginning of this paper were well demonstrated in this build- 
ing. In regard to speed of erection, it was found that four men 
and one engineer could unload and place about 1,500 sq. ft. of 
floors in an eight-hour day, Union iron workers being used for 
this work and paid at the rate of 50 cts. per hour. The build- 
ing was found to be quite as rigid as any steel frame building 
with terra cotta or concrete floors and a section of floor was 
altered to make room for a scale pit on the ground floor in a 
very short time and at a small cost. 


DISCUSSION: 


Mr. L. J. Menscu.—Mr. Watson stated that the cost of the 
floor was 19% cts. per sq. ft. He did not include any finishing 
nor plastering, so that figure is rather misleading. 

Mr. Leonard C. Wason.—I would like to ask Mr. Watson 
if he had any difficulty in getting smooth edges and a good finish 
and if there is any damage to the edges of the beams, slabs, etc., 
in handling. 

Mr. CuHarctes D. Watson.—A top dressing was placed, but 
owing to the fact that the insulation came on top it was only about 
\% in. thick and was flushed with a broom. We found it cost 
nearly as much as 1% ins. of top dressing without finish. 

We had very little trouble with damage to the edges in hand- 
ling the beams, although, as explained, this warehouse did not 
require any particular care. In the other building we were care- 
ful because everything was exposed and had to be given a coat 
of paint afterwards. 

Mr. E. G. Perror.—I would like to ask Mr. Watson whether 
the factory cost is given or is a profit included? 

Mr. Watson.—No profit is included. We calculated that 
interest on the plant amounted to 10 per cent., the engineering 
charge at 8 per cent. The 19% cts. covers the exact cost includ- 
ing fixed charges, that is, the cost of the plant, rental, interest, 
depreciation and all the other items that should be included in 
such cost. I do not contend that 19% cts. sets a very low price. 
Of course, many concrete floors are built for that price. The one 
thing I wish to call attention to is that the combination of a steel 
frame and concrete floor worked out remarkably cheap. 

Mr. Rosert A. Cummincs.—I would like to add my testi- 
mony of a similar experience to that of Mr. Watson. During the 
past year I have put up two industrial plants in the South. I can 
say, without going into details, that the monolithic construction, 
which I have used for a good many years, will not compare in 
economy with the separately molded members for one story 
buildings. j 
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In reference to figures given in Table I, comparing our actual 
labor cost without engineering charges, we succeeded in put- 
ting up our work for about Io per cent. of what Mr. Pratt did. 
For instance, we placed the reinforcement in our beams for 5 per 
cent. of the total labor cost. The reinforcement in units, deliv- 
ered on the work, cost $1.34 per cu. yd., and the labor cost for 
placing reinforcement was 2 cts. per cu. yd. of concrete. On the 
slab work the material cost $2.50 and the labor about one per cent., 
or 27 cts. a ton. I desire to emphasize these statements because 
it has been my contention for the last 7 or 8 years that the 
only proper method in using reinforcement in concrete work is to 
follow the footsteps of the structural steel engineer and fabricate 
the reinforcement at the factory or build the members there. I 
abandoned the use of loose rods many years ago. I made a full 
and complete demonstration last year on buildings that cost over 
$250,000, of the advantages to be derived from unit construction 
when carefully designed. We found that the structural steel 
operators put in beams just about twice as fast as an ordinary 
laborer. The fact is they put them in much faster than we could 
make them which necessitated laying them off about 3 days a week. 


REPORT OF COMMITTEE ON 
EXTERIOR TREATMENT OF CONCRETE SURFACES. 


By L. C. Wason, CHAIRMAN. 


The Committee submits herewith a progress report not with 
the idea that it is perfect or complete but with the strong desire 
that it form a basis for discussion and that from the discussion 
a more complete and concise statement of the subject can be pre- 
pared and specifications which will enable anyone fairly experi- 
enced in the art to do good work. 


PLAN AND SCOPE. 


A synopsis of the ground the Committee is proposing to cover 
is given below. It is not assumed that this synopsis is perfect 
and any subjects which should properly be treated by this Com- 
mittee and which have been omitted, will be added to this ° 
synopsis. 


I. Effect of Material and Workmanship on Surface. 


(a) Cement. 

(b) Sand. 

(c) Stone. 

(d) Foreign matter, active or inert (glass, oil, glue). 
(e) Water. 

(f) Pigments. 

(g) Effect of molds. 

(h) Method of mixing and placing. 

(1) Treatment while hardening. 


II. Removal of Surface in Various Ways. 

(a) Unskilled labor. Picking, scraping, rubbing, whether hard 
or green, 

(b) Skilled labor. Crandall, bush hammer, tooth tool, chisel, 
set, lathe. 

(c) Sand blast (size of nozzle). 

(d) Chemical treatment (kind, strength, method). 

(e) Age of cement when cut or treated. 

(f) Tools, kind, quality, temper. 
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(g) Effect of cutting on impermeability. 

(h) Effect of cutting on durability. 

(i) Effect of cutting on collection of dirt. 

(j) Advantages and disadvantages of certain treatments. 
(k) Photographs. 


III. Coating Surfaces in Various Ways. 


(a) Texture and condition of masonry surface to be cov- 
ered. (Masonry includes brick, terra cotta, stone, 
concrete, mortar, plaster.) 

(b) Metal lath, kinds, method of erection. 

(c) Preparation of base to obtain a hond. 

(d) Material, cement, sand, lime, pigments. 

(e) Mixing. 

(f) Placing, number of coats, and treatment of each, work- 
manship, texture. 

(g) Joints. 

(h) Washes, cement, etc. 

(i) Paint. 

(7) Enamel. 

(k) Durability. 

(1) Photographs. 


TV. Ornamental Work. Possibilities and Limitations of 
’ Surface. 


(a) Cast concrete. 

(b) Cast mortar. 

(c) Plastered mortar. 

(d) Kinds of molds. Wood, plaster, iron, glue, sand (plain 
or treated), clay, sanded paraffine. 


V. Waterproofing. 

(a) Necessity. 

(b) Mixed in concrete, either as a powder or a liquid. 

(c) Method of incorporation. 

(d) Surface treatment where the compound is colorless. 

(e) Surface treatment where the compound changes the color 
of the surface. 

(f) Durability of each material. 

(g) Effectiveness of each material. 

(h) Preparation and condition of surface to receive each of 
above treatments. 


(1) Mortar. 
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VI. Limitations, Defects, Blemishes of Various Sorts and 
Remedies. 
(a) Range of colors. 
(b) Variation of color due to workmanship and weather. 
(c) Craze cracks, checking. 
(d) Expansion and contraction cracks. 
(e) Irregular size (bulging of molds). 
(f) Mortar and stone at horizontal joint between days’ work 
in concrete wall. 
(g) Patches are a darker color. 
(h) Efflorescence, cause and remedy. 
(7) Porosity, cause and remedy. 
(j) Frozen surfaces and frozen body. 
(k) Softness of surface. 
(1) Dusting. 


VII. Specifications to obtain all the treatments and results 
of each sub-heading, No. 1, 2, 3, 4, 5. 


VIII. Costs. 
Exact and relative cost of each method, and manner 
of estimating cost of materials and labor. 


I. Errect or MATERIAL AND WORKMANSHIP ON SURFACE. 


This heading pre-supposes that the surface will be treated in 
some way so as to remove the surface coat, otherwise the ingredi- 
ents of the mortar or concrete would make little difference. 

(a) Cement.—The color of the surface is largely that of the 
cement which is used. Although there is some difference in the 
shade of gray of standard Portland cements, the difference is so 
slight that with very few exceptions no thought need be given to 
the color of cement. There are also some white cements on the 
market which give a very pleasing treatment to the finished sur- 
face. Consideration should be given to some extent to seasoning, 
as a well seasoned cement is less likely to cause craze cracking 
or shrinkage cracks than one which is fresh. The subject of 
fineness of grinding is of less importance but is worthy of some 


consideration. 
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(b) Sand.—lf the surface is tooled or scrubbed particles of 
sand will be exposed to view and their color will have an important 
influence upon that of the surface. Their size will also have an 
influence upon the texture. A sand with large round grains such 
as is found on the sea coast in places, the grains being practically 
of one size, cannot be used in as rich a mixture as sand of 
variable size and angular grains, because the round grains will 
rub from the surface with considerable readiness if the mixture 
is I to 2 or leaner, and as the grains in the first named sand are 
large they have more influence upon the color than sand of 
variable sizes. The coarse Plum Island sand used in Boston and 
vicinity has uniform sized grains and is of a yellow color, and 
work done with it has the appearance of being iron stained. A 
light gray or white quartz sand will lighten up the color of the 
mortar very materially so that it would appear that some pigment 
had been used with the cement. Stone dust makes an excellent 
sand and when of a grayish color can scarcely be distinguished 
from that of the cement, thus giving a uniform appearance. 
Quite a variety of colors and textures can be obtained by care 
in selecting the sand, either natural or stone dust, of variable 
sized grains, ranging from that which will pass a 30 mesh sieve to 
that which would just barely be rejected upon a % in. sieve. 

(c) Stone—tThe stone, still more than the sand, can be used 
to vary the appearance of the finished surface on account of its 
larger size and ease with which it can be cleaned of cement when 
the latter is still green. It is possible to get a very wide range 
of colors in stone and one color can be used or two or more .can 
be mixed together and give very pleasing effects, the size ranging 
from rejection of the 14 in. sieve to that which would just pass 
a2in. ring. Contrasting the angularity of broken stone with the 
round and smoother surfaces of gravel, gives effects which are 
still more varied than with quarry stone, and are just as durable 
so far as strength and waterproofness are concerned. 

(d) Foreign Matter.—It is also possible to get some pleas- 
ing effects by the introduction of foreign matter such as broken 
brick, glass, fragments of metal like copper, brass, even nails are 
sometimes used, but the rust and stain from the iron nails is un- 
sightly. Sometimes ores, such as the green ore of copper have 
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been used for producing certain effects. Oil, glue, lime, have also 
been introduced at times for certain purposes. In one instance 
the following mixture was used: To every barrel of cement 
was added 4 lbs. of salt and 20 Ibs. of quicklime slacked for one 
week, passed through a fine screen, 4 lbs. of lampblack and 1 Ib. 
of linseed oil. In preparing this the lime was first slacked and 
while yet hot the salt in solution together with the lampblack 
and oil, were added and all stirred thoroughly together, the mix- 
ture then being passed through a fine screen into vats and allowed 
to stand for one week or longer before using. The proportion 
of aggregates to the cement was 6 to I, the stone being a mixture 
of dark blue trap and white marble. 

(e) Water.—Water has its influence on the appearance of 
the surface in several ways. The amount of water has an influ- 
ence on the density. When the mixture is quite dry it is impos- 
sible to compact materials well, and the resulting mortar or con- 
crete is porous. If a sufficient amount of water is used to produce 
a plastic mix the appearance is dense and uniform, while a large 
excess of water brings the fine particles to the surface and pro- 
duces a little different texture from plastic. Moreover, the 
quantity of water affects somewhat the time of set of the cement 
and thereby to some extent the color. 

(f) Pigments—Coloring matter of various kinds can be 
added to the mixture. Those of a vegetable origin are not perma- 
nent because they are likely to be acted upon chemically by the 
ingredients of the cement. Only mineral colors should be used. 
The amount which can be safely used is small, owing to the 
danger of impairing the strength of the resulting mortar. Five 
per cent. by weight to that of the cement should be the limit, 
beyond which the impairment of strength is too great to justify 
a larger amount. Even this amount of certain colors which differ 
little from that of the cement like yellows and reds, do not produce 
a marked change from that of the neat cement. Lampblack is the 
principal ingredient used for darkening which, on account of its 
strong contrast and the fineness of its particles produces a strong 
contrast with a moderate amount. For lightening the color some- 
what, lime is the best material to use. Coloring matters can be 
used in either a dry form or as a paste. It will generally be found 
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most convenient for mixing to use the dry form, thoroughly mix- 
ing it with dry mortar before the addition of any water. 

(g) Molds.—Molds also have an influence upon the appear- 
ance to some extent. With rigid materials like metal or wood 
there is a tendency for the coarsest particles to come to the surface, 
and unless this is overcome by spading or proper manipulation 
the surface is likely to be rough and porous, and if the stone is 
pushed too far back a mortar face is obtained. With rigid molds 
which are non-absorbent, the surface is likely to be of a watery 
appearance and after hardening will have small holes in its sur- 
face where drops of water stood and later evaporated. Porous 
molds, such as sand or various combinations of sand and other 
substances, treated or untreated with chemicals, all produce a 
similar effect, namely a dense cement surface, as the cement is 
brought to the surface by the excess water which is absorbed by 
the molds. However, this type of mold does not remove cement 
from the mortar and its surface of contact is not bonded to the 
casting by the excess of cement which comes to the surface. This 
excess of cement on the surface is liable to cause hair or map 
cracks and in large specimens is subject to shrinkage more than 
with molds of other material. If the mold is not filled by continu- 
ous pouring an unsightly line impossible to conceal later is left 
where work stopped. 

(h) Mixing and Placing —On account of map cracking and 
shrinking it is not wise to mix mortar richer than one part cement 
to two parts sand, and for freedom from these two defects it is 
frequently better to mix it as lean as one to four. Stone in proper 
proportions can be added to the mortar to get the desired tex- 
tures. Thorough uniform mixing and quick placing are desirable 
features. The aggregates should be graded with the utmost care 
to get a maximum density. A concrete whose surface has to be 
removed should be so made that it will have an absorption of not 
more than 5 per cent. by weight. These subjects have been so 
well covered in the past contributions to this Association that 
detailed treatment is here unnecessary. 

(1) Treatment While Hardening.—The appearance can be 
modified somewhat by the treatment of the surface while hard- 
ening. If it is allowed to dry rapidly it will be of a lighter color 
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than if kept damp and cool and allowed to dry slowly, also, the 
former surface will be more dusty than the latter. 


II. RemMovat oF SURFACE IN VARIOUS WAYS. 


(a) Unskilled Labor. Picking, Scraping, Rubbing —A 
variety of treatment can be given to the surface by the use of 
unskilled labor. Taking such tools as a hand pick with a single 
point or a pick with a face of two inches with a series of points 
upon it, the surface may be scaled from the concrete, entirely 
removing any marks of the mold or any stains from a coating 
placed upon the surface of the mold to prevent adhesion of the 
mortar, leaving the surface below of a natural cement color and 
exposing the sand grains and the stone of which the concrete was 
composed. The cost varies considerably with the age of the 
cement when the picking is done. When done at the age of three 
or four days a laborer can cover four to five times the area he 
can do when the cement is two or more weeks old. The texture, 
however, differs. Because a larger amount of material is scaled 
off when the material is quite green and scaled off to varying 
depths, and because some particles of stone are chipped out of 
the surface, the texture is much coarser than when done after the 
cement has become hard. Under the latter condition the sur- 
face has a fine texture and is quite uniform. A little variety 
can be obtained by the method in which the blow in picking 1s 
applied. By striking a perpendicular blow there is no resulting 
mark left on the surface by the tool, whereas with a glancing 
blow lines are left, and these can be made to show all parallel 
to one another or at various angles, and thus a little variety to 
the texture can be thereby given. 

Another way of treating with unskilled labor is by scrub- 
bing with water and stiff brushes, either bristle or wire brushes, 
while the mortar is still quite green. This removes the excess 
cement from the surface, obliterates the marks of the molds, and 
washes considerable of the cement off the surface of the aggre- 
gates, so that they appear cleaner, sometimes as clean as freshly- 
broken stone, and thereby obtaining a bright and pleasing effect. 
It is common also, in this method, to use an acid which will 
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attack green cement rapidly and eat it from the surface of the 
aggregates. This type of treatment is used usually during the 
first forty-eight hours after the cement has been cast. . After 
this age the cement resists the scrubbing and acid process to 
such an extent that it becomes expensive, and the best results 
are not obtained. 

Nitric, muriatic and sulphuric acids and soap in various 
strengths up to the undiluted have been tried, and experience is 
that these agents are impracticable for the removal of vertical 
surfaces of good concrete thoroughly hardened, the action being 
so slow and attended with so much difficulty that hammering of 
one sort or another is cheaper. 

Great care must be taken in successive casting to prevent 
marks showing (after scrubbing) where the new and old work 
join. The practical operation is to finish casting on some line 
in the building, although in certain architectural treatments this 
stratification is not objectionable. When it is proposed to scrub 
the surface of the concrete before it is more than twenty-four 
hours old, it is necessary to design the forms specially with the 
idea of being promptly removed without damage.to the rest of the 
structure. This will usually save lumber, but designing for quick 
removal will usually add to the labor an amount sufficient to 
offset this. Moreover, arranging to make possible the removal 
of forms at certain points of the work does not necessarily get 
the maximum efficiency from the mixing plant, as the quantity 
of work may not be such as to run the plant at full efficiency 
for a day. 

Another way of treating flat surfaces is by rubbing with 
pieces of limestone, water and sand, cutting away the mortar 
and surface of the stone, so as to expose the full cross section of 
the stone. This is done when the mortar is three or four days old, 
and is done only with the softer stones, such as marbles. This 
type of finish is usually known as terrazzo. 

(b) Skilled’ Labor.—The surface of concrete after it has 
become hard can be cut as natural stone would be cut, but this 
should be done by men who are experienced in stone cutting, and 
when treated in this way textures similar in character to those 
of natural stone can be obtained, in fact, the crandall, bush ham- 
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mer, tooth tool, chisel and set can be used with such effect that 
at a short distance the appearance is identical with natural stone. 
By cutting the material when green, it is impossible to get 
sharp corners. The round corners which are common in con- 
crete are generally inartistic and crude in appearance. By 
allowing the material to become quite hard and using proper care, 
as sharp corners can be obtained as with natural soft stone such 
as limestone. It will thus be seen that the results to be accom- 
plished have a controlling influence over methods to be used. 
In this way additions have been made of concrete to cld build- 
ings of natural stone with such a perfect matching of texture and 
color that it is impossible to tell the difference at 8 ft. distance. 
It has been the experience of some engineers that just as 
cheap results can be obtained from bush hammering by common 
labor as by skilled. This, however, should be qualified again 
by the result to be obtained. On large surfaces where a coarse 
general treatment is desired and where the observer cannot get 
close to the surface, it can be tooled by common laborers when 
the material is quite soft. If, however, the observer can come 
within a few feet of the surface the above described treatment is 
not as good as cutting by skilled labor after material has become 
thoroughly set. A treatment which has been used to a limited 
extent has been splitting blocks which have been cast in a plane 
so as to obtain a natural fracture, and a similar effect can be 
obtained by breaking off pieces of the surface by a stone set to 
obtain a natural fracture. In this manner the natural fracture 
of stone is more closely imitated, but as the whole general treat- 
ment is so unnatural to a cast material it is an inartistic treat- 
ment and is not recommended. i 
Still another way is by cutting in a lathe such objects as 
columns. After the cement has well set the stone can be cut in 
two without pulling out from the mortar. Thus the center of the 
stone can be exposed which is of large cross section relatively to 
the sand in the mortar, and a more stony appearance obtained. 
If the stone itself was capable of taking a polish a fairly smooth 
treatment can be given it by rubbing it down in a lathe after 
turning. Mortar itself will not polish. 
(c) Sand Blast—A finish can be obtained somewhat similar 
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to that of scraping by means of sand blast. It is important to 
have the right sort of a nozzle, however, for this kind of work, 
and an exceedingly hard sand must be used, preferably that which 
has angular grains. A 4 in. diameter nozzle would produce very 
unsatisfactory results, because if an excess of cement came to 
the surface at one spot or on an edge as a joint between boards 
its hardness would resist the cutting of the sand while softer por- 
tions on either side would be removed, thus emphasizing the 
ridge. Similarly a soft spot formed by a wide crack where the 
cement all ran out leaving the sand behind would be cut deeper 
by the large nozzle. Experience has shown that a nozzle not over 
Y in. diameter should be used so that it can be localized on small 
spots and that it must be held within a few inches of the surface 
to be cut if there is any variation in the density or hardness of 
the surface. 

This method leaves the stone cleaner than with scrubbing 
and acid treatments. 

Again, the age of the mortar has a large influence upon 
the cost of the cutting and upon the texture of the surface. Good 
and economical results can be obtained when the cement is 
between ten and fourteen days old. It requires a fairly large job 
to justify the cost of setting up and operating a sand blast plant. 
Various building cleaning companies have portable outfits which 
are admirably adapted for this kind of work which can be 
obtained in all large cities. 

(d) Chemical Treatment—When the surface is chemically 
treated the materials used are usually commercial hydrochloric 
or sulphuric acid. The amount of dilution must be determined 
by experiment and will vary with the age of the concrete. The 
older the cement the stronger must the solution be. For cement 
which is about two weeks old ordinary commercial acid should 
be diluted with three parts of water. When but a few days old 
a dilution of one part acid to five or six of water will be suffi- 
cient. A mixture of the two acids will produce stronger action 
than the use of one alone. They also produce a vapor which will 
soften the surface when exposed to it in a confined chamber 
and permit removal of the surface with very little scrubbing. 
After the scrubbing is completed great care must be used to 
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remove all traces of acid, otherwise there will be permanent dis- 
coloration of the surface. 

(f) Tools. Kind, Quality, Temper.—A new type of brush 
for rubbing or scrubbing green concrete surfaces which has 
proved very efficient in actual work is composed of ordinary wire 
mesh, such as fly screen, and is made by clamping together a 
sufficient number of sheets of wire, all of equal size, so that the 
exposed or rubbing edge will be at least 4 in. wide. Such a 
brush has proved much more effective and cheaper than the 
ordinary wire brush. 

(g) Effect of Cutting on Impermeability—The waterproof- 
ness of concrete depends upon the density of the mortar. Jn the 
packing of mortar on surfaces which are to be exposed, greater 
care is usually taken in producing a dense uniform surface which 
would show a good appearance than in the packing of the whole 
mass of materials in the back. Therefore, before cutting, there 
is usually a dense skin of rich mortar on the surface which is 
practically impervious to moisture. When this is removed by 
any process the interior is more likely to absorb moisture than 
before. In one particular job where the aggregate was composed 
of coral sand and coral stone which was very porous like cinders 
or blast furnace slag, after picking the concrete permitted water 
to drive straight through a 12-in. wall from a driving rain, 
whereas the wall previous to tooling was practically impervious. 
With a dense stone and quartz sand, a rich mixture, plastic con- 
sistency, well packed, a wall may be as impermeable after treat- 
ment as before. These facts are sometimes overlooked and cause 
unexpected and unpleasant results. 

(h) Effect of Cutting on Durability—A wall which will 
absorb and hold moisture is liable to disintegrate ultimately by 
the action of frost. If it is impervious to moisture the action of 
frost is merely an attack upon the surface and is very much 
slower, being practically the same as on any surface of a solid 
natural stone. Therefore, in a cold climate, cutting off a skin to 
expose a porous mass is likely to somewhat impair the durability. 

(1) Effect of Cutting on Collection of Dirt.—It is common 
sense to see that roughening the surface of the cement is going 
to permit collection of dirt and dust blowing in the streets much 
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faster than a surface which is smooth and dense. However, as 
dirt and dust is usually so like the color of the cement itself it 
does not produce an objectionable change, and these very fine 
particles can lodge in the pores of the concrete and assist in 
rendering them more impermeable. It is only where smoke is 
thrown out in large volumes that the smoothness of the surface 
must be considered to resist a change of color. 
(k) Photographs. — 


III]. Coatinc SURFACES IN VARIOUS WAYS. 


(a) Texture and Condition of Masonry Surface to be Cov- 
ered.—Masonry as above used includes brick, terra cotta, natural 
stone, concrete, mortar and plaster. The covering coat must 
bond to the solid material of the back and not to the dust or dirt 
particles on the surface and should be sufficiently substantial 
to hold the covering. If it is not substantial and rigid and con- 
tains cracks the surface covering is pretty sure to crack over the 
cracks in the back. ; 

(b) Metal Lath. Kinds, Method of Erection—For outdoor 
purposes, it is best to use galvanized metal lath. There are 
* various kinds, woven, welded, expanded, any one of which can 
be used. That having a large cross section of metal and being 
heavily coated with galvanizing material is likely to be the most 
durable, if moisture should penetrate through the plastering to 
this material. It should be thoroughly tied to furring at intervals 
not exceeding 16 ins. with galvanized wire. The furring should 
leave sufficient space for the mortar to push through the mesh 
and clinch without interference from the backing to which the 
furring is attached. 

(c) Preparation of Base to Obtain a Bond.—The texture 
should be as rough as possible with recesses in the surface which 
will support and key on a coating which is applied, and this sur- 
face should be free from dust and dirt which would prevent the 
bond of union. Before coating the surface the base should be 
throughly saturated with water so as to avoid suction of mois- 
ture from the covering coat. which would impair its strength and 
durability. 
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(d) Material. Cement, Sand, Lime, Pigments—Materials 
used are cement, sand of a quality previously mentioned, also 
lime and pigments of various kinds and quantity. 

(¢) Miving.—The mixing must be thoroughly done and the 
amount of water used is less than with mortars or concrete packed 
in molds, as otherwise the mortar would run off the lath. 

(f) Placing.—The first or scratch coat should be composed 
of one part Portland cement, three parts sand and one-half part 
hair putty. This hair putty shall consist of long cattle hair or 
fiber, thoroughly worked into good lime putty. The second coat 
should be composed of one part Portland cement, two and one- 
half parts of sand and with not over 5 per cent. lime putty. The 
third or finishing coat to consist of one part Portland cement to 
two parts of sand, with not more than 5 per cent. of lime putty. 
(To this finishing coat may be added pebbles or other non- 
combustible material as may be desired to obtain a variation in 
the finished appearance.) Where a total thickness of not more 
than one inch is required, it is practicable to apply it in two coats, 
4. €., omitting the second coat above specified. In all cases, one 
coat should follow the previous one as soon as it has sufficiently 
set to allow of so doing. This will guarantee a bond of the two 
applications. The finished appearance may be varied by the 
materials used, both as regards color and size, by the mechanical 
method of applying or finishing, or by a combination of any of 
these methods. 

(g) Joints.—Plastered surfaces are more subject to shrink- 
age cracks than monolithic work because a richer mixture is used 
and the thinness of the body of the material has less power to 
resist stress. Therefore, joints should be allowed at intervals 
where they will be as inconspicuous as possible, because as they 
are likely to occur anyway and are apt to be irregular in shape 
and position they are unsightly to the eye. If the surface is 
troweled smooth they are likely to show in an objectionable way. 
Unless the surface of the various coats are kept wet there is 
usually trouble from cracking. Some plasterers say that where 
the under coat is made lean with mortar and with plenty of lime 
and hair there is great deal less likelihood of its cracking. Care 
must also be taken to have a sufficient lap in the lathing; to have 
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the lath well tied together and also to the furring so that there 
can be no settlement or sagging of the lath or the furring to 
which the lath is attached. The cracks can be filled with cement 
or by a pump spraying grout or run over with a tool which will 
fill them. They are somewhat sure to show on a smooth surface 
anyway. 

(h) Washes.—Washes of cement or lime can be applied to 
plastered surfaces which will fill the fine cracks and give a uni- 
form surface to the material. Washes are frequently applied to 
monolithic surfaces and material cast in molds and form a rather 
pleasing treatment when carefully and well done. If cement is 
applied with a brush it is not likely to give a pleasing result but 
is pretty sure to be streaked and irregular in color and this color 
is apt to be a muddy yellowish green, rather than the gray of 
cement. If the wash is made very thick and contains sand and is 
plastered onto the surface and left in this condition or else lightly 
troweled with a steel trowel or with wooden float the appearance 
will be much more uniform and of a natural cement color. This 
is the most usual treatment given to plain monolithic surfaces, 
like bridge abutments, foundations and mills in inconspicuous 
locations. 

(i) Paints—Paint, either oil paint or special cement paints 
containing no oil, can be used to good advantage in painting 
cement surfaces either monolithic or cast, and will give pleasing 
appearance. The color is simply as much in the control of the 
designer as paints used on wood. 

(j) Enamel.—Enamel paints may be used on cement if there 
is no opportunity for water or frost to get behind the enamel, 
which would cause it to peel off. Enamels which are baked upon 
a surface cannot be used as the process of baking would dehy- 
drate the cement and cause the mortar to crumble. 

(k) Durability—There are examples of plastered surfaces 
which have lasted for fifteen years and are still in a perfect con- 
dition. There are numerous examples of moisture getting behind 
a plastered surface where this is applied to some solid back, as 
brick, terra cotta, stone or concrete, freezing and causing the 
plastered coat to peel. For this reason, plastered coats are not 
generally considered as durable or as desirable as a surface treat- 


Report ON TREATMENT OF CONCRETE SURFACES. 433 


ment which is monolithic with the body of the surface treated. 
If the surface is impermeable to moisture and there is no chance 
for moisture to get behind the surface from any source, the 
plastering should be durable. If it thoroughly keys to the face 
its contraction and expansion will be the same as the base and 
therefore will not peel, due to an unequal stress between the two 
materials. 


IV. ORNAMENTAL TREATMENT. POSSIBILITIES AND 
LIMITATIONS OF SURFACE. 


(a) Cast Concrete-—Concrete can be cast in molds of 
various kinds with a considerable degree of ornamentation. In 
order to fill the molds, an excess of mortar is used and the finish 
is largely that of the mortar, the stone being used in the con- 
crete merely as a filling to reduce the cost. Where the stone is 
exposed to view it is only possible in ornamental work where the 
surfaces are fairly plain and large area. 

(b) Cast Mortar—Ornamental casting is largely confined to 
mortar. Much sharper detail can be obtained than with concrete, 
even as sharp corners as are usual with limestone. Where sharp 
corners are not required and the surface is cut, scrubbed or sand 
blasted as previously described, colored sands or stone grit can 
be used to produce pleasing color effects. 

(c) Plastered Mortar.—Plastered surfaces can be put on 
rough backs with good results. This is possible only with a 
mortar of rather a fine aggregate and therefore cannot give as 
large a variety of surface textures or colors as the cast, and the 
ornamental effects are largely those of straight molded mem- 
bers, as in a cornice, which can be run by the plasterer in place. 
These, however, are cheaper in cost than the cast and for this 
reason are quite extensively used. 

(d) Kinds of Molds——For rigid molds, wood is chiefly used 
and ornaments can be cast in any form in which the wood can 
be molded, except that no undercut work can be done as to 
remove the wood would break the mortar. When wood is used 
it must be carefully filled with paint or oil so as to prevent the 
absorption of moisture from tne mortar which would carry with 
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it some of the cement bonding the mortar to the wood and thus 
destroy the face of the casting when the mold was removed. — 

Iron molds are used to some extent but are too expensive 
unless a great many castings are to be made exactly alike, in 
which case they are economical. It is not economical to make 
elaborate ornaments with iron molds on account of the expense 
of the mold. Sometimes stamped sheet metal can be used as a 
model for the face of the casting but the appearance is not pleas- 
ing and is seldom desirable. 

Plaster of Paris is very extensively used and by cutting it 
into small pieces and putting together can be used for slightly 
under-cut’ work. Plaster of Paris molds can be used for quite 
elaborate castings and for castings containing as much as two 
or three cubic yards of concrete. As the plaster is not very 
strong in itself it is reinforced by burlap or some other fibrous 
material to give it strength. Its surface must be carefully treated 
to make it non-absorbent to moisture, as otherwise it will be 
damaged by the material cast in it. Each time a casting is made 
the surface must be again prepared to resist the attack of 
moisture. These molds are rather expensive on account of the 
high class of labor necessary to make them. It is usually neces- 
sary to make a model before the mold can be made. 

Where a considerable amount of undercut work is required 
molds are made of glue. This requires considerable care and 
skill. The best quality of gelatine glue is required, mixed with 
the minimum amount of water necessary to dissolve and melt it 
at a low temperature. Around the model is placed a plaster form 
to receive the glue, which is poured in about 1¥4 in. thick between 
the model and the form. The glue is then cut in sections so that 
it can be removed from the finished casting, is removed from the 
model and re-assembled. It must be used before it has had time 
to dry up. Its surface should be coated with lard oil to prevent 
the absorption of water, which would disintegrate its surface. 
The lime of the cement also attacks the glue and decomposes it. 
For these two reasons castings of glue must be made with a 
minimum amount of moisture. Not more than three castings 
can be made before the glue will have to be re-melted and re-cast, 
and after three or at the most four castings it will be so impaired 
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-in quality that it must be thrown away and new glue used. How- 

ever, such undercut work can be done with glue molds that it 
is frequently necessary to use them. 

Sand, either plain or treated with some material such as clay, 
loam, paraffine or acid, is used for molding purposes. The sand 
must be fine, so as to hold its shape, like sand used in iron 
foundries, and can be used for any object from which the pat- 
tern can be drawn. In fact, as elaborate objects can be cast in 
sand as in metal. As the sand can be used over and over again, 
the expense of its use is determined by elaborateness of the 
object which determines the amount of labor necessary to make 
the mold. A very promising departure in concrete molding is the 
use of sand and paraffine as a molding material. At 150° or 
above a little paraffine will disseminate itself through a great 
deal of sand. This sand shows the presence of paraffine very 
little and can be molded at 110° or thereabouts, 7. e., while slightly 
warm to the touch. Below go°® this material becomes quite rigid, 
and would seem for concrete casting to be ideal. Molds made of 
Portland cement and mortar have been used with success on plain 
work. It is the experience of one company having had years of 
practice in all kinds of cast work that absorbent molds into which 
is cast semi-liquid concrete give the most uniform color and 
texture and produce concrete of 10 per cent. to 25 per cent. 
greater density than when tamped, pressed or poured into non- 
absorbent molds. 


V. WATERPROOFING. 


(a) Necessity —With thoroughly well mixed and carefully 
placed concrete made from materials properly graded for size 
so as to obtain maximum density with mixtures not exceeding 
1-2-4, the resulting concrete would be so impermeable that 
waterproofing is unnecessary. With leaner mixtures or less care 
in the grading of materials the concrete will be somewhat porous, 
rendering necessary in many cases the waterproofing of the 
surface or in order to pervent penetration of moisture, by water-- 
proofing the mass when it is cast. 

(b) Mixed in Concrete.—There are many substances proposed 
for mixing in the mass of the concrete to render it waterproof. 
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Some of these are trade marked or patented. The Committee 
has made a study of and is familiar with many of these, yet does 
not feel justified in making a definite statement of fact regarding 
any of the protected trade substances at this time. 

The fundamental principle in the waterproofing of concrete 
by addition of foreign substances is to introduce some material 
which is very much finer than the particles of cement that will 
mechanically fill the voids between the grains of sand and parti- 
cles of cement, thereby rendering the whole mass denser. One 
of the most common materials used for this purpose with consid- 
erable success is lime. It can be thoroughly slaked and mixed 
with concrete as a putty, or better, thinned to a whitewash. 
Another form producing similar results is hydrated lime, which 
is a common lime slaked, dried and pulverized to a fine powder, 
and mixed dry into the mortar. 

(c) Method of Incorporation.—With lime an amount of five 
per cent. by weight to that of the cement will give good results 
without the impairment of strength in the resulting concrete. If 
mixed dry it should be carefully sprinkled over the sand and 
cement and so thoroughly mixed by hand or machine as to obtain 
a uniform distribution throughout the mass. If mixed wet the 
putty should be so thinned that it can be as easily and uniformly 
distributed through the whole mass as is the water. 

(d) Surface Treatment—tThere are a large number of trade 
articles for the surface treatment of concrete, especially of dry 
blocks, which are practically colorless. The Committee is not at 
this time prepared to make definite statements regarding them 
and desires most extended discussion and fullest information upon 
any and all substances. One treatment only can be mentioned 
at this point, namely the use of paraffine, which is a staple 
material of mineral origin. This can be applied to the surface hot 
with a brush, or what is still better, the surface can first be heated 
so as to permit the hot paraffine which is later applied to soak 
to greater distance into the surface pores before it has time to 
cool and harden. This material, if used to excess, will give a 
glossy, oily appearance to the surface. Care should be used to 
avoid excessive use for this reason. 


(e) Surface Treatment Changing Color.—This title implies 
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the application to a surface where color is of no consequence, as 
for instance foundation walls or the like. Here two general types 
of treatment can be used, those with a membrane substance like 
felt and those without. The most common substance used is some 
of the products of asphalt or tar. Their application is more a 
matter of engineering than surface treatment. 

(7) Mortar.—For many places where a surface must be 
waterproofed a rich mortar carefully applied by skilled workmen 
will not only answer the purpose of finished appearance but will 
resist a water pressure of a number of feet head. It is a treat- 
ment which should only be used for good results by experienced 
and skillful workmen under intelligent supervision. 


VI. Limitations, DrErecrs, BLEMISHES OF VARIOUS Sorts, 
AND REMEDIES. 


(a) Range of Colors—The range of color in mortar by use 
of pigments is limited to reds, yellows, blue and black. No other 
satisfactory color has come within the observation of the Com- 
mittee. Red and yellow can only be used as faint tints, as to use 
them in quantities exceeding five per cent. by weight impairs 
seriously the strength. Blue shades are obtained by small use of 
lampblack, and black by larger use. The range of color in the 
aggregate is limited to the colors found in natural stone or other 
substances as previously mentioned, which is exposed later by 
the removal of all cement from the surface of these particles of 
aggregate. 

(b) Variation of Color —With the admixture of pigments, 
unless extremely thorough mixing is used there will be a variation 
in the color of the mortar. The great difficulty, however, is the 
variation in color between the different batches, due to a slight 
error in proportioning, the variation in the quality of the pig- 
ment, or the treatment during setting and hardening. Cement 
setting in a hot dry place will have a lighter shade than those 
setting slowly in a wet damp place even if all other conditions 
of manufacture are identical. Where the color is obtained from 
the aggregate, variation is due to a variable distribution through 
the mass or in placing an excess of stone in one part of the mass 
over that in another. 
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(c) Craze Cracks, Checking.—This has been one of the 
most neglected subjects with which the manufacturers and users 
of cement has had to deal. There is little question that checking 
is caused by deferential expansion and contraction, but years of 
_ continued and vigilant investigation has not furnished data from 
which definite conclusion as to the real cause of crazing in cement 
concrete can be obtained. The theory that cement when cured 
in air contracts and when cured in water expands, advanced by 
many, does not satisfy all the phenomena which have been 
observed in experiments. It is quite easy to prove that any con- 
crete, irrespective of cement and aggregate, is never entirely 
free from crazing. It is well known that the greater the amount 
of cement the more crazing is obtained, also that careful curing 
greatly reduces it. With a view to bringing out discussion of this 
all important subject the Committee takes the liberty of append- 
ing some of the phenomena observed in experiments, and con- 
clusion reached as follows: 

1. That all Portland cement crazes. The denser the con- 
crete the more marked are the craze lines, for the reason that 
it is the dirt which accumulates in same that makes them so appar- 
ent, and as the body of an absorbent concrete absorbs more of this 
dirt than a dense concrete, but uniformly over its surface. It is 
only the fact that the dirt collects in the craze cracks that makes 
them apparent on the denser material. 

2. That there is quite often an exudation from cement con- 
crete which collects in craze cracks, which when analyzed is found 
to contain practically all the constituents of which Portland cement 
is composed, showing that more or less of this material is 
absorbent and carried to the surface by the moisture when the 
concrete dries. 

3. Exposure of green concrete to draughts, sun and rain, 
appreciably increases the amount of checking, but that no matter 
how carefully concrete is protected or for how long a period, it 
will eventually craze and check on exposure. This has been 
proved by curing concrete in water kept at very nearly a constant 
temperature for a period of two years, and that casts so made 
when sawed in half thoroughly dried out, and exposed to the 
air, checked inside of thirty days. 
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4. That such crazing or checking is not confined entirely to 
the surface of concrete. 

5. That the addition of waterproofing compound does not 
stop checking, but by the preventing of concrete absorbing dust 
and dirt prevents it from showing temporarily. 

6. That the more thorough the mix, and the more careful the 
proportioning of the aggregate so as to reduce the amount of 
cement necessary to make a dense concrete, materially decreases 
checking. 

(d) Expansion and Contraction Cracks.—Such cracks are 
due almost entirely to thermal stresses and can be overcome and 
controlled by proper reinforcement with steel in lengths of con- 
crete up to 500 feet and perhaps longer, but as such would be 
treated under the subject of concrete design. 

(e) Irregular Size——The prevention is stronger bracing of 
molds; the correction; chipping before or after the work is hard. 
This is a frequent point for criticism against appearance of con- 
crete. It is not a blemish when the work is well done any more 
than the mortar joints in brick and stone work. It may be mini- 
mized by cutting back the surface of the work pet one it is hard 
and grouting on a new one. 

(f) Mortar and Stone at Horizontal Joint between Days’ 
Work in Concrete Wall—In building monolithic walls where 
work is stopped for the day, an excess of mortar is frequently 
tamped to the surface and sets. The following day when soft 
concrete is added an excess of stone settles through the mortar 
to the hard surface below so that after cutting the surface a line 
is shown about a half inch wide of mortar with an excess of 
stone directly above. This is avoided by scraping off a half inch 
of the surface when the day’s work is done before this has had 
time to set and by care in using a stiff mix in the first batch 
deposited next day so that the stone is held uniformly distributed 
in the mortar which is too stiff to permit the stone to settle 
through it. 

(g) Patches a Darker Color.—These seem to be caused by 
using a richer mixture, steel rubbed off from trowel with which 
applied, less surface evaporation from patches, or bringing to 
surface by trowelling of the dark colored cement particles or the 
aggregates. It has been conclusively demonstrated that with due 
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care and by addition frequently of some material to lighten the 
color of material put into a patch, that the patch cannot be 
detected even after several years of exposure. . 

(h) Efforescence, Cause and Remedy.—Efflorescence is 
caused almost exclusively by percolation of moisture through a 
wall. It is not to be observed where a wall is always dry. Port- 
land cement always contains some free lime and this is brought 
to the surface in solution by water and left there by its evapora- 
tion. This efflorescence has been chemically analyzed and found 
to be almost pure carbonate of lime. The remedy is to avoid 
percolation of water through a wall. If this tendency is very 
slight, as for instance in the wall of a building which is somewhat 
porous, allowing a driving storm to soak into the surface in such 
quantities as to later percolate to the surface bringing with it in 
solution lime, the appearance of efflorescence can be very much 
reduced or practically removed by waterproofing the surface with 
some compound which will prevent all absorption and percolation 
whatsoever. 

(1) Porosity. Cause and Remedy.—Porosity is a lack of 
density ; that is not getting enough material into a given compass. 
The causes may be too little cement to fill the voids, too much fine 
sand, not enough fine sand (7. e., sand not properly graded), 
stone not proper size or properly graded for the work, not enough 
water added to the mixture to lubricate it and feed the cement. 

(7) Frozen Surfaces—Freezing retards the setting of 
cement but does not destroy it. If the surface freezes the set 
is retarded so that the portion behind which is not frozen, setting 
faster, breaks the bond between the two, causing the frozen por- 
tion to scale. The remedy after the surface is frozen where the 
material lost has not got to be replaced, is to re-surface that 
material which is left. If it must be replaced the texture of the 
surface originally desired must determine largely the method of 
treatment. If this be a plastered surface it is a simple matter to 
roughen up the back to give a key for plaster and to place it on. 
If it is to be a tooled concrete surface, then a sufficient mass must 
be removed to enable a new facing to be placed, including agere- 
gate of the same size and proportions as in the original work, in 
order to build out the face and also to have sufficient strength and 
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stability either to stand by itself or to be properly keyed by suit- 
able methods like the use of reinforcement, to the back. 
Dusting. These troubles are due to soft sand, unsuitable 
foreign material in sand, too little cement in mixture, bad mixing, 
too much time elapsing between mixing and finishing, finishing 
mixture too dry or too wet, use of “dryers” (i. e., dry cement 
with or without sand to dry out the surface so that it can be 
quickly finished), permitting the surface to dry so rapidly as to 
impair the setting of the cement. When a thin surface is placed 
on one which has become hard there is liable to be dusting because 
there is no absorption from the concrete to take care of the excess 
moisture in the mortar. It has therefore got to come to the 
surface and in so doing it brings the soluble salts of Portland 
cement called laitance with it and some of the finest particles 
of the cement, the impalpable powder, to the surface, both of 
which are easily brushed off, and thirdly, because the moisture 
comes to the surface it cannot be troweled as soon as it ought 
to be, and when it is troweled so long a time has elapsed that the 
setting of the cement is broken up or impaired, thus materially 
reducing its strength. The remedy, where color is not an object, 
is the application of one or two coats of well boiled linseed oil. 
Paint is sometimes used, but is not a satisfactory material because 
as a rule it does not harden the dusty surface and the dust 
prevents its bonding to the mass below so that it scales off, leaving 
an unattractive appearance. In some cases the top may be 
ground off as in terrazzo work, until a hard surface is obtained. 


VII. SpEcIFICATIONS. 


The following specification is suggested for furring and metal 
lathing to obtain results of (III-b): 


Furring For Steel Frame Buildings. 

The furring for steel frame buildings shall consist of 34-in. channels, 
Of Tiel Sen IN, angles extending in a vertical direction and spaced 
16 in. center to center. Horizontal steel girts shall be provided (as part 
of the structural steel) spaced not over 8 ft. apart, consisting of such 
shapes that the furring can readily be attached and supported. If the 
girts are spaced more than 8 ft. apart, the furring shall be proportionately 
increased in strength. 
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Furring on Wood Frame. 

The furring over boarding of wood frame shall consist of 4 in. round 
or square rods extending in a vertical direction and spaced 16 in. center to 
center and securely stapled in position. (This furring serves two pur- 
poses, viz:—to support the lath free from the wood, and second, to form 
a reinforcement for the stucco wall.) In this construction weather boards 
may be omitted, but this is not desirable. If weather boards are used, 
building paper should be placed first before furring is applied. 


Metal Lath. 


The metal lath shall be of sufficient rigidity to readily take mortar 
when supported by furring spaced 16 ins. center to center. For exterior 
walls, it shall be protected from rusting by being entirely galvanized or 
treated by any other equally efficient process. 

The lath shall be wired to the furring angles or channels every 8 ins. 
with No. 18 annealed galvanized steel wire or stapled to the wood support 
every 8 ins. (in-the length of the furring rods) with staples which are 
galvanized or otherwise equally protected from rusting. 


The following specification, prepared by the State Archi- 
tect’s office of the State of New York, and Green & Wicks, archi- 
tects, Buffalo, N. Y., is used for ornamental work by the State 
of New York and covers work given under Division IV fairly 


well: 
Specifications For Cast Cement Stone. 

All cast stone shall be made of high grade Portland cement, such as 
will pass the standard specifications* of the American Society for Testing 
Materials, and of a brand satisfactory to the architects, and an aggre- 
gate of uniform color and texture and free from iron and other foreign 
material liable to discoloration, Preference will be given to aggregates 
of marble or granite. 

The cement and aggregates shall be thoroughly mixed in a proportion 
of one part of cement to not over six, nor less than four parts of aggregate, 
all measured by weight. The aggregate shall be made by crushing selected 
pieces of stone to insure uniformity of color and texture, and shall be 
screened into at least three sizes the largest of which shall not exceed 
that which passes a ring of one and one-quarter inch in diameter, and the 
various sizes shall be proportioned for maximum density. There shall be 
at least fifty per cent. of such a size of aggregate that will pass one- 
quarter inch ring and will not pass a one-sixteenth inch ring. 

The concrete for making the cast stone shall be mixed with not less 
than fifteen per cent. of water by weight and shall be mixed by a machine, 
preferably of the rotary type. If cast in a semi-liquid condition, it shall 
be continuously agitated up to the time it is deposited in the mold. 


* See Standard No, 1 National Association of Cement Users.—Enp. 
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All casts shall be properly seasoned by being kept moist and away 
from the sun’s rays and draughts for at least ten days after being made. 

After having been seasoned for at least ten days, all exposed plain 
surfaces of the stone shall be tooled with a drove finish of four or six 
cuts to the inch as the architects shall specify. This tooling shall pre- 
ferably be done by grinding the grooves by the use of an abrasive material 
so that the larger aggregates will not be disturbed or in any way shattered. 

All cast stone shall be of such quality that it will pass a test at the 
age of twenty-eight days of at least 1,200 pounds compression per square 
inch and shall not have an absorption to exceed five per cent. when 
thoroughly dried and immersed in water for forty-eight hours. All 
lintels, bearing stones and others subjected to cross bending shall be 
reinforced by means of steel rods placed about one inch from their 
tension surface, and the total sectional area of the steel shall be equal to 
one-half of one per cent. of the area of the concrete in the member 
reinforced. When any casts exceed in any dimension, twelve times its 
least dimension, it shall be reinforced to insure safety in handling. 

Samples of cast stone on which bids are based shall be submitted for 
approval. Preference shall be given to stone cast in any established factory. 
All casts shall be provided with steel bonds for the purpose of tieing 
into the backing and with hooks for handling and lifting which shall be 
placed in the stone while casting. 

Cast stone need not be plastered or painted on the back as specified 
for Indiana linestone. 


Ville sCosis: 


The cost of unskilled labor for picking or rubbing concrete 
when six to twenty-four hours old is about one cent a square 
foot. If two days old, so that fiber brushes and water have to 
be used the cost runs from two to three cents for actual dressing 
of the surface. In order to be able to remove the forms to get 
at the surface at these ages it will have to be designed in such a 
way that its price may vary from nothing to five cents a square 
foot. 

For a special facing material of an inch thick of one cement, 
one and one-half sand and two and one-half of fine crushed stone 
or pebbles, placed at the same time with a coarse backing in the 
walls, will add about three and one-half cents per square foot 
to the cost of the surface. This cost is independent of the method 
of treating the surface later. 

Tooling by multiple picks by common labor when the surface 
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is green will cost from three to four cents per square foot; when 
hard, from five to ten cents. 

The cost of the use of pneumatic tools varies materially with 
the size of the job and to what extent the work is scattered. For 
long low walls pneumatic tools will cost more than hand. For 
large areas like the soffit of a big arch pneumatic tools will be 
cheaper than hand work by one-half to one-third. 

Sand blasting when the cement is one to two weeks old will 
cost about the same as bush hammering; when older it will cost 
considerably more. 

Extended experience gives the following cost data: For hand 
tooled cast concrete four or six grooves to the inch with steel 
tools, the cost on a contract of tooling some 10,000 sq. ft., with 
skilled labor, was fifteen cents per sq. ft.; the same kind of tooling 
with pneumatic tools about twelve cents; the same tooling done 
in a factory by grinding with a special designed machine, one 
cent. This special designed machine consists of cutting wheels 
suspended on an arm like a pendulum wood-working saw revolved 
at a high rate of speed, so that concrete of almost any age could 
be cut without disturbing the stone in the aggregate. The cost 
of crandalling, being an average of many jobs, with skilled labor, 
is about ten cents; with unskilled, about five cents. 


TOPICAL DISCUSSION ON THE EXTERIOR TREAT- : 
MENT OF CONCRETE SURFACES. 


THE PRESIDENT.—There is a great deal of work in which The President. 
concrete is treated naturally, but one of the principal difficulties 
seems to be the effect of crazing and hair checking. It might 
be well to discuss some features connected with the handling of 
concrete or mortars so as to secure pleasing effects devoid of 
hair checks, crazing and unsightly marks which tend to detract 
from the character of the work. There evidently is a knack in 
the art of using concrete which we have not been able to fully 
understand, and we can probably obtain very many pleasing 
effects in this country, but thus far, our mortar surfaces gen- 
erally show hair checks which render the structure unsightly. 
Such unsightly work is not seen abroad, and [| think the reason 
is that the workmen know how to handle the materials. Those 
of us who have followed the development of the cement industry 
in this country have come to realize the fact that at first, the 
utilization of cement was a very crude process, consisting solely 
of mixing the material with water and getting it into a condition 
so it would harden. The conditions which affect this hardening 
have not yet been worked out. 

Lime is one of the most ancient materials we have in masonry, 
and in looking over different parts of the world it is found, that 
while lime is a very poor material, those who have studied its 
qualities and know how to use it, can get remarkable results. 
In Mexico, for example, they can beat lime mortar, so that it 
becomes so hard as to shed water. They produce a wearing 
surface, as hard as the ordinary cement. Now it is quite evident 
that they have learned to appreciate the possibilities of that 
material. 

In using cement mortar I think there is a great tendency to 
work the material too rnuch, as this brings fine particles and the 
more soluble compounds to the surface, producing checks and 
crazing. There is also a tendency to use too rich a mixture which 
also has a similar effect, 
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I was impressed with the work that is being done abroad. 
The mortar used was for the most part rather dry, and there 
was not a tendency to keep working and pounding it. It is not 
so much the working of the mixture together and the mixing 
of it that does this damage, but it is the pounding of the mate- 
rial after it is in place, which tends to work the coarser particles 
away from and bring the finer particles to the surface. Various 
methods have been resorted to here to avoid these cracks by 
treating the concrete to so distribute the hair cracks as to make 
them invisible to the eye, or break up their continuity, by expos- 
ing the aggregates, scrubbing the surface or pebble dashing. 
The cracks pass around the particles and their continuity is so 
broken as not to be evident to the eye. The cracks are there 
just the same and whenever you take a smooth plaster finished 
surface, the shrinkage and contraction cracks and crazing that 
occur render it unsightly. 

The plastered house in Europe is a common thing, and it is 
not unsightly. You do not see the checking and cracking except 
in some cases of bad workmanship. The great percentage of 
those houses after years of exposure look well, and I believe it is 
wholly due to the manipulation of the material that such results 
are obtained. 

Our sectional Committee on the Treatment of Concrete Sur- 
faces is trying to prepare a Standard as to how work should ~ 
be executed, and I think probably this will serve two purposes: 
first, it will enable the men who are engaged in this work to 
indicate in a practical way how it should be done; and the 
second, it will enable the architect who wants to obtain certain 
effects in the surface finish of concrete to insert such a standard 
bodily in the specifications, so that those who are working in 
that particular line, know just what is wanted. I think work 
along this line will be very helpful in obtaining pleasing results 
in the use of cement. 

Mr. L. J. Menscu.—I beg to differ slightly with the Chair 
in that there are no fine checks in European plaster work. I am 
familiar with cement plastered houses and used to disfigure them 
by drawing pencil lines along the cracks. The fact is, they 
mix the cement with a good deal cf lime and hydrated lime and 
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get unsightly cracks even then. I do not think anybody in 
Europe would undertake to plaster a building and guarantee 
that there will be no checks. There are cracks and if you look 
close you will find them. Of course a man who does not look 
very closely will not see them. 

Tue Presipent.—The Chair wants to correct a false ini- 
pression. He did not mean to convey the fact that there would 
be no cracks, but that in looking at a plastered surface the un- 
sightly cracks which are quite evident in most work here, are 
not so evident there. I refer particularly to work that has been 
done at Berlin and Vienna, which was on plastered houses. In 
two or three cases I had plastered buildings under particular 
observation, examining the surface of the buildings very closely. 
The buildings had been plastered certainly for more than six or 
seven years and did not show cracks on the surface that were so 
unsightly as to be objectionable. 

Mr. Menscu.—There is another reason in that they make 
the first story either of natural stone or artificial stone slabs. It 
is easier to prevent cracks in a factory made slab than in a 
plastered wall. 

I would call attention to the fact that even the government 
buildings are of cement plaster. The University of Vienna is 
cement plaster above the first story, and it is a $5,000,000 build 
ing, which is a great deal more there than here. 

THe PRreSsIDENT.—The surfaces referred to were regular 
smooth mortar surfaces, such as one would ordinarily expect to 
see checks in. 

I think as a rule the plaster house in Europe is in greater 
favor than here; in fact, the plastered house is the rule. I think 
even new houses being erected usually have brick walls, which 
are laid up with wide joints for the purpose of getting a surface 
on which to plaster. One of the advantages of the application of 
plaster is that the coat is not too thick, and they try to get a 
smooth surface with as thin a coat of plaster as possible. 

Me. C. F. KLemerer.—I would like to ask as to the percent- 
age of hydrated lime it is best to use with plaster, and the best way 
to incorporate it in that mixture. I have seen lime set in I~ 
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Mr. Menscu.—Mix the materials dry. They do not use so 
much hydrated lime abroad, but ordinary quicklime which is a 
year old, kept in covered pits. 

THE PrestIpDENT.—The Romans, when they first ine to 
use lime mortar, put it in pits and let it stay there for several 
years before using it. Of course, there are various methods by 
which lime is reduced to an impalpable powder and hydrated. 
This is much better than where the lumps are allowed to break 
down in their natural way. In the use of lime for that purpose 
it is absolutely necessary that it shall be fully hydrated. 

Mr. Kveterer.—The trouble I found was in getting 
hydrated lime thoroughly mixed with sand and cement. It takes 
lots of mixing to do it. 

Mr. W. B. Purtiies.—Hydrated lime when used for water- 
proofing concrete, stucco, etc., should be mixed thoroughly dry 
with the cement before adding sand and water. The hydrate 
should be mixed dry first with the cement, because most of the 
sand obtainable for concrete work is damp, and an even mixture 
cannot be obtained using hydrated lime and moist sand. 

I have found by test that it is not advisable to use more than 
15 per cent. hydrated lime to the weight of cement. When used 
in this proportion it is equal if not superior to any of the patented 
waterproofing compounds, besides being much cheaper. The 
University of Wisconsin and others have made some very inter- 
esting tests with hydrate as a waterproofing material which fur- 
ther show that using the proportions mentioned it materially 
increases the strength of the concrete. 

Mr. Cloyp M. Cuapman.—Mr. Kleiderer referred to the 
difficulty of mixing hydrated lime with sand and cement. I be- 
lieve that it is as difficult to mix sand and cement. When sand is 
mixed with cement their colors do not differ enough to require 
very thorough mixing to produce an apparently uniform color. 
If one endeavored to mix a white cement with a black sand, I 
believe it would be as difficult to bring the mixture to a uniform 
color as it is to bring a mixture of white lime and grey cement and 
sand to a uniform color. The difficulty referred to simply illus- 
trates the necessity of much mixing to secure uniformity, no 
matter what the constituents of the mixture may be. 
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THE PreswentT.—I think the best way to test it, after 
mixing, is to break it open, and you generally find little white 
spots, which show how thoroughly you have mixed. 

Mr. Menscu.—It is really very hard to mix two materials 
thoroughly, and in order to mix cement with any color to obtain 
a uniform appearance, it must be done in a mold and mixed for 
at least an hour to get good results. An absolutely uniform 
mixture cannot be obtained by hand mixing. 

THE PReEsIDENT.—It is a fact that those who are skilled in 
plastering can get practically the same results without the use 
of lime. It is the man unskilled in the application of plaster that 
has to resort to hydrated lime in order to secure the desired 
conditions. I have observed Italian laborers putting on plaster, 
obtaining smooth finishes, even placing plaster on hardened mono- 
lithic concrete piers, without the use of lime. They obtained 
very smooth mortar finishes which have crazed very slightly 
after many years. It is in the manipulation of the material 
largely that the results are obtained. 

I do not believe in the use of hydrated lime in connection 
with cement. I think it should be omitted where it can be 
avoided, even if the cost is increased. It might be said that 
waterproofing must be used in a concrete block because you 
cannot get it dense without. Now manifestly there is no man 
who would not be glad to.omit waterproofing if he could. 

Mr. Menscu.—It certainly costs more money to work with- 
out hydrated lime or with lime mixed with cement. 

A block maker is sure to use waterproofing in making a 
concrete block dense rather than by hard tamping, and it is found 
to take the test. 

Mr. CHAPMAN.—1I would like to ask whether cement which 
will not stand the boiling test due to lack of aging, will contract 
more than properly aged cement, and whether unsoundness 
affects the coefficient of contraction to any great extent. The 
cement manufacturers in their bulletins or pamphlets recommend 
the use of high percentages of hydrated lime up to equal parts 
by volume. As they are the last people who would be expected 
to recommend anything that tends to reduce the quantity of 
cement used, it would seem they would have to be thoroughly 
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convinced that certain quantities of lime improve the result before 
they would recommend the substitution of lime for cement. Per- 
sonally I agree that about 15 per cent. is as much as should-be 
used in concrete—about 1/6 by weight or 1/3 by volume. I 
think that is the limit except for plaster and mortar, but the 
cement manufacturers, who are interested in the sale of cement, 
recommend more. 

Mr. CHartes D. Wartson.—I cannot see how the addition 
of hydrated lime to a Portland cement concrete, whose surface is 
to be treated, can be of any advantage, unless the concrete is of 
such poor quality that the lime is required to give greater density. 

The first consideration in making a concrete, the surface of 
which is to be finished by any of the common methods, is to 
produce a concrete of the highest grade possible, as regards 
texture and density. This can best be done by the proper selec- 
tion and proportioning of aggregates. 

The subject of crazing and hair checking is one on which I 
naturally hesitate to express my views, as there is such a variance 
in opinion among experts as to its cause and remedy. In my 
opinion it is one of the most neglected defects in Portland cement 
concrete, and its cure has not received the attention it warrants. 
There have been many reasons and remedies presented by various 
authorities, but I am convinced by the results of several years’ 
observation of the phenomena of crazing that no one has yet 
given us a complete solution, or a satisfactory explanation of 
what actually causes it. In my ten years’ of experience in the 
manufacture of concrete products I have yet to see concrete made 
in any form or proportion that, by proper treatment and exposure, 
would not develop craze marks to a more or less degree. 

The amount of crazing visible on concrete depends a great 
deal upon its quality. The more dense the concrete the more 
apparent the craze marks, for the reason that craze marks would 
not show at all but for the fact that they collect dirt. The ordi- 
nary hollow building blocks are usually made so porous that all 
surfaces collect the dirt uniformly, which makes it almost impos- 
sible to see these craze marks. Some authorities insist that these 
craze marks appear on the surface of concrete only, and that 
when the surface is removed, after the concrete is seasoned, by 
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cutting or acid treatment, it eliminates crazing. The writer’s Mr. Watson. 
experience convinces him that this is not the case. The removal 

of the surface eliminates the dense rich cement coating on all 

concrete which has and shows more crazing than a surface where 

there is less cement. Also in the latter case the cracks follow the 

edges of the aggregate and become invisible. 

I have also proven to my satisfaction that no method of 
seasoning will entirely overcome it. In the experiments which I 
have carried out I have had samples of concrete made by various 
methods from various materials and proportions of both aggre- 
gates and cement, and various methods of seasoning have made 
little difference in the result. In fact I have made samples that 
have been left immersed in water for two years and when re- 
moved, sawed in two and exposed to the air have shown craze 
marks on the interior surface in 30 days. 

The cause of crazing I think we will all agree is due to 
expansion and contraction. We know that when concreté sets in 
water it expands, and when it sets in air it contracts, but I have 
never yet succeeded in finding an authority that has satisfactorily 
explained why cement acts in this manner. It is a subject that I 
would like to see given more consideration by the chemical experts 
and this Association. 

Mr. CHAPMAN.—Magnesia is an objectionable constituent Mr. Chapman. 
of cement beyond certain percentages. Is it objectionable to use 
screenings from crushed magnesia limestone in the making of a 
cement mortar and is the magnesia in the stone detrimental to 
the cement with which it is mixed? Is there any objection to the 
use of a hydrated lime containing high percentages of magnesia? 

Mr. Menscu.—I think it is. I think the use of screenings Mr. Mensch. 
from crushed limestone containing magnesia is injurious and 
certainly makes the setting of the mortar much slower. 

Mr. Dana G. CHANDLER.—I have had a little experience Mr. Chandler. 
with crazing and discovered sometimes that I have troweled a 
little too much. It seemed as though I had driven the cement 
to the surface, it was worked too much. I have not had very 
much trouble. 

Me. Emits G. Perrot.—While I am not a practical cement Mr. Perrot. 
worker, I have observed a great deal of work and find that cement 
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pavements and work of that kind if granular, shows fewer hair 
cracks. Take a terrazzo floor, for instance which is nothing more 
nor less than a cement floor with stone thrown on the top and 
then beaten down and polished, there is a big proportion of 
aggregates and very little cement, consequently there is very 
little shrinkage and crazing. Now observation on terrazzo floors 
shows me that the leaner the mixture for terrazzo floors the 
better the result. In the Congressional Library in Washington 
is one of the worst pieces of terrazzo floor in the United States ; 
here the engineers required a very rich mixture for the cement 
mortar for these floors, and they are cracked all over. Now 
cracking is nothing more nor less than enlarged crazing due to a 
big bulk shrinkage. 

One of the cheapest pieces of terrazzo floor work in Phila- 
delphia, where they could not get it cheap enough, is almost 
perfect, due, as far as I can see, to not using too much cement in 
the surface, and consequently having less shrinkage, and less 
chance for the cracks to appear. The old Stewart pavements in 
Philadelphia, have been around the city hall for 30 years, and 
they are worn to the stone, in fact, they are made similar to the 
terrazzo floor, only they are not polished. Now the Stewart 
pavement, to my mind, is the ideal way of making a cement 
pavement. You have a large amount of aggregates which come 
to the surface, and only a little cement to hold it together, the 
same as this terrazzo floor. I think the economical cement pave- 
ment is the one with so little mortar that the stone practically 
constitutes the wearing surface. 

THE PresipENT.—The Chair would call attention to the fact 
that the checking of these pavements occurs, but walking over 
them fills the cracks so they are not noticeable. A sidewalk, for 
instance, which in dry weather does not appear to have checks, 
immediately after a rain shows hair cracks all over the surface. 
Of course in vertical surfaces or surfaces above the ground the 
tendency to develop hair cracks is more noticeable. I agree with 
Mr. Perrot that it is certainly a matter of shrinkage and there is 
no doubt that different cements, differently aged cements, cements 
of different composition, have different rates of shrinkage. This 
has a very important bearing on the question of cracks and 
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crazing. It is also true that the richer the mortar or concrete The President. 
the more it will craze. The problem is to know just how to work 
a lean mixture to avoid cracks, and generally they resort to lime 
mortar, hydrated lime, in order to make the mixture sufficiently 
plastic to be applied by the workmen. 

Mr. Maynarp.—It will be noticed in terrazzo floors that mr. Maynard. 
cement is retarded from setting too quickly by rolling, and is 
kept wet while it is being rubbed and polished by hand or by 
machine. 

Mr. W. M. Newton.—The subject of crazing is a very Mr. Newton. 
serious one to me. We make a sprinkled cured block in which 
we use one part cement to three parts fine aggregate and add to 
this whatever coarse aggregate the work will allow. 

I subject the blocks as soon as they are molded to a spray 
so fine that it might be termed a vapor. This spray carries the 
cement on the surface of the block in suspension back into the 
block, thereby exposing the aggregate and producing a very 
pleasing surface. By supplying the moisture to secure the full 
initial set of the cement, a very good quality of block is obtained 
aside from the fact that we have some trouble with crazing 
after curing. 

I do not think that limestone has the effect on crazing as 
has been stated. The limestone screenings we use have such a 
large percentage of flour that we never use it for facing, but 
occasionally use it as a part of the fine aggregate in the back of 
the block. The crazing all occurs in the facing of the block 
where only clean selected and well graded aggregates are used. 

Tue PrEsIDENT.—The Chair would call attention to the fact The president. 
that there are two other sources of difficulty in surface finishes. 
One is the use of excessively fine sand, and another is the drying 
out of the concrete surface. Rapidly drying out of the surface 
of the concrete is bound to produce checking and cracking. But 
in cases where the surface is kept wet or kept away from the 
currents of air the tendency to craze is not so great. 

Mr. Maynarp.—Our concrete plant is located in a base- Mr, Maynard. 
ment, and we are careful about the conditions. We have plenty 
of water and keep the blocks drenched. I have had work 
which I was exceedingly anxious to turn out particularly well, 
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that has cracked after being kept thoroughly soaked for fourteen 
days. 

We have frequently used a great deal of fine material in the 
body, but in the facing of the blocks where the trouble was with 
crazing, we used a selected material that would not run over 3 or 
4 per cent. through a 100-mesh screen. It was either sand from 
the Delaware Bay or a high quality crushed granite. We have 
been very particular about our facing, and do not use a fine 
facing. In fact, it is so coarse that it is hard to pack it close 
enough together to present an even smooth finish. 

The cracks develop very fine and keep on increasing in size 
and number. They are very fine to start with. They will develop 
six months after the material, apparently perfect, is put in the 
yard, and you cannot detect any sign of crazing until four, five 
or six months afterwards. 

The percentage of sand is 1 of cement to 3 of sand, and in 
the body of the blocks we use as large a stone as we can ram 
together compactly. We usually use a 1: 3:4 mixture for the 
body. 

Mr. R. H. Russetyu.—I have had some trouble, but found it 
came from the difference in the proportions, that is too coarse an 
aggregate in the body of the block. I think it would be well to 
use a little more sand in the coarse mixture. My theory is that if 
the voids are not all filled in the coarse aggregate, the shrinkage 
is not nearly as much as of the richer facing. 

Mr. LEonarp C. Wason.—There is one form of crazing I 
have never been able to explain or obtain a satisfactory reason 
for. In a combined gutter and curb, laid at the same time of the 
same materials in every way, the facing backed up against wood, 
but the vertical face taken down in time to finish wet with the 
gutter, the gutters remain perfect for years while the vertical 
face of the curb cracks or crazes. Because the conditions were 
so identical in this treatment I am of the opinion that vertical 
faces are more apt to crack than horizontal faces. Why, I do 
not know; there seems to be no special reason for this action. 
It occurs so generally that it must be due to a physical property 
of the material. 
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Tue PresipENtT.—I think it is because horizontal crazing is The President. 
evident and vertical is not. People walking over that surface 
would tend to cover those little checks, whereas in the vertical 
face they have a chance to go on in an uninterrupted way. 

I think the working of the concrete surface which moves 
the little coarser particles away from the face and brings up a 
continuous skin of cement, is the reason for these hair cracks 
becoming noticeable. Now any process which tends to remove 
that skin by scraping or tooling does not necessarily stop those 
cracks from being there, but produces a rough surface around 
which they can occur without being noticed, and unless the 
amount of shrinkage be very great they are not likely to develop 
into cracks that would be noticeable. 

Mr. Puiiiips.—Some one asked if all cements required Mr. Phillips. 
aging. Cements made in some localities require aging, while 
others do not. That is, some cements have a large percentage 
of free calcium oxide which should be allowed to air slack before 
it is used, while others have no free lime, and require no aging. 
I have noticed no difference whether the cement was made of 
rock or marl. 

Mr. JosepH A. Bracx.—In the matter of concrete surfaces, Mr. Black, 
building blocks and construction work in which hydrated lime 
is sometimes used, I would like to know whether hydrated lime 
containing 45 per cent. magnesia to 55 per cent. calcium, or one 
containing 97 or 98 per cent. lime calcium is the best for such 
work. Manufacturers of high calcium hydrate claim that only 
lime analyzing 97 or 98 per cent. lime calcium can safely be used 
in concrete work, i. e. surface work, blocks, etc. Others contend 
that hydrate analyzing as high as 45 per cent. magnesia makes a 
better mortar. I am not taking the part of any lime firm in this 
controversy, but I would like to find out which is most beneficial 
when used in concrete work, and which, if either, should be 
avoided. 

Mr. Puitiies.—It is more desirable to use a high magnesia Mr. Phillips. 
lime than it is a limestone high in magnesia. It produces about 
the same results in the concrete. 

Tue Presmpent.—The Chair would state in reference to The President. 
the question of oxide of magnesium and oxide of calcium, that 
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is, high magnesium lime and high calcium lime, that it some- 
times happens in the burning that the high temperatures may 
overburn the lime and in consequence the oxide of magnesia is 
slower in hydrating than the oxide of calcium, Unless this lime 
is thoroughly hydrated before use it is likely to hydrate after 
it is in place. The oxide of magnesia has the phenomena of 
swelling which, occurring after the hydration has taken place, 
is likely to disrupt or otherwise injure the surface or mass. This 
also applies to all forms of lime; if the lime contains magnesia 
and is not well burned the difficulty of thorough hydration is 
increased. I never saw any evidence that a limestone contain- 
ing magnesium had a detrimental effect on cement mortars or 
concrete. 

Mr. Puittrps.—The whole proposition sifts itself down to 
this: I firmly believe the reason why so many objections have 
been raised to the use of lime in cement mortar, is because many 
of the limes have an excess of magnesia, and it is very difficult 
to get pure, hydrated lime. 

Mr. RussEtt.—I would like to ask what effect, if any, 
hydrated lime would have on the shrinkage of cement mortar. 

THE PRESIDENT.—I think it is a fact that the lime and other 
soluble matter produce shrinkage. It is the contraction in the 
volume of the material; any material in which an excessive 
quantity of water is used has a tendency to shrink when this water 
is driven off. The water occupies space, and when it evaporates 
leaves voids; upon evaporation, especially rapid evaporation of 
that water, there will be a tendency of the solid particles to 
come together, and the very process of coming together produces 
cracks. As an illustration of this point I direct attention to a 
pond containing a large amount of fine clay. After the water 
has evaporated, as during a dry season, cracks may be seen all 
over the surface. The reason is that this fine clay or sediment, 
which was in an extremely fine divided state and silty in its char- 
acter, contained an excessive amount of water, and when that 
water evaporated the solid particles came together and produced 
cracks. The same phenomenon occurs in a cement surface. 

Mr. Frank D, Werxine.—I think in many cases cracking 
in concrete buildings is caused through putting the blocks on a 
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green base. When a base is used say 3 ft. wide and 2 ft. thick, Mr. Werking. 


how long should it be before a block wall can safely be placed 
on it? 

Tue PrestpeENt.—The placing of blocks in a wall depends, 
of course, entirely on the strength and size of the blocks. The 
conditions would be the same in a stone wall. If you used large 
pieces of a very soft stone with low strength and the foundation 
was not sufficiently rigid to prevent settling, the unequal settling 
of the wall would produce cracks, and I think this is true with 
a great many blocks. The blocks are laid up with mortar joints 
and perhaps the shrinkage of those joints will produce irregu- 
larity in the loads that are on the wall, and the result is the block 
will crack. The proper method for using blocks depends on so 
many conditions that the Chair certainly would not want to lay 
down a specific rule. The amount of materials, the proportions 
of the block, the thickness of the webs, the age of the block and 
the time of the year in which it was cured, whether it was cured 
by steam or natural conditions, all have an important bearing on 
the hardening of that block. 

The greater the strength of the block the less the danger 
from unequal loading of the wall. Small blocks show less crack- 
ing because probably the joints take up the unequal loads. Brick 
walls, as a rule, show few cracks, because there are so many 
joints to offset these cracks that they pass around and not through 
the bricks. The larger the block, the less its strength, the greater 
is the danger that unequal settling will produce cracks through 
the block. Mortar, with coarse particles and uneven joints result 
in unequal settlement and produces cracks. 

Mr. WerkKING.—It would not be advisable to put on a heavy 
wall until the foundation was firm, no matter how long it took. 
I think in order to avoid trouble it is necessary to have a firm 
foundation before attempting to put a block on top of it. 

Mr. KiLemerer.—I would like to ask about the use of cement 
as a pavement and also as to cement mixed with oil to be used 
as a coating on wood. 

THE PrESIDENT.—In the use of cement as a paint on iron, 
i. e., cement mixed with water, if the iron is not coated with 
grease and otherwise clean, the porosity of the surface of the 
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iron is sufficient to allow of a thin coating, that is, the material 
will go into the pores and produce a coating which will stay. I 
do not mean a coating an inch or more thick, but simply a cover- 
ing of cement and water as will coat and give it a cement color. 
However, the iron must be free from grease, rust and scale, 
otherwise you cannot get good contact. 

Mr. McCutLtoucH.—I had a contract a number of years ago 
in which the specifications required the reinforcement to be free 
from ail rust and the engineer in charge wanted it painted with 
a cement wash when received from the cars and stacked up 
waiting to be used. We were unable to make water mixed with 
neat cement stick to the iron as it would flake off after a while. 
A German engineer who was working as my assistant—eleven 
years ago—suggested the use of skimmed milk, stating it was 
used abroad. We used skimmed milk instead of water with 
success and used the cement neat. The milk seemed to hold it 
in suspension better than water. The caseus part of milk seems 
to act as a very good carrying medium. I used this. in a number 
of cases for the protection of iron work, and know of a great 
many cases where skimmed milk as a carrying medium for 
cement wash, taking a neat cement wash, is used as a water- 
proofing paint. A number of contractors out in Iowa and other 
sections are using it freely for plastered cement roofs. Over 
the shingle roof they lay metal lath with a small web and plaster 
it. Over this they put one or two paint coats of skimmed milk 
and cement, and it seems to make a very good waterproofing paint 
lasting two or three years. Skimmed milk mixed thoroughly 
with the cement will give a better paint for iron surfaces than 
cement mixed with water. 

I have tried unskimmed milk and did not obtain nearly as 
satisfactory results; it curdled badly. We found that if any 
water was added there seemed to be a tendency for the liquid 
to part with the cement, that was otherwise held well in solu- 
tion, and there was quite a deposit in the bottom, not noticeable 
to any extent when milk alone was used. Less stirring was 
required to keep the cement suspended in the milk than when 
water was added. An analysis of the mixture shows it very 
similar to that of ordinary cold water paint. 


DiscUSSION ON TREATMENT OF CONCRETE SURFACES. 459 


Mr. Perror.—I think it would be well to bear in mind that Mr. Perrot. 
concrete in comparison with other building materials is not the 
only one that crazes. Almost every building that is put up with 
that ornamental terra cotta trimming crazes. So much so that 
in one building we put up the president of the corporation called 
my attention to the fact that the material was crazing before the 
building was up two stories, and asked me if I thought we had 
to pass that material. I told him yes because that was the only 
kind we could get. Concrete crazes, but usually that is noticeable 
because of the large surface, and in ornamental terra cotta the 
surface is not so large. I do not think we need worry so much 
about that feature if we can do something to break up the surface. 


REINFORCED CONCRETE FOR THE SMALL HOUSE. 
By C. R. Knapp*. 


The small and medium-priced house in reinforced concrete 
is to-day a reality and not only a theory. It was not so long ago 
that concrete was considered suitable for the large structures 
only and even to-day the concrete contractor will claim that a 
small concrete house cannot be built in competition with other 
building materials. They are right, in so far that it cannot be 
done using their methods, which are only adapted to the large 
structure. It can be, and is being built successfully, by using any 
one of a number of systems which are adapted for the small work 
and would be just as much out of place in large work as the 
large methods are in small work. The small house is the one 
thing nearest to the masses. Anything that pertains to a home 
appeals to them. They are watching all concrete work with much 
more than ordinary interest. A knowledge so gained speaks 
well for the future prosperity of concrete. No missionary, home 
or foreign, can do more for the uplifting or bettering of humanity 
than to give the people of moderate means, or less, an everlasting, 
sanitary, artistic, fireproof, and economical building—a home to 
be a comfort and a pleasure to them all their lives. A home 
where the first cost is the last cost and which is just as satisfac- 
tory for their small outlay as is that of the wealthy for their 
large expenditure. 

The story of Edison’s poured house has made a deep im- 
pression on the people. More than any one thing, it has helped 
them to see with what wonderful facility concrete can be adapted 
to their needs in home building. There is something about a 
monolithic structure that gives them the impression of enduring 
forever. This to everybody is a very attractive feature. Even 
brick and stone, which have been considered our most enduring 
materials, no longer seem to quite measure up to this quality. 

Not so very long ago, to build less than a 12-in. solid con- 
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crete wall for even a one-story building was considered unsafe. 
Now a 6-in. reinforced wall is found to be of sufficient strength 
for any two-story house. This saving in labor and materials has 
greatly reduced the cost and helped very much towards making 
the small house possible in reinforced concrete. That the 6-in. 
wall will not show any dampness, if the concrete is properly mixed 
and placed, is proven by the stable erected for Mr. R. E. Griffiths, 
Haverford, Pa., over two years ago (Fig. 1). This stable has 
never shown any dampness, nor even condensation on the inner 
wall, although there has been heat in the stable at different times, 
during the two winters. For a summer home, inland or seashore, 
no plastering is necessary, thus the cost is reduced to a minimum. 


FIG. I.—CONCRETE STABLE FOR R. E, GRIFFITHS, HAVERFORD, PA. 


For an all-the-year house, in a warm climate, plaster directly on 
the wall, thereby the furring and lathing can be done away with. 
If the house is in a cold climate, | would advise that furring 
blocks be used, with the usual brown coat of plaster, as otherwise 
the wall may be too cold. 

The wail that seems best suited for house construction and 
one which I believe has more advantages than any other is the 
hollow wall, consisting of two 4-in. walls with a 4-in. air space 
between. Both walls are reinforced with 36- or ™%-in. steel rods 
spaced upright, at least every 18 ins. staggered and horizontal 
about 3 ft. apart. To tie the two walls together, leave a 3-in. 
web every 8 ft. and have metal ties every 2% ft. both ways. 
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The double wall insures against dampness and makes the house 
cool in summer and warm in winter. The air space may be 
utilized as a ventilating system, allowing each room to ve venti- 
lated without regard to any other room 

In a concrete dairy barn (Fig. 2) erected for the Burn Brae 
Hospital, Primos, Pa., the past summer, the air space was used as 
a ventilating system. On each side of the building, near the floor 
and in line with the two roof ventilators, are 8 by 16-in. openings 
in the inner wall, with corresponding openings at the top of the 


FIG. 2.—CONCRETE DAIRY BARN, BURN BRAE HOSPITAL, PRIMOS, PA. 


wall, and from there continued to the roof ventilator, by boxing 
the rafter. There are a number of like openings in the outside 
wall, near the ground line, which have their corresponding open- 
ings in the inner wall, near the ceiling, thus creating a circulation 
that guarantees fresh, pure air, at all times. 

One of the features of the Burn Brae stable, previously 
mentioned, was its frame roof, on an otherwise all-concrete build- 
ing, which seemed wise for stable construction. It was reasoned 
that with a fireproof covering on the roof, it was fireproof from 
without. With this construction, should a frre start in the loft, 
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it would merely burn through the roof. This would give vent for 
the heat, making high temperature in the building impossible. 
No damage would result other than the loss of the roof and the 
contents of the loft. This method insures protection to the 
cattle on the first floor. 

The extra cost of double walls is more than offset by the 
saving in being able to plaster directly on the concrete, using 
only one brown coat or the white putty coat. A beautiful and 
artistic effect may be had, by so erecting the inner walls and 
partition walls (if of concrete) that they do not require plaster- 
ing or other covering. Concrete has sufficient merit to be treated 
frankly as such, instead of being hidden. Now introduce color 
and decoration, by using tiles and mosaic to give the needed life 
and relieve the monotony, but not for the purpose of hiding the 
concrete, which is exposed frankly where decorations do not 
occur. Then decoration will exercise its true function, by empha- 
sizing, instead of hiding structural beauty. It is almost needless 
to say that, where this effect is sought, concrete, being a plastic 
material, is admirably adapted for this purpose. In this way we 
“decorate construction” and we do not “construct decoration.” 
In many instances, the effect of the decoration is so great as to 
at once convince the uninstructed. 

To make the air space, a system of collapsible cores is gen- 
erally used. A better way, to my mind, is to make a concrete 
core, similar to a terra cotta partition tile, which is, of course, 
left in the wall. By using this method, from one to two inches 
of concrete may be saved, without affecting the strength. The 
core can be made on the job for about half what the terra cotta 
partition tile will cost. 

The question of what kind of a finish to give a concrete wall 
is a matter of personal opinion, which is ever changing. The 
rough casting, or plastering of a wall, which has been the most 
common, is fast giving away to a more artistic treatment. A 
wire brush finish brings the coarser aggregates to the surface 
and gives a pleasing effect. A scrubbing brush, applied while 
the concrete is green, will erase the board marks and smooth up 
the wall to a sand-like finish. A carborundum stone is good for 
rubbing down a wall and with it you can get almost any texture. 
The finish that is pleasing to a large number of people, which is 
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really no treatment at all, is to leave the wall just as it comes 
from the forms, with all the board marks showing. An illustra- 
tion of not only this simple method of surface treatment, but also 
the damp-proof character of a thoroughly well-made 6-in. wall, 
is the seashore house of Mrs. Gaston Daus, at Ocean City, N. J., 
within a block of the beach (Fig. 3). While most of the rooms are 
furred and plastered, there are several apartments in which the 
porch floor serves as a ceiling, in which the walls have not been 


FIG, 3.—CONCRETE RESIDENCE OF MRS. GASTON DAUS, OCEAN CITY, N. J. 


plastered. The house was built during the past summer and not 
the slightest sign of dampness or condensation has appeared. For 
weeks a pool of water lay on the porch before the top coat was 
put on, and no dampness appeared underneath. After protracted 
storms, the surface seemed to dry off instantly, while neighboring 
houses of brick, and even frame construction, retained evidences 
of moisture upon-the outside, long after the concrete house had 
assumed its natural color. The owner and architect are more 
than pleased with the fact that they did not disturb the thin film 
of cement, which remained after the forms were removed and 
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to which they attribute great waterproofing virtue. They not 
only saved $200 to $300 for tool dressing, but have what they 
regard as a more artistic finish, because: perfectly simple and 
natural, as well as indicative of the plastic nature of concrete. 
The architect, I am told, has said, were he to build another house, 
he would seek to emphasize this surface by using rough and un- 
matched lumber. The house is certainly pleasing with its sub- 
stantial walls, porch columns and chimneys. 

People are demanding fireproof houses to-day. They must, 
however, be educated to pay a higher first cost, if necessary, for 


S 


FIG. 4.—REINFORCED CONCRETE RESIDENCE AT POINT PLEASANT, N, J. 
TWO 4 IN. WALLS WITH 4 IN, AIR SPACE, 


this class of construction and to realize that it is economical in the 
end, even at the increased cost. Repairs and insurance are 
practically eliminated. There is also a saving of 25 to 4o per 
cent. in the cost of heating, besides having a house that is thor- 
oughly sanitary. I 

Large industrial plants are opening up a field of operation in 
building all-concrete houses. They desire these built near the 
works to rent to their employees. They must be fireproof and 
easily flushed after a tenant moves out. 

In the matter of cost, we constantly see unfair comparisons 
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made between concrete and other materials. A dwelling of rein- 
forced concrete from cellar to roof is expensive and immediately 
somebody exclaims, “My, your concrete house cost more than my 
brick house!’ As a matter of fact our critic has not a brick 
house, in the sense that our house is concrete, he merely has a 
house with brick walls. Suppose he were to introduce the durable 
and fire-resisting features of the all-concrete house, by having his 
floors, stairways, and other features in brick. What would 
become of his theory as to excessive cost of concrete. It is, in 
this way, that the two materials should be compared. We can 
easily hold our own, when it comes to mere wall construction, 
and more than hold it, when our cpponents seek materials of like 
durability for interiors and roofs. 

One of the first things to do in building a concrete house is 
to get a concrete design, for, of all building material, concrete 
requires the most individual treatment. Many houses are built 
of concrete, after being drafted for brick, stone or frame, and 
this is the reason, some people say, they do not like the looks of 
a concrete house. The houses they have in mind probably would 
not appeal to us any more than they do to them. Concrete allowed 
to express itself in line of simple dignity, with now and then a 
touch of color, needs no promoter. But this constant forcing of 
concrete into imitations of brick, stone and frame designs, has 
been the great drawback to its acceptance as the ideal material 
for the construction of the individual and artistic house—the 
house that is different. Much of the beauty and effectiveness of 
concrete is lost by trying to disguise its real character. It is not 
a material to be ashamed of. Much of the richness of texture, 
just as it comes from the forms, with board marks showing, is 
sacrificed by being rubbed, dressed or plastered into smooth, char- 
acterless surfaces. Even devoid of any touch of color, the pictur- 
esque masses of masonry and the soft irregularity of its lines 
make it effective and entirely satisfying—a harmonious whole. 

The attitude of the public is no longer in opposition to con- 
crete. People are seeking information and are finding there is an 
artistic side whichis very attractive. Within the past two or 
three years the use of cement and concrete has been a special 
feature in current literature. This is due to the fact that the wise 
publisher is striving to present subjects of interest to his readers. 
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He has discovered that the public is intensely interested in con- 
crete as applied to practically every type of construction, and in 
consequence of this the daily and technical press and even popular 
magazines are making cement and its uses a special feature from 
day to day and month to month. Even such magazines as are 
distinctly literary in tone and purpose, have included cement con- 
struction in their contents, and when we look through the high 
class periodicals devoted to country and suburban life, practically 
every number has more or less extended reference to cement. No 
building material of ancient or modern times has received so 
much attention, and none so thoroughly merited it. Therefore 
our purpose should be, not only to disseminate all the information 
possible on this important subject, but to show our faith by 
conscientious and substantial work, 
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By Mitton Dana MorriLy.* 

What architectural style are we developing to-day? The 
Greeks developed the lintel type of architecture, following the 
natural shapes and sizes of available stone. The Romans built 
mostly in brick and developed the arch as a natural form for their 
material. What new type and style will be developed through 
the use of reinforced concrete? There must be a concrete style. 
We have already worked out the structural forms which seem 
best suited to the material, and possibly the best concrete build- 
ings have been designed by engineers, as they have followed the 
simplest and most logical shapes, and have not been hampered 
by architectural precedent. 

The architects are so wedded to traditional forms such as 
cornices, columns and arches, that they are likely to employ these 
in positions where they serve a decorative rather than a con- 
structive function. Is there any reason why structures cannot be 
designed in the simplest and most natural forms for concrete, and 
still be beautiful in proportion, line, and color? Cannot honest 
construction be made decorative and beautiful without requiring a 
masque of false architectural detail or an imitation of materials? 
It has seemed to me that in cement work we have been designing in 
styles suited for wood or brick, and constructing in concrete with 
shapes unsuited and unnatural to the material in hand; this has, 
of course, made work difficult and expensive. 

In my work on inexpensive homes, economy compelled me to 
put out of mind all architectural development, and to go back 
to first principles and to primitive homes. Houses as well as other 
structures need not be expensive to be beautiful. Good taste, pro- 
portion, and a good selection of materials and color are only 
necessary. The most costly buildings in this country are often 
the worst from an architectural and esthetic standpoint. Our 
early colonial homes are beautiful. Why? They are built of 
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FIG. 2.—DESIGN FOR A SEVEN-ROOM CONCRETE HOUSE WITH ROOF GARDEN. 
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inexpensive material. Their simplicity and good taste is the 
open secret of their beauty. 

The design of the small house would not seem such a great 
problem, however, it presents more difficulty than larger plans, 
as economy is of the first importance, although convenience, 
beauty and stability cannot be sacrificed. In literature the state- 
ment of a fact in the shortest, most concise and simple form 
takes great study, to eliminate and reduce expense without los- 
ing modern convenience and comfort, is the essence of scientific 
planning. 

A seven-room house with large living room is shown in Fig. t. 
Contract prices of $5,600.00 were received on this design, a frame 
structure could hardly be built for less. 

It has been endeavored to combine in the designs illustrated 
the convenience of the apartment with the light, air, privacy and 
consequent health of the country. Passages and halls have been 
eliminated, leaving all space available for occupation. All rooms 
have lights on two sides. One chimney must serve, and conve- 
nience and economy in housework is of first importance. Figs. 2 
and 3 show attractive seven-room concrete houses, Fig. 4 a six- 
room house. The science of living has been given little study, and 
many of us consider carefully in our work how we can economize 
in labor. But in our homes there is a great waste of effort and 
energy through unstudied plans. 

Upon studying the problem of housing, I found that a box 
house was by far the most economic form which could be con- 
structed enclosing a given space, as this form requires the least 
wall area. The box is also the most rigid and substantial, as is 
illustrated by those of pasteboard in daily use. While of a 
fragile and flimsy material, these become firm and substantial 
when reinforced at the corners. 

The idea of a box-shaped house is not attractive to us, but 
why cannot this form be made beautiful. We see carved and 
decorated jewelry cabinets, which are exquisite; why can we 
not design attractive homes within similar lines, being guided 
more by the law of common sense, fitness and beauty, rather than 
by precedent, in following an architectural style, which at best 
cannot be suited in structural forms so changed, 
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FIG. 3.—DESIGN FOR A SEVEN-ROOM SANITARY CONCRETE HOUSE. 
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Everything in daily use has been standardized, books are 
of uniform size, bookcases are arranged in unit sections and the 
same has been done with thousands of articles about us. The 
principle of standard forms has reduced cost and labor to a 
tremendous degree, and improved quality. Why cannot this 
same principle be applied to houses and homes? If standard 
homes can be built to advantage at wholesale, how important it 
is that these should be perfect in architecture and in plan. In 
all our cities contractors are building rows upon rows of houses, 
and in the majority of cases plans are not furnished by leading 
architects but they are bought from the man who will make them 
at cheapest price. Contractors will employ the best physician 
they can find for their families, but in these building operations 
the best architects are not employed because they will not compete 
with unstudied and inferior work. The public must see and live 
in these buildings which are not beautiful, and sometimes even 
offending to the eye. I believe that all our cities should have 
Art Commissions who would pass upon designs for fitness of 
appearance just as our health departments demand sanitary plans. 

There are certain limitations to the economic use of concrete, 
and we might as well recognize these and design our work accord- 
ingly. When we come to intricate detail and curved surfaces, 
concrete work becomes difficult, on account of the necessary 
molds. Simple straight lines are ideal for this work, and after 
all they make the simplest and most attractive buildings (see 
Figs. 5 and 6). 

I have adopted in all plans standard unit dimensions, so that 
drawings are reduced to mold diagrams, and after we have the 
design and follow our diagrams the building is bound to come 
out right. One of the plans is so arranged that the house can be 
built in sections, almost as a bookcase is put up, being complete 
in four, five, six, and seven-room houses, and arranged so that 
any number of rooms up to twelve can be made or added with no 
alterations. Fora group of houses the fireplaces, stairways, sinks, 
ice-boxes, etc., are of a standard type and metal molds are made 
for these. To make an attractive mantel it is only necessary to 
lock together the standard molds and pour, the whole being 
made at a quarter the cost of our less substantial wood fixtures. 
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FIG. 4.—DESIGN FOR A SIX-ROOM CONCRETE HOUSE. 
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A simple design for a four-room and bath house with roof 
garden can be made of the cheapest possible construction and 
still be attractive. It can be arranged for a pitch roof, when the 
roof garden is not employed. In the preparation of these plans 
the designer has endeavored to invent homes where the inhabitant 
of the tenement can afford to live and where he and his family 
can enjoy two of the greatest gifts of. God—good health and 
sunshine. 

It is now realized that our hospitals can only relieve and 
prevent the communication of disease. They cannot stamp it out, 
and if future generations are to improve mentally, morally and 
physically, our people must live in healthy homes, and the city 
tenement cannot furnish these. A few years ago the expense 
of travel and time consumed made it imperative that the laboring 
classes should live near their work, but improved transportation 
and low fares have now increased the residence zone to many 
miles around our larger cities, and high land values and conse- 
quent high rents have reversed conditions, so that it is imperative 
that only inexpensive land shall be occupied for habitation. 

The designs are almost primitive in their simplicity, but this 
simplicity adds rather than detracts from the appearance, and 
a group of these buildings, with their white walls, flower boxes, 
and inlaid marble block ornaments, would make a striking con- 
trast to the usual inexpensive homes. 

There is a great mental and physical improvement brought 
about through clean and beautiful homes, and a pride awakened 
which enters the entire life of the tenant. In the dark, unwhole- 
some tenement there is little incentive for cleanliness in habits 
or in life, and a marked advance has been noted by a change to 
sanitary and attractive surroundings. 

Fig. 7, shows the plan for model two-story, three-room apart- 
ments for the Octavia Hill Association of Philadelphia, Pa. ‘The 
kitchen fixtures, sinks, ice-box and closet which are to be of cement 
in metal molds, occupy one end of the living room, so that by light 
washable curtains these can be screened when not in use. Bath 
rooms are interlocking in plan so that no space is lost. 

The contractor’s estimate in concrete was $900 per apart- 
ment, fire-proof and sanitary. In brick $1,100.00. These can rent 
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for $8.00 to $10.00 per month. The group will comprise ninety 
buildings. 

A three-room house is presented in Fig. 8, the large living 
room extending across the front with alcoves at each end fitted 
with couches and arranged so that these may be transformed 
into bedrooms by sliding curtains, an attractive open fireplace is 
directly opposite the entrance, the chimney also serving for 
kitchen range, a shower bath can be arranged in one of the 
closet spaces. Houses of this sort can be rented, giving a net 
6 per cent. return on investment, at only $3.00 or $4.00 per month. 

Fig. 9 presents a plan for a two-family house, the four-room 
apartment on the first floor opens on an attractive porch. The 
upstairs apartment opens on a front porch and separate entrance, 
each apartment has a bath. 

Plans have been prepared for quite a group of the type shown 
in Fig. 10, to be constructed by the Mount Hope Finishing Com- 
pany near Fall River, Mass. It will be noted that every room 
has windows on at least two sides, and all are arranged in such 
a way that they can be built as double houses or in block where 
land value prohibits the detached home. 

While single homes can be constructed along the lines of 
the designs shown, the great economy obtained by wholesale 
building makes it desirable to construct in groups so that they 
can be almost entirely machine made. Just as in our clothing, 
tailor-made suits can only be afforded by those whose salaries 
warrant it, so in our homes, the specially designed and built 
house is only within the reach of a comparative few. 

A competition for sanitary inexpensive workman’s homes 
was held at the late International Congress on Prevention of 
Tuberculosis, when the house shown in Fig. 11, was awarded the 
first gold medal. The following are a few of the special and for 
the most part new features which have been incorporated in the 
design (see Fig. 12): 

The coal is hoisted by a simple chain block, attached to a 
swinging davit and is dumped through a hole in the roof to a 
large pocket, from which it feeds by gravity into the fire-box of 
stove, the ashes falling into a pit and being removed from an 
outside door. This is simply the application of the equipment 
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of large plants to the homes. This stove combines in one com- 
pact fixture cooking range, house and hot water heater, and gas 
stove. 

The garbage is placed in a cast iron chamber in smoke flue 
and after drying is dumped into fire-box by damper. Fireplaces 
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FIG. 8.—DESIGN FOR A THREE-ROOM CONCRETE COTTAGE FOR A WORKMAN. 


in each room have flues about the smokestack forming a naturai 
ventilation. The ice-box, which is filled from the outside, is 
arranged for use as a fresh-air closet, doing away with use of 
ice except in hot weather. This is also arranged to be flushed 


out with a hose. 
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The roof is of open cellular construction, cool in summer. 
An attractive feature of the house is the roof garden and sun- 
room forming an out-of-door bedroom, divided by use of mov- 
able screens. Window-boxes form an inexpensive and at the 
same time artistic decoration. 
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FIG. Q.—DESIGN FOR A TWO-FAMILY CONCRETE APARTMENT HOUSE. 


We cast our walls for two story buildings 6 ins. in thickness, 
and you can realize how far a cubic yard goes in this thickness. 
With the steel molds we can place this for $5.00 per yard, 
that a wall 9 ft. by 12 ft., the side of a room will cost but $10.00. 

When the model house was first shown there were many 
skeptics as to the practicability of the scheme, and I thought that 
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the best plan was to construct a house along these lines, as an 
ocular demonstration is the only way to give definite proof. This 
house, which is in Brentwood, Maryland, near Washington, has 
very little wood except the window sash and doors (Fig. 13). 
The walls are 8 ins. in thickness, the floors are 414 in. slabs, rein- 


FIG. IO.—DESIGN FOR SEVEN-ROOM CONCRETE HOUSES, NEAR FALL RIVER, MASS. 


forced. The molds were of wood made in standard sections, and 
one carload of Portland cement sufficed for construction. To 
thoroughly clean a room a hose is used, the cement floors, being 
graded to plugged tile spouts discharging on the lawn. An 
enclosure for the garbage pail is left under the wash tub (Fig. 
14), which has an outside screen door for ventilation and 
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FIG. 1I.—MODEL SANITARY WORKMAN’S HOME, 


Morritt ON REINFORCED CONCRETE HOMES. 483 


removal. This is arranged to be flushed out. A small ‘wood 
strip is laid in the border so that rugs or carpet can be tacked 
in place, if desired. All corners are coved, and all fixtures are 
bracketed from the wall, which leaves no places for the shelter 
of dust, vermin or insects, and facilitates cleaning. 

The possible omission of insurance and repairs and their 
general indestructible character makes this type of building 
especially suitable for rented houses. 

The waste from the kitchen range heats the house through 
circulation of hot water, being so built that in summer an inside 
firebox cuts off the house heating system. 

All fixtures, such as kitchen sinks and washtubs, lavatory and 
bath tubs, are cast in concrete, and given a very smooth cement 
finish. For the water supply a concrete tank is built in the top 
of the bath room which is filled from a small force pump at the 
kitchen sink. In some of my plans I have graded the roof to a 
sand box filter connecting with the tank, so that rain water may 
also be stored and used. 

The windows are of a casement type swinging out, with no 
trim but with a stencil border (Fig. 15), sash being hinged to sim- 
ple metal strips, which form a weather tight joint. In some build- 
ings my plans contemplate a window sliding sideways into a wall 
pocket. The screen being locked to the sash so when the latter 
is opened the screen follows, closing the opening. 

The building has no exterior ornamentation, as the flowers 
and vines in the window boxes and the lattice will give the best 
of decoration and color. Why do we have flowers and ornaments 
of stone when we can have real flowers which are more beautiful 
and decorative? These flower-boxes (Fig. 16), of course they are 
of concrete, now contain small cedar trees which we gathered 
near the site, and the vines are.the wild honeysuckle, which grows 
in such fragrant tangles all about. 

It is difficult to base an estimate of cost on construction of 
this first house, since the molds and the superintendence time has 
been charged against it, but it is safe to estimate that these houses 
can be built in groups at between $200 and $300 per room. 

In the construction of concrete houses, I have found that in 
some light work the cost of lumber and carpentry labor for molds 
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was three-fourths the total cost. It is necessary that this expense 
should be reduced or eliminated, if we are to build in this material. 
I searched the market in this connection, for a standard sectional 


FIG. I13.—CONCRETE HOUSE, BRENTWOOD, MD. 


metal mold equipment and found several good types but none 
exactly suiting my requirements. The simple equipment (Fig. 
17) is the result of many months of experimental work, and 
should, I believe, do much to reduce the cost of concrete construc- 
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tion, since it practically eliminates carpentry and lumber waste. 
The mold plates are pressed from 12 gauge sheet steel into flanged 
sections 24 ins. square. Upon the completion of the footing the 
plates are locked to the cement spacing-blocks (Fig. 18), furnish- 
ing a trough, into which the concrete is poured. The cement spac- 
ing blocks are of course left in the wall and the plates are locked to 
these by a key, which is afterwards removed. Wherever four 


FIG. I4.—CORNER OF KITCHEN, CONCRETE HOUSE, BRENTWOOD, MD, 


corners join a cuff engages, wedges the plates together and draws 
them to perfect alignment on the inside. The whole stands very 
rigid and firm when erected, and in experimental work, I have 
not found it difficult to keep work plumb, as the corners give 
alignment. The plates are two tiers in height, each tier being 
clamped together in series, and attached by a hinged rod so that 
the lower tier is unlocked and swung to its new position on top 
and locked, there being few loose parts to fall. 

The whole equipment for house construction has only ten 
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FIG. 17, FIG. 18. 
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parts, and as it costs about $800.00 and can be used indefinitely, 
the cost per house is not great. 
These plates are locked together in the same way for the 
floors (Fig. 18), the spacing blocks here give the exact thickness 
of slab, and reinforcement rods are placed and accurately secured 
to these blocks by bending a heavy wire which is cast in each 
block with end protruding for this purpose. To give a smooth 
and even floor surface, a wet mix is poured in, and the plates 
are slid in place on top and locked to spacing blocks, and wedged 


FIG. I19.—CONCRETE HOUSE IN COURSE OF CONSTRUCTION, 


down until the surplus mix is squeezed out in front, this should 
do away largely with expensive labor in cement finishing. For 
the floors cement spacing blocks are cast with projecting flanges 
so that they will give considerable support to the slab and rein- 
forcement and permit the lower plates to be removed after three 
days. A post being wedged and blocked up under each spacer 
gives supports only 24 ins. apart. 

Fig. 19 shows a building in course of construction. The 
work of one week has brought the forms to the position shown, 
the pouring of concrete being in progress. An inclined runway 
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is built entirely around the structure as the building goes up. 
The window frames are shown as dropped in place. 

I found upon experiment that a slight ridge or pattern was 
formed by the joining of the mold plates and spacing blocks were 
found to be of slightly different color. I have treated this as wall 
decoration, and with the rosettes cast on the spacing blocks, an 
extremely interesting pattern is formed, and it is possible to leave 
the wall without further finish inside or out, unless a brush coat- 
ing is applied to give a more uniform color, and as a safeguard 
against dampness. As the plates are cleaned and greased each 
time they are raised, and as the concrete is a very wet mix, an 
extremely smooth surface is obtainable, requiring no plaster, the 
economy is, I believe, apparent. 

The station and the first two houses at the new cement suburb, 
Virginia Highlands, Md., are shown in Fig. 20. The fountain, 
seats, flower boxes, signs, and much of the garden furniture has 
been constructed of cement. The station was poured in the molds 
above described, the concrete consisting of cement, sand and 
cinders. The walls, roofs and partitions are of concrete. The 
cinders were used in order to show the factory owners the possi- 
bility of constructing with the refuse from their own furnaces, 
healthy and inexpensive homes for their employees. 


DISCUSSION 


Mr. F. B. GitsretuH.—l! would like to ask if, in his experi- Mr. Gilbreth. 
ence, Mr. Morrill has not found that where the metal molds are 
flanged and not brought to a very sharp angle, leaving a slight 
projection on the work when the forms are taken off, the work 
eventually shows a distinct marking, even after the projection 
has been removed. A building, with fluted columns, was erected 
some ten years ago and the architects decided that they did not 
like the fluting. While the concrete was still comparatively green 
stone cutters removed the fluting. To-day you can still see the 
marks of the flutings just as plainly as if the concrete was over 
them. We have also noticed this in our work, and for that reason 
have gone to a large expense to have the flanges on our metal 
molds made with the sharpest angle possible. 

I would also like to get some information regarding the 
condensation on the inside of a thin wall of a concrete house, 
where there is no provision for a continuous air space. 

Mr. Mitton D. Morriti.—l believe as far as possible we mr. Morrill. 
should make our equipment so as to leave the wall as it is intended 
to remain, and for that reason I studied the exterior leaving 
this pattern. I imagine it would be difficult, although I have 
not progressed far enough to state whether it is absolutely impos- 
sible to cover up and erase the mold lines. I believe, however, 
by using a carborundum or emery brick, planing off the surface 
and coating, there is no reason why this should not give a 
smooth surface. 

In regard to condensation, that is a question which has 
come up and has worried me more or less. I have found no diff- 
culty in a thin wall from condensation. The reason I believe 
is that the wall changes in temperature as the weather condi- 
tions change, and that with a 2 or 3 ft. wall there will always 
be condensation. With a thin wall, only 6 to 8 ins., I never expe- 
rienced any trouble from this cause. 

A question upon which I would very much like to get some 
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information is, the conductivity of concrete. Opinion seems to 
be very divergent and nobody seems to know exactly how much 
concrete will conduct heat. I have found my buildings very cool 
in summer and warm in winter, but I am not satisfied with these 
few examples; I would like the opinion of other men along this 
line. 

Mr. Grirpretu.—Mr. Charles L. Norton, of the Massachu- 
setts Institute of Technology, has been conducting, for about 
two years, a series of experiments on the subject conductivity of 
concrete. 

Mr. L. J. Menscu.—Mr, Morrill states that there is less 
condensation with a thin wall than with a thick wall. You can 
see condensation in every room of a manufacturing building 
having thin concrete slabs. There is more condensation if you 
use a corrugated iron roof, because the change in the tempera- 
ture is so much faster. The thinner the wall, the more condensa- 
tion. I built a large plant with 4 in. walls at the request of the 
owner. I proposed hollow blocks for the walls, inasmuch as con- 
crete walls were wanted; but the 4 in. walls were used and the 
condensation gives lots of trouble. 

I do not believe that cheap concrete houses will be built by 
means of metal molds. About six months ago I made a pro- 
position to a cement plant in California to build houses of the 
bungalow type with hollow concrete walls, 12 ins. thick, con- 
sisting of inside walls 11/2 ins., and outside walls 2 ins. thick, 
at a price which was the same as that for frame buildings. If 
the difficulty of cleaning metal molds is considered, and the loss 
by indenting and other accidents, such a house would be consid- 
erably more expensive than a frame house. Furthermore I think 
there are many methods by which concrete houses can be built 
much more ornamental, without practically any additional cost. 
The whole wall can be made on the ground and lifted by any 
common method. You can finish the surface of the walls with 
cement and make them absolutely waterproof. You can decorate 
by imbedding tiles or anything else at a very low cost. I figured 
in several instances that I could put up such hollow walls, cement 
finished, at a cost of 15 cts. per sq. ft., which you certainly cannot 
do by using metal forms. 
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Mr. Ernest McCuLtoucuH.—Mr. Morrill has frankly recog- Mr. McCullough. 
nized the material with which he is dealing, and the plans show 
a boldness of design and strength in their lines that will certainly 
tend to popularize concrete as a building material. The cost 
at which he is erecting the houses makes them practically com- 
parable with first quality brick houses and they will have greater 
permanence, at the same time allowing better opportunity for 
_ decorative work. 

In the treatment of the exterior surfaces I think there has 
been a frank recognition of the material in permitting a design 
created by the forms to remain on the surface. Wherever there 
is a projection of the surface between the forms it is an indica- 
tion that some of the moisture has escaped. I do not believe it 
is possible to remove the projections. Why should an effort be 
made to get an absolutely smooth surface by rubbing down the 
lines, as in that way the watertightness of the exterior wall is 
destroyed? In brick work the most artistic buildings are those 
which accentuate the mortar joints. While we know it is almost 
impossible to remove the lines showing the marking between 
the forms, they can not be avoided in actual structural work. I 
have tried to improve the appearance of some buildings on the 
outside by rubbing down the surface and then giving it a sur- 
facing of paint. It looks well in dry weather, but just as soon 
as the air become surcharged with moisture the lines show up. 

I would like to mention another class of concrete houses. 
Two years ago I prepared plans for a group of buildings for a 
mining company in which galvanized metal studding was used, 
the framework erected precisely the same as a wooden house, 
and the exterior and interior are covered with metal lath plas- 
tered. They are bunk houses for one, two and three families of 
miners. The mines being closed down in the winter, of course, 
the houses are vacated and in the fall it is proposed to fumigate 
them by burning sulphur over night or so. After this sulphur 
has been burned all the doors and windows are to be opened 
and the houses washed out with water. The cost of such build- 
ings at that point is in the neighborhood of about $175.00 for a 
room 16 ft. square, 8 ft. 6 ins. high. 


THE USE OF CONCRETE IN FARM BUILDINGS FROM 
A SANITARY POINT OF VIEW. 


By S. CUNNINGHAM, JR.* 


The requirements for sanitary construction of farm buildings 
make concrete and cement the most useful material for floors and 
walls and even for roofs and ceilings when expense does not 
prohibit its use. Most boards of health which undertake to 
regulate the production of milk sold under their jurisdiction 
require or advise the use of cement for floors in cow stables, 
and specify also that the walls and ceilings must be tight, clean, 
and free from dust-catching surfaces, which evidently suggest 
the use of cement or hard plaster finishes. At present stables 
are usually built of wood, but concrete in blocks or cast in forms 
is being used more each year, and there are already a large 
number of barns scattered throughout the country which show 
in a highly developed way the best ‘uses of concrete. The fire- 
proof and permanent qualities of this material are powerful 
inducements of themselves towards its use. The ease with which 
the buildings may be kept clean, the good health of the animals 
stabled therein, and the possibility of producing clean milk with 
a minimum of labor all increase the weight of argument in 
behalf of concrete. Figs. 1, 2, 3 and 4 show good examples 
of concrete farm buildings. 

For floors concrete shows practically no wear from use; it 
is water tight, non-absorbent and sanitary, and if sufficient bed- 
ding is used it makes a satisfactory material for animals to 
stand and lie upon. When the floor is upon earth fill it is advisable 
to put a layer of sand 6 ins. or more thick under it, especially 
in damp locations, and to place under the stalls themselves a 
waterproofing layer, such as two or three layers of tar paper 
on a base of cement, well brushed with coal tar pitch. This 
prevents dampness from drawing up through the concrete and 
makes a warmer floor. The waterproofing should be covered 
with a thickness of concrete and cement surfacing of at least 


*Architect, New York, N. Y. 
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3 ins. for cow stalls and 4 ins. for horse stalls. It is possible to use 
less than this for cow stalls (but not advisable in horse stalls) 
by putting down metal lath over the waterproofing, nailing 
through to the concrete beneath to hold the lath firm, then plas- 
tering the lath with heavy coat of cement mortar mixed I to 2, 
1 in. thick, or more. All stall surfaces and passages to be used 
by animals should be left rough, finished with a wooden float, 
or a float covered with carpet. Figs. 5 and G illustrate the use of 
cement floors. 

Many farmers are prejudiced against a cement floor; they 


FIG. 2.—CONCRETE BLOCK FARM STABLE, BLACKSMITH SHOP, WHEELWRIGHT, 
ETC., AT LENOX, MASS. 


think it cold, causing stiffness and rheumatism in stock and udder 
troubles in cows. If sufficient bedding is used, this objection 
is removed. The good points of a concrete floor outweigh all 
supposed disadvantages. If a wooden surface is preferred for 
the stalls, a platform may be made of 2-in. oak, chestnut, or spruce, 
creosoted to prevent absorption of urine. The platform should 
be built in sections, one or two for each stall, set in a pan formed 
of cement, so as to be readily removable for cleaning or renewal. 
An excellent floor may be made of the creosoted wood paving 
blocks, such as are used in street paving. They are about 3 ins. 
thick, and set with the grain vertical on a concrete base, and 
hot asphalt poured on to fill all cracks. Asphalt softens less 
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from animal heat than coal tar pitch, and does not work out of 
the joints to stick to the hide of the animals. There are some 
special floors that are good. Asphalt mixed with granulated 
cork in a layer about 34 in. thick makes a floor that is warm 
and gives a good foothold. Many of the patent floors are either 
cold, or those. made with a mixture of sawdust absorb the 
urine, and swell and come up from the concrete base; even those 
that stand an occasional wetting will not stand the continued 
action of the urine. 

The feed mangers (see Figs. 6 and 7) in front of the cow 
stalls should be low and of just sufficient depth to allow also of 


FIG. 3.—CONCRETE FARM STABLE AT WHITE: PLAINS, N. Y. 


watering the cows. Six inches is deep enough. Watering in 
this way at regular periods has been proven the best for cows. 
They drink more, and at more suitable intervals than when they 
have water always before them in individual drinking pots, 
which are, besides, very difficult to keep clean. It is often impos- 
sible to turn a large herd out to water from a trough in the yard, 
and the continuous manger into which water may be admitted 
from a large hydrant forms an easy and cleanly method of water- 
ing. The water being shallow and the mangers the temperature 
of the stable, the chill is taken off the water even in severe 
weather, while the water in a yard trough, unless special means 
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are taken to warm it, is often too cold for the cows to drink deeply. 
The low mangers offer the advantage of feeding practically on 
the floor. The passage in front should be as high as the front of 
the manger, so that any feed thrown out by the cows may be 
easily swept back within their reach. 

The stalls are made short enough (the length depending 
on the kind of stock) to have the droppings from the cows 
fall in the gutter, which should be about 16 ins. wide and 8 or 
10 ins. deep, so that when the cows lie down they will not get 
foul. The stalls should have a pitch of not more than I to 14% 


FIG. 4.—CONCRETE DAIRY AND CREAMERY AT WHITE PLAINS, N, Y. 


ins. to the gutter. Too large a pitch brings the weight of the calf 
and udder too much on the hind legs. 

All feed passages, mangers and gutters should have a smooth, 
hard, troweled finish, which it is easier to keep clean than a 
float finish. 

Cement partitions have been used between stalls both for 
cows and horses, but iron pipe cow stalls are better, with metal 
stanchions to confine the animals. For horse stalls (Fig. 8) 
partitions built with iron posts and ramps and 2 x 8 in. yellow pine 
slats, separated about 1 in., are very stiff and give good ventilation, 
making them cool in summer. Horse stall floors should be 
treated as for cow stalls. They should pitch about 2 ins. toward 
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the gutter. The gutter in this case should be very shallow, 
not over 1% ins. deep, 16 ins. wide, and uncovered. There 
will be more wear on horse stall floors, so they should be laid more 
carefully with this in view. 

Where the floors join the walls, and in fact all interior angles 
in the stable should be coved or rounded on a 3 in. radius, to 
prevent corners for the collection of dirt. A small detail, but 
one that makes a great difference in the cleanliness of a stable. 

Concrete in, many forms has been used for walls. The 
object to be attained is a hard, smooth wall surface, insulated 


FIG. 5.—INTERIOR OF STABLE FOR 36 HORSES AT WHITE PLAINS, N, Y. 


as well as possible from changes of external temperature. It is, 
of course, not difficult to prevent moisture coming through from 
the outside, but condensation of moisture inside is more difficult 
to avoid. Concrete blocks with air spaces, cored reinforced walls, 
and solid walls furred with wood or metal and finished with 
plaster on metal lath, or lined with plastered partition tile or 
concrete blocks with a space between the two walls, are methods 
used for insulation. 

Dampness in a stable is very often a sign of poor ventila- 
tion. A cow gives off from the lungs and skin from 8 to 1o Ibs. 
of water per 24 hours, which must be removed to prevent the air 
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becoming saturated. In such an event, if the wall surfaces are but 
slightly colder than the dew point or condensation temperature, 
water will form on them, and under bad conditions they will 
be dripping. Fortunately the amount of air required for healthful 
condition of breathing is in excess of that necessary to remove 
the moisture except in certain conditions. When warm, moist 
weather succeeds much colder temperatures the walls do not 
respond immediately, and condensation occurs. If the air space 
in the walls is filled with chopped straw, sawdust, or planer chips, 


FIG. 6.—INTERIOR OF COW BARN AT AMHERST, MASS. 


the insulation is improved. In wooden frame structures with 
inner walls of hard plaster on lath, condensation takes place 
unless the walls between the studs are filled as above noted, 
and even smooth wooden sheathing painted or varnished will be 
moist, though it is not so apparent. The objection, then, is not one 
that holds against concrete alone. 

The subject of ventilation is very important, and definite 
means should be provided to insure a proper circulation of air. 
The old farm buildings which were scarcely more than rough 
sheds were full of cracks through which the air could pass. 
Modern concrete barns leave no such chances for haphazard yen- 
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tilation, and with 40 cows in a barn of 20,000 cu. ft. capacity, each 
cow requiring five or six times the amount of air necessary for a 
man, the ventilation must be positive and adequate to make the 
conditions healthful. It has been the usual experience, where con- 
densation was taking place, it could often be proven by actual 
test that the circulation of air was insufficient for the health of 


Waterprocfing 


FIG. 7.—SECTION THROUGH COW BARN. 


the animals, due to the ventilators being kept closed. There 
are several good systems of natural ventilation, and no barn 
should be constructed without one of these, or other proper 
means to supply fresh air. In northern climates the barns should 
be made small, about 500 or 600 cu. ft. capacity per animal is 
about right. Such a building is easier to keep warm, and yet 
is large enough to allow of proper ventilation without causing 
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severe draughts. The ventilating flues may be built of concrete, 
tail enough to act on the principle of a chimney, and to cause 
circulation by difference in weight of the column of warm air 
within and cold air outside (see Fig. 7). 
For piggeries (Fig. 9) the use of cement in construction 


TO 


FIG. 8.—SECTION THROUGH HORSE STABLE. 


is as advisable as for stables. They are much more likely to be 
neglected and allowed to become foul, and a cement finish is 
so easily washed down that there is no excuse for such condition. 
Pigs are liable to contagious diseases, and a building that can 
be hosed out and disinfected and having no absorbent materials 
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or cracks to harbor bacteria, can be used again with no danger 
of the infection spreading. This applies as well to cow stables. 
Almost all large milk farms depend in a great degree on 
ensilage for feed. A cement silo is equal to the best that can be 
built for storing ensilage. The proper preservation of ensilage 
depends on keeping it packed tight to exclude the air, with smooth 
walls, so that as the ensilage settles it does not loosen at the walls 
to admit air there. Structurally, cement silos are practically 
everlasting. The acids existing in the fermented juice of the corn 


FIG. 9.—INTERIOR OF CONCRETE PIGGERY AT WHITE PLAINS, IN. oY: NO WOOD 
USED IN THIS BUILDING EXCEPT FOR THE DOORS AND SASH. 


attack the surface to a very slight degree only, and cement walls 
either solid or cored prevent the freezing of ensilage better 
than a wooden stave silo, the form most commonly used. The 
freezing not only spoils that part of the ensilage lying within a 
few inches of the wall, but by causing the frozen ensilage to cling 
to the wall, the even settlement is interfered with, and part of the 
remainder spoiled by the admission of air. 

For poultry houses concrete makes a warm tight building 
that will exclude rats and other animals preying on chickens, 
and one that can be kept clean for the prevention of lice. The 
floors in laying house pens should be made 6 ins, below the 
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level of the door sills, and filled with cut straw or gravel for 


scratching. This can be renewed as often as necessary to keep 


them clean. 

Where manure is stored and not spread on the fields as 
soon as produced, a tight pit, covered or uncovered, is necessary 
to prevent the leaching away by the weather of the soluble parts 
of the manure, which are the most valuable as fertilizer. Concrete 
offers an excellent material of which to construct such pits. 
The floors may be pitched to a sump pit in one corner, and the 


FIG. I0.—CONCRETE BLOCK COW BARN, DAIRY, HAYBARN AND SILO AT 
AMHERST, MASS.. 


liquid pumped out and applied to the fields, using a sprink- 
ling cart for this purpose. 

The production of clean milk requires the best sanitary 
conditions in the buildings in which the milk is handled, as well 
as in the cow stable where it is produced. The extensive use 
of concrete floors and smooth plastered walls with coves in all 
angles will make such a dairy easy to keep clean, but offers no 
particular requirements in the way of sanitary design. In this 
connection, however, it has been found that wooden soled shoes 
offer a much better way of keeping the feet of the workers dry 
and warm than do rubber, which are heavy, unhealthful and wear 
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out quickly on the concrete floors. The use of live steam and hot 
water hosebibbs offers an increased advantage in keeping such 
buildings clean and sterile. 

One of the most important points in favor of concrete for 
farm buildings is the fireproofness of the structure as well as 
their action as firewalls to prevent the spread of the fire to other 
buildings. A notable case of this kind is well illustrated in Figs. 
to and 11. The fire occurred in the hay barn, which has a con- 
crete block firewall between it and the cow barn, but is framed 
with wood. The only loss was the hay barn and the silo roof 
as shown in Fig. tr. 


FIG. I1.—FARM BUILDINGS SHOWN IN FIG. 10 AFTER FIRE IN HAYBARN, 


For greenhouses, hotbeds, and wherever wood in contact 
with earth has been found to rot out, concrete has been substi- 
tuted with the expected advantages. Tables in greenhouses can 
be easily designed and built of it, making them permanent and 
avoiding a large item of expense in renewals. No objection has 
been discovered to its use in this way from any unfavorable 
action on the plant life. In fact, it forms a better protection 
than wood from possible variations of temperature. 

The fact that concrete can be kept clean more easily than 
any other material in common use is its greatest recommendation 
for its use in farm buildings. The realization that health to a 
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very great degree depends on cleanliness is as true for farm stock 
as it is for mankind. Good laboring help is difficult to obtain on 
most farms, and anything that contributes to the reduction of 
labor necessary to keep the surroundings clean is bound to grow 
rapidly in favor on that score alone, especially since no valid 
objections can be substantiated to its use in connection with stock 
or farm products. 


DEVELOPMENT OF CONCRETE ROAD 
CONSTRUCTION. 


By Frep R. CHArLEs.* 


The City of. Richmond, Ind., cannot claim to have a large 
amount of concrete roadways, but it constructed some of the first 
concrete street pavements. The first roadway, laid in 1896, now 
has nearly 14 years of life and usefulness to its credit, and is 
still continuing its service without having cost one cent for 
repairs. In truth this was a small beginning, and owing to the 
excellent character of the macadam streets, Richmond has been 
backward in constructing permanent pavements. Nevertheless 
this first concrete roadway has so abundantly justified its exist- 
ence, that for the last eight or ten years it has been added to 
annually. There was nothing especially remarkable about the 
construction of this pavement, except that extreme care was 
used in all the processes, particularly the seemingly minor ones. 
We endeavor in all our cement work to watch carefully the small 
matters, remembering the proverb, “that perfection is made up of 
trifles, but perfection is no trifle.’ The natural soil under this 
first pavement is gravel, so that no sub-base was required. The 
concrete was proportioned 1-2-5, deposited 5 ins. thick after 
ramming, with a top surface 1 in. thick, proportioned 1-2. The 
wearing course was cut into blocks about 5 ft. square and the 
surface pitted with an ordinary lug roller. 

In subsequent work, various plans have been used. The 
principal variations consist in the material for aggregate, thick- 
ness of concrete, with and without a top surface, thickness of the 
latter, size of blocks, thickness of joints and material used there- 
for. One roadway was cut in blocks 8 to 10 ft. square; another 
30 to 40 ft. square; all joints between the blocks, both cross and 
longitudinally, are 1 in. wide and filled with paving pitch. The 
defect of this method consists of the chipping of the concrete 


* City. Engineer, Richmond, Ind. 
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edges at these joints, principally the longitudinal ones. Our 
experience seems to show the blocks should be as large as pos- 
sible in order to reduce the number of joints, and that the joints 
should be as thin as can be made. On the other hand, we find 
that blocks 10 to 15 ft. square are about as large as can be made 
without developing temperature cracks in our climate, These 
latter, however, apparently do not injure the pavement beyond 
detracting from its appearance, as cracks that have existed for 
years show no enlarging, and the pavement up to and over the 
cracks is as solid as elsewhere. I do not know whether experi- 
ments have been made to ascertain the proper size of blocks for 
use in different climates, or places with a certain average range 
of temperature. Corrugating or grooving the surface is also 
objectionable for the same reasons as are the joints; the edges 
of the grooves afford an opportunity for the concrete to chip and 
spawl off by the action of the hoofs of horses, etc. Also the 
grooves catch and collect the dirt, interfering with the cleanliness 
of the pavement, and rendering it more difficult to sweep. Pos- 
sibly the corrugations afford slightly better foothold for horses, 
but I think even here the advantage is exaggerated. 

We obtain a very good surface by using I part cement to 2 
parts hard-grained, coarse sand, screened through a No. 4 screen. 
The work is troweled down to remove all holes, air spaces, etc., 
and “raised” with a cork or wood float, giving a rough, gritty 
surface. On this horses can maintain their footing as securely 
as on a cement-filled brick, an asphalt, or wooden block pavement 
when damp. For ordinary traffic pavement we find excellent 
results are secured by the use of 5 ins. of 1-2-5 concrete, and a 
top surface 1% ins. thick, mixed 1 to 2. For automobile travel 
nothing could be more satisfactory. 

It should be unnecessary to say that care must be used in 
selecting good aggregates, proportioning properly to reduce voids 
to a minimum, and securing good workmanship in all the opera- 
tions of mixing, placing and finishing the work. I am a firm 
believer in a wet mix, for this, as well as for most other concrete 
work. Place this concrete on a well prepared foundation, using 
suitable straight edges and templates cut to the required crown of 
the street ; tamp or jostle to make a compact mass, leaving the sur- 
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face rough to provide attachment for the top layer; cut joints 
through the concrete every 10 to 15 ft., and fill with sand. 
Before the concrete begins to set place thereon the top surface, 
composed of one part cement to two parts hard, coarse sand, 
trowel and float, cutting joints directly over those in the concrete 
Use a small radius jointer to leave as thin a joint as possible, and 
finally finish by means of a float, leaving the surface as rough as 
possible. This gives a roadway very suitable for our use. For 
heavier traffic, 6 ins. of concrete and a 2-in. top surface is 
advantageous. 

We have also had good results by making the pavement 
homogeneous, that is, without the top surface. Make the con- 
crete somewhat richer in cement, and quite wet. Tamp until free 
mortar flushes to the top, then finish with trowel and float. For 
this purpose the concrete should be free from large stones, as 
with a large stone at the surface, if one end becomes worn loose, 
a large leverage is afforded to tear the remainder of the stone 
from the concrete. | 

The disadvantage of concrete is its lack of toughness, 
whereby exposed edges of joints and corrugations are prone to 
chip and wear off. For this reason joints ought to be reduced 
to a minimum, and especially longitudinal joints should be elimi- 
nated wherever possible. Another defect urged against concrete 
is its lack of elasticity. This contention does not seem to be well 
founded, as concrete is not the only non-elastic pavement. Brick 
on a concrete foundation and with a cement filler seems to be 
about as unyielding and non-elastic as any roadway could be. Of 
course for horses some elasticity is desirable, but in view of the 
increasing numbers of motor vehicles, this quatity is not so essen- 
tial to so many users as formerly. 

The present laws of the State of Indiana, while passed 
avowedly in the interests of the asphalt paving industry, ought to 
bring about the increased use of concrete roadways. For example, 
plans must be made for a foundation suitable for any kind of “a 
modern city pavement,” which foundation naturally will be con- 
crete. Then the specifications must include and bids be received 
for four different paving materials to go on top of this concrete 
foundation. After receipts of bids the property owners have 
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the right to determine which one of the four shall be adopted, 
- and since cheapness usually appeals to the average property 
owner, asphalt often wins the day, because with the same foun- 
dation specified for each pavement, the top surface of asphalt 
can be put on at less cost than brick. Here is the chance for 
concrete paving. Put down a foundation suitable for any kind of 
pavement, viz., 5 or 6 in. deep of concrete, mixed, placed and 
jointed as above suggested ; then before this concrete begins to set 
place thereon the “paving material,’ consisting of the wearing 
surface, 114 or 2 ins. thick, mixed one part cement and two parts 
sand. You will then have a pavement that can compete with any 
other in price, and will cost less in maintenance, will give a 
cleanly, sanitary effect, and will come as near to satisfying the 
public as you can ever hope to satisfy that exacting personage, 


DISCUSSION. 


Mr. W. M. Ketcuin.—In Connecticut we are very much Mr. Ketchin. 
interested in the development of road construction, concrete or. 
otherwise, and have tried various materials and methods. There 
are one or two points on which I should like further information. I 
understood that a wet mixture was used and the joints filled with 
sand, yet the top dressing was placed before the rough concrete 
began to set. If the forms were removed or the joints cut for 
sand filling while the cement was soft would not the sides come 

- in and close the joint? 

I have found in my experimenting that in our climate blocks 
over 5 sq. ft. are liable to give a great deal of trouble. In putting 
down the rough concrete I used 3/16 in. iron separators and 
when it has set enough I pull these out, being careful to mark 
the exact position on the forms. Then the top dressing is placed 
and while it is soft cut through to the rough concrete with a 
jointer, this making a complete separation. 

Mr. Prep, R. Cuarres.—We mark off the joints, then cut Mr. Charles. 
through the concrete with what we call a concrete cutter, any- 
thing which will make a groove, then immediately fill with sand 
and tamp the concrete on both sides so that possibly some cement 
will go through the sand. It will not make an absolutely sepa- 
rate joint but so nearly that it will answer all requirements. 
Then we immediately put the top dressing on, and having marked 
the location of the joints in the base we cut them through the 
top surface immediately over the joints in the base. 

Mr. E. S. Larnep.—I would like to suggest that if the diffi- Mr. Larned 
culty mentioned is of common experience that it could be over- 
come to a great extent by building alternate sections of the road- 
way. In the work described by Mr. Charles, the blocks are from 
10 to 15 ft. long, and in the process of construction the idea 
would be to put in every other block, the screeds being set to 
the finished grade, and, after placing the concrete base to the 
required grade, the top or wearing surface could be placed imme- 
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Mr. Larned. diately or shortly afterward and finished. The screeds would 
be left in position until the concrete had_ hardened and then the 
intermediate blocks could be placed, using the finished surface 
on either side instead of the screed to bring the work to the cor- 
rect grade. The old concrete having hardened, it would not be 
subject to injury in this operation. 

Mr. Ketchin. Mr. Ketcuin.—I never attempt to place the top on 

“hardened concrete unless it is absolutely necessary. I once placed 
a I in. top ona cement floor that had set for two months. Before 
placing, however, I carefully cleaned the surface with diluted 
muriatic acid, taking great care to remove all dirt. Afterwards 
I had occasion to cut a hole through this floor and found it har- 
dened as one piece. In fact, pieces would break or chip off as 
one piece. It required great care in cleaning the old work and 
I consider it poor practice, 


NOTES ON THE USE AND COST OF CONCRETE 
‘BLOCKS IN ROADWAY CONSTRUCTION. 


By GeorcE C. WriGcut.* 


This paper is in the nature of a description of a system of road 
surfacing which is new in this country, and is taken in the main 
from a report of Mr. J. T. McClintock, made to the Highway 
Commission of New York State. 

Macadam used to say that if one could get stone broken into 
cubes of un:form size of about 1 in. square and once get them laid 
the ideal road would be secured. The increasing difficulty of main- 
taining a macadam surface composed of irregular shaped frag- 
ments of varying size under the conditions of rapidly moving 
vehicles emphasizes the importance of the remark of the father 
of stone roads. 

The general use of Portland cement for most purposes of 
construction naturally leads to the thought of the possibility of 
taking stones as they come from the crusher in irregular shapes 
and square them up by means of Portland cement. The low price 
at which Portland cement can be secured brings the cost of such 
treatment within reason. It appeared probable that if the wear- 
ing surface of a highway could consist of 2-in. cubes placed closely 
together and made of either Portland cement with gravel or 
broken stone, or vitrified shale, or asphaltic concrete, or bitulithic 
concrete, or iron furnace slag, that the following results might 
be obtained: Comparative freedom from dust, smoothness of 
surface, good footing for horses and wheels, pliability permitting 
of changes in the base due to freezing and thawing, and move- 
ment due to the contraction and expansion. 

As these cubes could be supported on any suitable local stone 
or gravel the cost per mile for first-class road would evidently 
be very much below that of ordinary paving brick and more last- 
ing than any of the asphaltic or bitulithic mixtures, and further, 
the maintenance would be simnlified and reduced in cost. 


* Consulting Engineer, Rochester, N. Y. 
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The State Highway Commission authorized the expenditure 
of $2,250 for the purpose of making a preliminary demonstration, 
with the following results: On the Ridge Road northwest of 
the city of Rochester, N. Y., the original trap rock surface 2 ins. 
thick was worn completely off at the center and nearly so at the 
sides of the 16-ft. macadam roadway, leaving exposed a good 
solid lower course of rather large size broken Medina sandstone, 
resting on a good gravel foundation. 


FIG, I.—VIEW OF 2-IN, CONCRETE CUBES ON EXPERIMENTAL ROAD. 


The existing surface was somewhat rough and knobby, and 
over this was spread as thin a layer as possible of screened gravel, 
which was rolled down with a 12-ton roller, so that in spots it 
was 2 ins. thick and in other spaces over the knobs it was of no 
measurable thickness. The resulting surface had a crown of 
about 4 ins. in 16-ft. width. On this bed so prepared was placed 
directly a wearing coat of 2-in. cubes for a width of 15 ft., being 
laid close together by hand, with the edges held up temporarily by 
2-in. planks laid lengthwise with the road (Fig. 1*). On the cubes 


* Acknowledgment is made to the Engineering News for the illustrations used in this 
paper,—Ep. 
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was spread a small amount of fine, somewhat loamy gravel, which 
was broomed in, after which the heavy roller was slowly passed 
over the whole of the surface, forcing the cubes to take a full 
bearing on the supporting gravel. The edges and roller wheel 
was supported by the planks, then the side-planks were pulled 
up and moved ahead and coarse gravel 34 in. to 14 ins. in size 
was placed along the sides next to the cubes on the shoulder for 
a width of about 2 ft. Outside of this a finer gravel was spread, 


FIG. 2.—CUBES IN PLACE ON ROAD.. 


feathered off to a width of about 3 ft., more of the fine loamy 
gravel was spread on the top and broomed and flushed in until 
the space between the cubes was thoroughly filled, the gravel on 
the shoulders was wet and the whole surface thoroughly rolled 
with the heavy roller (Fig. 2). 

A stretch of road 1,800 ft. long was surfaced with cubes. 
On 1,600 ft., Portland cement gravel concrete cubes were used, 
on 200 ft. vitrified shale cubes 21% ins. in size were used. For 
a length of 100 ft. a concrete sunken curb 6 x9Q ins. in dimension 
was used in place of the gravel shoulders. On too ft. in length 
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the joints between the cubes were filled with Portland cement 
grout instead of the fine loamy gravel. For 60 ft. on which the 
joints were filled with the fine gravel, and light asphaltic road oil 
was sprinkled over. 

A machine for making cubes which is an adaptation of the 
ordinary cement brick machine was used. This machine 
made 68 cubes at one operation, resting on a wooden tray, and the 
tray was carefully placed on a drying rack without disturbing 
the freshly made cubes. The cubes remained in racks 24 hours 
and were then dumped in a pile. This pile was thoroughly 
sprinkled twice each day. 

The number of cubes made was about 7,000 upon the first 
day, but within a few days the same gang was able to make 
with ease 26,000 cubes. Various sizes of screens were tried 
from % to 2-in., but it was found that the Y4-in. screen gave a 
product that could best be handled in the machine. Experience 
showed that the concrete had to be rather dry in order to avoid 
settling and bulging of the cubes before the concrete set. Seven 
men and a foreman did all the work. The amount of cement 
used averaged 2.2 bbls. to a cu. yd. of concrete. The area 
covered with cement cubes was 2,652 sq. yds., upon which was 
laid all of the 730,000 cubes manufactured, except about 5,000 
kept for repairs. The cost of cement cubes laid was as follows: 


Cement; 0.88) bbls. “G7as cs he en $0.121 
Cost: of “factory. ois tess ose Ce eee 0.107 
Labor of manifactine =. soit ceeentac atte Lene 0.161 
Gravel, Soc» perce Wye tan ee ee ee oe 0.024 
Caring sraa hay spare nen nn kee ee 0.027 
Lay 0g ors ors rioters. se eo ee 0.072 

Totalicost=perecq yide laid) =e een ey eee $o.512 


There were placed on shoulders 219 cu. yds. of gravel cover- 
ing 1,800 sq. yds. costing $2.12 per cu. yd. rolled in place, or 26 
cts. per sq. yd. 

In considering these figures as the basis for estimating 
cost it is obvious that there might be reductions made in cost of 
cement by using a reduced quantity, and in reduced cost of cart- 
ing, the cost of the factory might be distributed over many more 
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square yards, the cost of labor by use of concrete mixer and other 
labor saving devices. The cost of gravel in pit is usually nearer 
Io cts. per cu. yd. than 50 cts., which was paid here. The cost 
of laying was very much reduced as the men became experienced, 
and this could be still further reduced by paying for it on the basis , 
of piece work. 


REPORT OF COMMITTEE ON ROADWAYS, SIDE- 
WALKS AND FLOORS. 


The Committee has prepared and submits for consideration 
proposed Standard Specifications* for Concrete Street Pavements 
and Concrete Curb and Gutter, including both Combination Curb 
and Gutter and Curb without Gutter. These Specifications were 
formulated after taking into consideration all the data which we 
could accumulate. We do not ask that they be accepted as pre- 
sented, but invite discussion which may result in revisions which 
will make them worthy of being adopted by this Association as 
Standards. 

There was considerable discussion on the Standard Specifica- 
tions for Portland Cement Sidewalks presented by the Committee 
last year. After studying this discussion and considering other 
data available the Committee has prepared a revised specification* 
which is submitted herewith, with the hope that with the revisions 
which may result from a free discussion this year a Standard may 
be adopted, the character of which will justify us in leaving it un- 
disturbed for a number of years. 


Respectfully submitted, 
C. W. Boynton, Chairman, 
H. B. ANpREws, 
A. C. Birnie, 


W. W. ScuHouter, 
A. E. Snoperass. 


* The specifications as revised and adopted appear in the following pages.—Ep, 
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STANDARD No. 2. 


NATIONAL ASSOCIATION OF CEMENT USERS. 


PHILADELPHIA, PA. 


STANDARD SPECIFICATIONS 
FOR 
PORTLAND CEMENT SIDEWALKS. 


ReyiskD FEBRUARY, 1910 


MATERIALS. 


The cement shall meet the requirements of the Standard x. Cement. 
Specifications for Portland Cement of the American Society for 
Testing Materials, and adopted by this Association (Standard 
No. I). 

Fine aggregates shall consist of sand, crushed stone or gravel 2. Fine 
screenings, graded from fine to coarse, passing when dry a screen eget ae 
having one-quarter (14) inch diameter holes, shall be preferably 
of siliceous materials, clean, coarse, free from loam, vegetable or 
other deleterious matter, and not more than three (3) per cent. 
shall pass a sieve having one hundred (100) meshes per linear 
inch. 

Mortars composed of one (1) part Portland cement and 
three (3) parts fine aggregate by weight when made into 
briquets, shall show a tensile strength of at least seventy (70) 
per cent. of the strength of 1: 3 mortar of the same consistency 
made with the same cement and standard Ottawa sand. 

Coarse aggregates shall consist of inert material, graded in 3. Course 
size, such as crushed stone or gravel, which is retained on a a Sas 
screen having one-quarter (34) inch diameter holes, shall be clean, 
hard, durable, and free from all deleterious matter. Aggre- 
gates containing soft, flat or elongated particles shall be excluded. 
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4. Natural 
Mixed 
Aggregates. 

5. Sub-Base. 


6. Water. 


7. Slope. 


8. Depth. 


9. Depth of 


Layers. 


ro. Deep Fills. 


11. Drainage. 


12. Width; 
Thickness, 
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The maximum size of the coarse aggregate shall be such 
that it will not separate from the mortar in laying and will not 
prevent the concrete fully filling all parts of the forms. The size 
of the aggregate shall be such as to pass a one and one-quarter 
(174) inch ring. 

Natural deposits of sand and gravel usually being out of 
balance shall be screened and remixed to agree with the propor- 
tions specified under Base. 

Only clean, hard, suitable materials shall be used, not 
exceeding four (4) inches in the largest dimension. 

Water shall be clean, free from oil, acid, strong alkalies or 
vegetable matter. 


SUB-GRADE.* 


The sub-grade shall have a slope toward the curb of not less 
than one-half (1%) inch per foot. 

(a) *The sub-grade shall not be less than twelve (12) inches 
below the finished surface of the walk. 

(b) The sub-grade shall not be less than four (4) inches 
below the finished surface of the walk. 

All soft or spongy places shall be removed, and all depres- 
sions filled with suitable material, which shall be thoroughly 
compacted by flooding and tamping in layers not exceeding six 
(6) inches in thickness. 

When a fill exceeding one (1) foot in thickness is required 
to bring the walk to grade, it shall be made in a manner satisfac- 
tory to the engineer. The top of all fills shall extend beyond the 
walk on each side at least one (1) foot, and the sides shall have a 
slope of not less than one to one and one-half (1: 114). 

When required, a suitable drainage system shall be installed 
and connected with sewers or other drains indicated by the 
engineer. 


SUB-BASE.* 


On the sub-grade and at least two (2) inches beyond the 
inner and outer lines of the walk shall be spread a suitable 


* When a sub-base is required eliminate paragraph 86). 
When a sub-base is not required eliminate paragraphs 5, 8a, r2 and 13. 
Unless paragraph 8a is eliminated 8b is void. 
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material hereinbefore specified, which shall be rammed thor- 
oughly to a surface at least four (4) inches below the final grade 
of the walk. On fills the sub-base shall extend the full width of 
the fill and the sides shall have the same slope as the sides of the 
fill. 

While compacting the sub-base the material shall be kept 
thoroughly wet and shall be in that condition when the concrete is 
deposited. 


FORMS. 


Forms shall be free from warp, and of sufficient strength to 
resist springing out of shape. All mortar and dirt shall be 
removed from forms that have been previously used. 

The forms shall be well staked to the established lines and 
grades, and their upper edges shall have sufficient rise from the 
curb to provide proper drainage; but shall not exceed three-eights 
(3%) of an inch per foot, except where such rise parallels the 
length of the walk. 

In every fifty (50) lineal feet of walk at least a one-half 
(14) inch expansion joint shal! be provided. Any means which 
will provide this will be accepted. 

All forms shall be wetted thoroughly before any material is 
deposited against them. 


SLABS. 


The slabs or independently divided blocks when not rein- 
forced shall not have an area of more than thirty-six (36) square 
feet or have any dimension greater than six (6) feet. Slabs of 
more than thirty-six (36) square feet shall be reinforced with 
one-quarter (14) inch steel rods, spaced not more than nine (9) 
inches apart, or with smaller rods or fabric of equal strength. 

The thickness of the slab for residence districts shall be 
not less than four (4) inches and for business districts not less 
than five (5) inches. 


BASE. 


The concrete for the base shall be so proportioned that the 20. 


cement shall overfill the voids in the fine aggregate by at least five 


Lal 


3° 


Wetting. 


. Material. 


. Setting. 


. Expansion 


Joint. 


. Wetting. 


. Size 


- Thickness. 


Proportions. 


. Measuring. 


. Mixing. 


.- Machine 


Mixing. 


. Hand Mixing. 


. Consistency. 


- Retempering. 


. Placing. 


522° STANDARD SPECIFICATIONS FOR CEMENT SIDEWALKS. 


(5) per cent., and the mortar shall overfill the voids in the coarse 
aggregate by at least ten (10) per cent. The proportions shall not 
exceed one (1) part cement to eight (8) parts fine and coarse 
aggregates. 

When the voids are not determined the concrete shall be 
composed of one (1) part cement, three (3) parts fine aggregate 
and five (5) parts coarse aggregate. 

The method of measuring the materials for the concrete, 
including water, shall be one which will insure separate uniform 
proportions at all times. A bag of cement (94 pounds) shall be 
considered to have a volume of one (1) cubic foot. 

The ingredients of the concrete shall be thoroughly mixed 
dry, sufficient water added to obtain the desired consistency, and 
the mixing continued until the materials are uniformly distributed 
and the mass is uniform in color and homogeneous. 

When the conditions will permit, a machine mixer of a type 
which insures the uniform proportioning of the materials through- 
out the mass shall be used. 

When it is necessary to mix by hand, the mixing shall be on a 
water-tight platform and the materials shall be turned until they 
are homogeneous in appearance and color. 

The materials shall be mixed wet enough to produce a con- 
crete of a consistency that will flush readily under light tamping, 
but which can be handled without causing a separation of the 
coarse aggregate from the mortar. 

Retempering, that is, remixing with additional water, mortar 
or concrete that has partially hardened, will not be permitted. 

The forms shall be filled and the concrete struck off and 
tamped down sufficiently to receive a top of the required thick- 
ness. After the addition of water, the mixture shall be handled 
rapidly to the place of final deposit. Under no circumstances 
shall concrete be used that has partially hardened. 

Concrete shall not be mixed or deposited when the tempera- 
ture is below freezing unless special precautions are taken to avoid 
the use of materials containing frost, and to protect the work 
against frost until thoroughly hardened. 

Workmen shall not be permitted to walk on freshly laid con- 
crete, and where sand or dust collects on the base it shall be 
removed carefully before the wearing surface is applied. 
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WEARING SURFACE. 


The wearing surface shall be mixed of one (1) part cement 28. 


and not more than two (2) parts fine aggregate, with sufficient 
water to produce a consistency which will not require tamping 
but which can be easily spread into position with a straight edge. 
The mortar for the wearing surface shall be mixed in a mortar 
box. 


The wearing surface shall be spread on the base immediately a9. 


after mixing, and in no case shall more than fifty (50) minutes 
elapse between the time the concrete for the base is mixed and the 
wearing surface is placed. 


The wearing surface of a walk in a residence district shall 30. 


be at least three-quarters (34) of an inch thick, and in a business 
district at least one (1) inch thick. 


After the wearing surface has been worked to an approxi- 3r. 


mately true plane the slab markings shall be made. If joints have 
been provided in the base during construction or have been cut 
in the base prior to spreading the wearing surface, the markings 
shall be made with a tool which will cut entirely through the sur- 
face and completely separate the wearing surface of adjacent 
slabs. If joints have not been provided in the base they must be 
made with a tool which will cut through to the sub-base and com- 
pletely separate adjacent slabs. 


The slabs shall be rounded on all surface edges to a radius of 32. 


about one-half (14) inch. 


When required, the surface shall be troweled smooth. The 33. 


application of neat cement to the surface in order to hasten the 
hardening is prohibited. 


On grades exceeding eight (8) per cent. the surface shall be 34. 


roughened. This may be done by the use of a groover, toothed 
roller, brush, float or other suitable tool. 


When coloring matter is required it shall be mixed dry with 3s. 


the sand and cement, which have been previously mixed dry, 
until the mixture is of a uniform color. The quantity and quality 
of the coloring shall be such as not to impair the strength of the 
wearing’ surface. 


When completed, the wa'k shall be kept moist and protected 36. 


from traffic and the elements for at least three days. 
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SINGLE COAT WORK. 


With the following exceptions the specifications covering two- 
coat work will apply to single coat work: 

The proportions shall not exceed one (1) part cement, two 
(2) parts fine aggregate and three (3) parts coarse aggregate. 

The materials shall be mixed wet enough to produce concrete 
of a consistency which will not permit of tamping but which can 
be handled without causing a separation of the coarse aggregate 
from the mortar. 

The form shall be filled, the concrete struck off, and the 
coarse particles forced with a suitable tool to a depth below the 
surface which will permit of finishing the walk as specified for 
two-coat work. 


STANDARD NO. 5. 


NATIONAL ASSOCIATION OF CEMENT USERS. 


PHILADELPHIA, PA. 


STANDARD SPECIFICATIONS 
FOR 
CONCRETE ROAD AND STREET PAVEMENTS. 


AvopTEep FrBruagy 1910. 


MATERIALS. 


The cement shall meet the requirements of the Standard 
Specifications for Portland Cement of the American Society for 
Testing Materials, and adopted by this Association (Standard 
(i feat a 

Fine aggregates shall consist of sand, crushed stone or gravel 
screenings, graded from fine to coarse, passing when dry a screen 
having one-quarter (14) inch diameter holes, shall be preferably 
of siliceous materials, clean, coarse, free from loam, vegetable or 
other deleterious matter, and not more than three (3) per cent. 
shall pass a sieve having one hundred (100) meshes per linear 
inch. 

Mortars composed of one (1) part Portland cement and 
three (3) parts fine aggregate by weight when made into 
briquets, shall show a tensile strength of at least seventy (70) 
per cent. of the strength of 1 : 3 mortar of the same consistency 
made with the same cement and standard Ottawa sand. 

Coarse aggregates shall consist of inert material, graded in 
size, such as crushed stone or gravel, which is retained on a 
screen having one-quarter (14) inch diameter holes, shall be clean, 
hard, durabie, and free from all deleterious matter. Aggregates 
containing soft, flat or elongated particles shall be excluded. 

The maximum size of the coarse aggregate shall be such 
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that it will not separate from the mortar in laying and the size 
of the coarse aggregate shall be such as to pass a one and one- 
half (1%) inch ring. 

Natural deposits of sand and gravel usually being out of 
balance, shall be screened and remixed to agree with the pro- 
portions specified under Base. 

Only clean, hard, suitable material shall be used, not exceed- 
ing four (4) inches in the largest dimension. 

Water shall be clean, free from oil, acid, strong alkalies or 
vegetable matter. 

The expansion joint filler shall be a suitable elastic, water- 
proof compound that will not become soft and run out in hot 
weather or hard and brittle and chip out in cold weather. 


SUB-GRADE, 


The sub-grade shall have a rise at the center of not more 
than one one-hundredth (1/100) of the width of the pavement. 

(a)* The sub-grade shall not be less than thirteen and one- 
half (1334) inches below the finished surface of the pavement. 

(b) The sub-grade shall not be less than seven and one-half 
(72) inches below the finished surface of the pavement. 

All soft or spongy places shall be removed, and all depres- 
sions filled with a suitable material, which shall be thoroughly 
compacted in layers not exceeding six (6) inches in thickness. 

When a fill exceeding one (1) foot in thickness is required 
to bring the pavement to grade, it shall be made in a manner 
satisfactory to the engineer. 

When required, a suitable drainage system shall be installed 
and connected with sewers or other drains indicated by the 
engineer. 

SUB-BASE.* 


On the sub-grade shall be spread a suitable material herein- 
before specified which shall be rolled or rammed thoroughly to 
a surface at least seven and one-half (71%) inches below the 
finished surface of the pavement. 


* When a sub-base is required eliminate paragraph 09 b. 
When a sub-base is not required eliminate paragraphs 5,13, 14 and 9a, 
Unless 9 a is eliminated 9 b is void. 
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While compacting the sub-base the material shall be kept 
thoroughly wet and shall be in that condition when the concrete is 
deposited. 


FORMS. 


Forms shail be free from warp, and of sufficient strength to 
resist springing out of shape. All mortar and dirt shall be 
removed from forms that have been previously used. 

The forms shall be well staked to the established lines and 
grades. 

All forms shall be wetted thoroughly before any material is 
deposited against them. 


EXPANSION JOINTS. 


Expansion joints one-half (14) inch wide shall be placed 
at least every fifty (50) feet and between the curb or edge of 
the gutter and the pavement. 


BASE, 


The concrete for the base shall be so proportioned that the 
cement shall overfill the voids in the fine aggregate by at least five 
(5) per cent., and the mortar shall overfill the voids in the coarse 
aggregate by at least ten (10) per cent. The proportions shall not 
exceed one (1) part cement to eight (8) parts fine and coarse 
aggregates. 

When the voids are not determined the concrete shall have the 
proportions of one (1) part cement, three (3) parts fine aggregate 
and five (5) parts coarse aggregate. 

The method of measuring the materials for the concrete, 
including water, shall be one which will insure separate uniform 
proportions at all times. A bag of cement (94 pounds) shall be 
considered to have a volume of one (1) cubic foot. 

The ingredients of the concrete shall be thoroughly mixed 
dry, sufficient water added to obtain the desired consistency, and 
the mixing continued until the materials are uniformly distributed 
and the mass is uniform in color and homogeneous. 
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When the conditions will permit, a machine mixer of a type 
which insures the uniform proportioning of the materials through- 
out the mass shall be used. 

When it is necessary to mix by hand, the mixing shall be on a 
water-tight platform and the materials shall be turned until they 
are homogeneous in appearance and color. 

The materials shall be mixed wet enough to produce a con- 
crete of a consistency that will flush readily under light tamping, 
but which can be handled without causing a separation of the 
coarse aggregate from the mortar and which will not creep 
towards the curb or sag out of place when deposited and lightly 
tamped. 

Retempering, that is, remixing with additional water, mortar 
or concrete that has partially hardened, will not be permitted. 

The concrete shall be deposited in strips extending across 
the full width of the area paved. After the addition of water the 
mixture shall be handled rapidly to the place of final deposit. 
Under no circumstances shall concrete be used that has partly 
hardened. 

Concrete shall not be mixed or deposited when the tempera- 
ture is below freezing unless special precautions are taken to avoid 
the use of materials containing frost, and to PIOLECES the work 
against frost until thoroughly hardened. 

Workmen shall not be permitted to walk on freshly laid con- 
crete, and where sand and dust collect on the base it shall be 
removed carefully before the wearing surface is applied. 


WEARING SURFACE, 


The wearing surface shall be mixed of one (1) part cement 
and not more than one and one-half (14) parts fine aggregate, 
with sufficient water to produce a consistency which will not 
require tamping but which can be easily spread into position with 
a straight edge. 

The wearing surface shall be spread on the base immediately 
after mixing, and in no case shall more than fifty (50) minutes 
elapse between the time that the concrete for the base is mixed 
and the time the wearing course is floated. 
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The wearing surface of the pavement in a residence district 29. Thickness. 
shall be at least one and one-half (114) inches thick, and in a busi- 
ness district at least two (2) inches thick. 

The wearing surface shall be finished with a wood float, and 30. Finishing. 
before it has completely hardened it shall be roughened by brush- 
ing with a stiff vegetable fiber brush or broom. 

The edges of all expansion joints shall be rounded to a radius 3r. Edges. 
of about one-half (14) inch. 

Where coloring matter is required it shall be mixed dry 32. Color. 
with the sand and cement, which have been previously mixed dry, 
until the mixture is of a uniform color. The quantity and 
quality of the coloring shall be such as to not impair the strength 
of the wearing surface. 


PROTECTION. 


When complete, the pavement shall be kept well sprinkled 
with water for a period of at least three days and shall not be 
thrown open to traffic until the engineer so directs. 
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STANDARD No. 6. 


NATIONAL ASSOCIATION OF CEMENT USERS. 


PHILADELPHIA, PA. 


STANDARD SPECIFICATIONS 
FOR 
PORTLAND CEMENT CURB AND GUTTER. 


ADOPTED FEBRUARY, 1910. 


MATERIALS. 


The cement shall meet the requirements of the Standard 
Specifications for Portland Cement of the American Society for 
Testing Materials, and adopted by this Association (Standard 
No. 1). 

Fine aggregates shall consist of sand, crushed stone or gravel 
screenings, graded from fine to coarse, passing when dry a screen 
having one-quarter (14) inch diameter holes, shall be preferably 
of siliceous materials, clean, coarse, free from loam, vegetable or 
other deleterious matter, and not more than three (3) per cent. 
shall pass a sieve having one hundred (100) meshes per linear 
inch, . 

Mortars composed of one (1) part Portland cement and 
three (3) parts fine aggregate by weight when made into 
briquettes shall show a tensile strength of at least seventy (70) 
per cent. of the strength of 1:3 mortar of the same consistency 
made with the same cement and standard Ottawa sand. 

Coarse aggregates shall consist of inert materials graded 
in size, such as crushed stone or gravel, which are retained on 
a screen having one-quarter (14) inch diameter holes, shall be 
clean, hard, durable and free from all deleterious matter. Aggre- 
gates containing soft, flat or elongated particles shall be excluded. 

The maximum size of the coarse aggregates shall be such 
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that it will not separate from the mortar in laying and will not 
prevent the concrete from filling all parts of the forms. The 
size of the coarse aggregate shall be such as to pass a one and 
one-quarter (144) inch ring. 

Natural deposits of sand and gravel usually being out of 
balance, shall be screened and remixed to agree with the propor- 
tions specified under Base. ; 

Only clean, hard, suitable material shall be used, not exceed- 
ing four (4) inches in the largest dimension. 

Water shall be clean, free from oil, acid, strong alkalies or 
vegetable matter. 

The expansion joint filler shall be a suitable elastic water- 
proof compound that will not become soft and run out in hot 
weather or hard and brittle and chip out in cold weather. 


SUB-GRADE. 


When a sub-base is required the sub-grade shall be not less 
than twelve (12) inches below the finished surface of the gutter. 

All soft or spongy places shall be removed and all depres- 
sions filled with suitable filling material, which shall be thoroughly 
compacted by flooding and tamping in layers not exceeding six 
(6) inches in thickness. 

When a fill exceeding one (1) foot in thickness is required 
to bring the work to grade it shall be made in a manner satis- 
factory to the engineer. 

When required, a suitable drainage system shall be installed 
and connected with sewers or other drains indicated by the 
engineer. 


SUB-BASE, 


A sub-base shall be provided if required by the engineer, 
composed of cinders or other suitable material hereinbefore speci- 
fied, which shall be rammed thoroughly to a surface at least 
six (6) inches below the finished surface of the gutter. 

While compacting the sub-base the material shall be kept 
thoroughly wet and shall be in that condition when the concrete 
is deposited. 
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FORMS. 


Forms shall be free from warp, and of sufficient strength-to 
resist springing out of shape. All mortar and dirt shall be 
removed from forms that have been previously used. 

The forms shall be well staked or otherwise held to the 
established line and grade, and their upper surface shall conform 
with finished surfaces of the curb and gutter respectively. 

At least once in every one hundred and fifty (150) feet one- 
half (14) inch expansion joints shall be provided. 

All forms shall be thoroughly wetted before any material is 
deposited against them. 


DIMENSIONS. 


The section of the curb shall conform with that shown in 
Fig. 1. 

The thickness at the base shall be not less than twelve (12) 
inches and the thickness at the top not less than six (6) inches, 
with a batter on the street side of one (1) to four (4). 

The sections of the combination curb and gutter shall con- 
form with that shown in Fig. 2. © 

The depth of the back of the curb shall be not less than 
twelve (12) inches and the depth of the face not less than six 
(6) inches. 
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The breadth of the gutter shall not be less than sixteen (16) 
inches nor more than twenty-four (24) inches. 


CONSTRUCTION. 


The curb and gutter shall be divided into sections not less 20. Size of 
than five (5) nor more than eight (8) feet long, by some method pec 
which will insure the complete separation of the sections by a 
joint not less than one-eighth (4%) nor more than one-quarter 
(14) of an inch wide. 

The construction of the combination curb and gutter at street 21. Section at 
corners shall conform with that shown in Fig. 3. The radius Sepel: Cet 


of the curve shall be not less than six (6) feet. 


Ev) 


CONCRETE. 


The concrete for the curb and gutter shall be so proportioned 22. Proportions. 
that the cement shall overfill the voids in the fine aggregate by at 
least five (5) per cent., and the mortar shall overfill the voids in 
the coarse aggregate by at least ten (10) per cent. The propor- 
tions shall not exceed one (1) part cement to eight (8) parts 
fine and coarse aggregates. When the voids are not determined, 
the concrete shall be composed of one (1) part cement, three (3) 
parts fine aggregate and five (5) parts coarse aggregate. 

The method of measuring the materials for the concrete, 23. Measuring. 
including water, shall be one which will insure separate uniform 
proportioning at all times. A bag of cement (94 pounds) shall be 
considered to have a volume of one (1) cubic foot. 


24. Mixing. 


25. Machine 
Mixing. 


26. Hand Mixing. 


27. Consistency. 


8. Retempering. 


9. Placing. 


Ky STANDARD SPECIFICATIONS FOR CURB AND GUTTER. 


The ingredients of the concrete shall be thoroughly mixed 
dry, sufficient water added to obtain the desired consistency, and ° 
the mixing continued until the materials are uniformly distributed 
and the mass is uniform in color and homogeneous. 

When conditions will permit, a machine mixer of a type 
which insures the uniform proportioning of the materials through- 
out the mass shall be used. 

When it is necessary to mix by hand, the mixing shall be on 


a water-tight platform and the materials shall be turned until they 
are homogeneous in appearance and color. 

The materials shall be mixed wet enough to produce a con- 
crete of a consistency that will flush readily under light tamping 
and which can be handled without causing a separation of the 
coarse aggregate from the mortar. 

Retempering, that is, mixing with additional water, mortar or 
concrete that has partially hardened, will not be permitted. 

A layer of concrete shall be deposited to the top of the gutter 
form and tamped, the width of the gutter, to a surface all points 
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of which shall be at least the thickness of the wearing surface 
below the finished surface of the gutter. The concrete placed for 
the curb shall be tamped and the remainder of the concrete placed 
and tamped to permit of the application of the required wearing 
surface to the face and top of the curb. After the addition of 
water the mixture shall be handled rapidly to the place of final 
deposit. Under no circumstances shall concrete be used that has 
partially hardened. 

Concrete shall not be mixed or deposited when the tempera- 
ture is below freezing unless special precautions are taken to avoid 
the use of materials containing frost and to protect the work 
against frost until thoroughly hardened. 

Workmen shall not be permitted to walk on freshly laid con- 
crete, and where sand or dust collects on the concrete it shall be 
carefully removed before the wearing surface is applied. 


WEARING SURFACE. 


The wearing surface shall be mixed of one (1) part cement 
and not more than two (2) parts fine aggregate, with sufficient 
water to produce a consistency which will not require tamping 
but which can be easily spread into position. The mortar for the 
wearing surface shall be mixed in a mortar box. 

The wearing surface shall be placed immediately after mix- 
ing, and in no case shall more than fifty ( 50) minutes elapse 
between the time the concrete is mixed and the time the wearing 
surface is placed. 

The wearing surface on the gutter and on the top and face 
of the curb shall be at least three-quarters (34) of an inch thick. 

The surface and edges of the curb and gutter and joints 
between sections shall be finished in a workmanlike manner. 

The edge of the curb on the street side and the intersection 
of the curb and gutter shall be rounded to a radius of about one 
and one-half (114) inches; all other edges to have a radius of 
about one-half (14) inch. 

When required, the surface shall be troweled smooth. The 
application of neat cement to the surface in order to hasten the 
hardening is prohibited, 
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When coloring matter is required it shall be mixed dry with 
the sand and cement which have been previously mixed dry, until 
the mixture is of a uniform color. The quantity and quality of 
the coloring shall be such as not to impair the strength of the 
wearing surface. 


PROTECTION. 


When completed, the curb and gutter shall be kept moist and 
protected from traffic for at least one (1) week. 


TOPICAL DISCUSSION ON ROADWAYS, SIDEWALKS 
AND: FLOORS. 


Mr. JosepH F. ErtpacHer.—I would like to ask as to the 
most practical method of surfacing roadways. There is quite a 
field for that sort of work in the east. We have been constructing 
sidewalks and paving alleys and floors, using the old method of 
finishing by troweling and jointing in the regular way, in blocks 
6 ins. square, 8 ins. square, or parallel lines. In figuring a road- 
way, say I or 2 miles in length and 25 ft. wide, we cannot com- 
pete with brick or any other pavement at the present time. On 
all the roadways I have seen, such as the Motor Parkway on 
Long Island, for instance, they have put in an ordinary concrete 
so as to bring the finest aggregate to the surface and broomed 
them over. This does not seem to be a practical finish for a 
roadway. To adhere to the method of troweling and using an 
ordinary jointer, in the way that you would pave a small yard 
or private alleyway, would be prohibitive. 

Mr. C. W.Boynton.—In the practice 1t was probably 
thought necessary to cut the roads up into blocks, that is, little 
squares or rectangular shapes imitating granite block or brick 
pavement because the public were accustomed to pavements of 
these materials. If it is necessary, some footing can be provided 
for the horses but whether or not it is best to corrugate or cut 
the pavement into blocks as suggested, remains to be seen. Un- 
doubtedly, roughening the surface of the pavement in some way 
is desirable, but I am not convinced that it is necessary to cut it 
up into blocks imitating other types of pavement. Possiby we 
could do it in some other way. I do not know that a brushed 
surface would make a road sufficiently rough for horse traffic ; 
it might wear smooth rapidly. However, after becoming smooth 
it could not be more severely criticized than are asphalt and 
creosoted block pavements. 

I was recently advised by the Chief Engineer of the Borough 
of Brooklyn, of a piece of pavement laid in September, 1908, which 
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was left rough, no effort made to smooth it. He states it is not 
slippery, has not cost a cent for repair in the 18 months it has 
been down and is as good to-day as when laid. 

When considered from the view point of comparative cost 
and wearing quality with other types of pavement the most con- 
servative must admit that concrete pavements are practicable. On 
the other hand the enthusiast must admit that concrete pavements 
have hardly passed the experimental stage so far as the best 
method of construction is concerned. 

Mr. Ernest McCutroucu.—I have laid small batches of 
concrete pavements in different places, and the great trouble that 
we found was the question of expansion joints. The custom now 
is. to have expansion joints longitudinally with the road and 
across the road. The intervals being generally about 50 ft. As 
we all know, concrete is strong in the body but weak on the edges. 

In Mason City, Iowa, they are making concrete roads and 
have been for two or three years, in which the expansion joints 
are only 3% to 4 in. wide, filled with fine sand, and 25 ft. apart, 
running diagonally across the road at an angle of 45 deg., prac- 
tically dividing the roadway into squares of 25 ft. Some tooling 
is done to give a little roughness for the horses, and it is then 
broomed. The road seems to be doing very nicely. The engi- 
neer who has charge of that work examined every roadway in 
this country of which he could find record. There is one thing in 
his specifications worthy of note, and that is, where he lays the 
road on clay, tile drains are placed on each side of the roadway, 
18 ins. out from the curb, 18 ins. below the surface; then the 
trench is filled with hard cinders tamped in place. The cost is 
about $.08 per lin. ft. This pavement on the clay has passed 
through three winters and seems to be about as good as when 
laid. In wet weather there is considerable water running through 
those drains. 

Mr. A. C. Birnte.—I have had no experience in this line 
except on one very small piece laid under a railroad. We used 
gravel concrete, mixing in what would correspond to a I :2:4 
proportion without top dressing, and simply tamped it down 
and struck it off with a shovel. It was a slight grade, and has 
been in only about a year, but the parties for whom we did the 
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work have made no complaints whatever. It seems to stand up 
under work and apparently does not cause any slipping. 

We had an opportunity to figure on a concrete roadway, 
where the specifications called for a 1 :3.:5 bottom and a1 :2 
top, the latter being about 1% ins. thick. This is to be floated 
and then dusted with traprock screenings, that is, fine screen- 
ings, merely pressed into the surface. The idea of leaving the 
screenings on the top is simply to form a rough surface until such 
surface shall wear down and the stone mixed with the top 
begins to show. This road was designed principally for automo- 
bile traffic. 

THE PresipeNtT.—I would like to ask whether any considera- 
tion has been given to the wearing or dusting of the top, to pre- 
vent the dust being worn off as in traffic by automobiles, which 
would tend to expose the aggregate and to decrease the weara- 
bility of the pavement. 

Mr. Boynton.—The committee has not considered treat- 
ments to prevent dusting. A criticism of concrete pavements is 
that the automobile tires pull out particles from the surface as 
it begins to wear and in that way destroy the roadway. When 
we build only for automobiles we will probably build an entirely 
different kind of road than when we build for horse traffic. I 
do not know just how the question can be handled. Possibly we 
should have two sets of specifications, one for boulevards and 
another for business streets. Undoubtedly concrete pavements 
that will give the best satisfaction for heavy traffic will not be 
found entirely satisfactory for automobile traffic. It may be that 
after this matter is thoroughly discussed the Committee will be 
instructed to submit two specifications. Under these circum- 
stances it will be necessary for the Committee to search for the 
form or method of construction which will give to the concrete 
maximum resistance to automobile traffic which is undoubtedly dif- 
ferent from the impact wear of team traffic. We have studied 
roadways built under various conditions and have tried to draw 
some lesson from each case. From this experience we have 
written a specification. 

Mr. Harry FRANKLIN Porter.—I have seen several con- 
crete pavements, and while i am very prejudicial to them, I am 
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not altogether of the opinion, up to the present time, that cement 
forms a good wearing surface for roadways. I think something 
with more elasticity is necessary. I have been interested to note 
the increasing use of wood blocks with a concrete base. It is just 
as important in a wood block pavement, that the concrete base 
should be built properly and that there should be specifications 
covering it, as that an ordinary concrete pavement, with a con- 
crete wearing surface, should have a proper base. 

Mr. McCutLoucu.—In the matter of keeping down the dust, 
I believe the experiments and investigations made in different 
parts of the world on the rapid wearing out of macadam roads 
under automobile traffic have shown that the great trouble with 
the macadam roads is the lack of tensile strength in the macadam. 
It is caused by the wheels going around so rapidly, instead of 
sucking up the macadam from the roadway, as was the old 
idea, the stress is entirely a tangential stress. It is at right angles 
to the spokes of the wheels as they strike the roadway and has a 
tendency to tear the roadway to pieces. By using a binder that 
is very largely done away with. An automobile traveling not 
more than twelve miles per hour does very little damage to the 
roadway. It is the speeding that does the damage. 

There have been a few instances where a concrete roadway 
has gone to pieces under automobile traffic, and in one particular 
case, automobiles went over it at 60 or 80 miles an hour. Some 
instantaneous photographs taken showed that where there was 
a depression in the roadway the automobile seemed to leave the 
surface, then strike on the roadway again and get another grip 
some 5, 6 or 10 ft. beyond where the depression existed. The 
roadway went to pieces under the fearful impact. 

Automobiles going over roads do not seem to raise so much 
dust that we should take any particular precaution to guard 
against it. The only roadways on which much dust can be raised 
are roadways in which the material is rather loose and grinds 
down rapidly. 

I understand Mr. L. W. Page, of the Bureau of Public Roads 
of the Agricultural Department, is making experiments with a 
new binder in the hope of making a concrete bitumen with cement 
instead of water to give a concrete wearing surface for macadam 
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roadways, instead of doing as in the past, experimented with bitu- 
men and stone alone without any Portland cement in it. These 
experiments are for the purpose of obtaining a permanent surface 
for a road, and not so much with a view to cutting down the dust 
that may be raised by automobiles on the roadway. 

Tue PresipENT.—The Chair would suggest the probable rea- 
son that concrete roads have not always been successful is not due 
so much to the ability of the material to suit the conditions to 
which it is put as the ability of those who are using it to do so 
properly. While concrete roads perhaps may not be the ideal 
pavement, nevertheless it does seem that we will have concrete 
roads that will be thoroughly satisfactory. I have seen concrete 
pavements on rather large streets in Europe which seemed to be 
serving perfectly well. A very careful study of the conditions of 
the laying of those pavements is the essential feature in the suc- 
cess of the road. Of course, they are comparatively new, and 
until we get some light on the durability of the various types of 
road proposed we cannot authoritatively speak as to how that can 
be done. 

The question raised by Mr. Porter, I think, is one worth dis- 
cussing. There is no doubt that a road consists of a base and 
a wearing surface. Now whether or not that wearing surface 
must be also of concrete or should be of wood block or asphalt 
or some other material is a debatable question. 

Mr. Boynton.—I wish to say that concrete pavements are 
not a failure but a success. In some cases they have not been 
altogether satisfactory, but in most cases they have been a suc- 
cess. In forming our opinion of concrete pavements as a whole, 
we are apt to fail to recall that the very things which cause us 
to condemn concrete pavements are not uncommon to other 
types of pavements which are usually accepted as first-class. 
They may be slippery, but other pavements also are slippery. 
There is no pavement that is ideal, and if we fail to recommend 
concrete pavements until we get an ideal one we are not going to 
recommend it at all, for an ideal pavement will never be made 
no matter what materials are used. The very best is going to 
wear out and have some drawbacks. 

Creosoted block makes an excellent pavement in some re- 
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spects; it is quiet and it has the advantage over concrete of being 
more or less elastic. But the wooden block pavement is extremely 
slippery. The creosoted block pavement is criticized because it 
is slippery, but it will not be condemned. 

Concrete pavements may not stand automobile traffic as well 
as some others, but when one takes into account the cost together 
with the advantages and disadvantages it must be admitted that 
the concrete pavement is entitled to consideration by those dealing 
with the paving problem. 

We should not wait until we can build an ideal pavement 
before we recommend concrete. Let us try to get together on 
something we can support, a specification that will give a good 
pavement, not necessarily an ideal one, but a pavement that is 
worthy of being called a pavement and one that will be worth 
more than it costs. 

Mr. A. E. SNopcrass.—I consider a rough surface preferable 
to the grooved marking on a smooth, finished surface. The failure 
of the paved street at Bellefontaine, Ohio, is partly due to the 
grooved marked surface. The tires of the heavy wagons pound 
the edges of the grooved marking and little chips of concrete 
continue to spall off each time the tire strikes the groove. I know 
of a warehouse floor divided into 12 ft. squares. The small iron 
wheels of the trucks passing across the grooves have broken off 
the little chips of concrete until there is now a space from 3 to 
4 ins. hollowed out on each side of the groove. I do not think 
we should place very much importance on the smooth. finished 
surface, but if possible get rid of the grooved markings. 

Mr. Boynron.—The pavement is cut into small blocks to 
provide a footing for horses, but as the wear on the pavement 
begins at the markings, possibly by some other treatment a pave- 
ment can be made sufficiently rough without grooving. 

In drawing a specification it is desirable to avoid markings 
if a pavement without marking is practicable, if not, the number 
and position of the markings should be carefully considered. In 
our specifications we have not done that. We have simply told 
how to make the block and the approximate size. I wish it were 
possible to eliminate them entirely. With the markings elimi- 
nated the pavement will not be more slippery than asphalt or 
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creosoted block, and possibly if it is so important to get rid of 
the markings, we would be justified in sacrificing something in 
roughness in getting a pavement that will wear less rapidly. 

Mr. McCutLoucH.—A large part of that cutting in finished 
floors, from my own experience, comes from too rich a mixture 
in the top. I have experimented with a 1:1, 1:2 and 1:3 mix 
for the top coat, and the richer you get your mix the more brittle 
it is and the more apt to go to pieces on impact. I have noticed 
some sidewalks used by children for roller skating, one sidewalk 
in particular about one-half a block long. The contractor had 
used a much leaner mix, according to the inspector, than the side- 
walk adjoining it. The one in which 1:3 had been used instead 
of 1:1 appeared to be much better under roller skating than the 
richer mixture. I believe the greater number of failures in con- 
crete roadways reported, have been where the contractor has tried 
to do a good job and put in a richer mixture than he should. We 
have had the most success with a I: 5 mixture with a top of 1: 3, 
and it is put on and rolled with a hand roller before setting. 

Mr. Leonarp C. Wason.—Where a granolithic surface is 
used as the wearing surface for floors of buildings and sidewalks, 
more or less chipping at joints can be observed. For instance, 
in a stable built a good many years ago, and which was observed 
for a number of years, it was found that joints made with the 
ordinary style of sidewalk jointer were chipping badly. When the 
chipping reached its limit the angle of the side of joint was about 
45 deg. with the top, and the bottom was rounded. Some grooy- 
ing jointers of about this shape were made and used in stable 
work. One in particular, was a stable used for very heavy horses, 
whose shoes are kept pretty well sharpened in winter. They did 
not seem to damage the groove at all, and it stood up beautifully 
for a number of years. 

The chief wear to joints seemed to be from the tires of wheels 
in mills which use granolithic surfaces. In one instance, a laundry 
had trucks with 4 in. wheels, loaded with wet clothes weighing 
about one-half a ton. They always went in the same passageway, 
a narrow one, turning and stopping at exactly the same place 
before a centrifugal wringing machine, thus twisting and wearing 
a hole. I induced the manager to use a little larger wheel with 
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a crown face, a good deal like the crown face of pullies, and the 
wear was very materially reduced. 

When a floor is to be subjected to the abrasion of wheels it 
is best to make no joints at all; simply stop a day’s work with 
a perfectly square shoulder and begin another one right against 
it, without using jointers. A terrazzo floor has no joints and gen- 
erally serves as well as a solid floor. 

Inside of a building the question of dust is very important. 
Inquiries have been made of manufacturers that have used both 
wood and granolithic floors and over two hundred replies re- 
ceived, which have been tabulated. The consensus of opinion 
was that granolithic was much superior to wood, which is prac- 
tically the other type of mill floor in use. The chief objection 
seems to be the question of dust, and it seems to me that with 
a cement floor, this is due to the absence of joints and the hard- 
ness of the surface, so that dust which does not come from the 
floor itself, but settles upon it, is often mistaken for dusting of 
the floor surface. In the case of wooden floors shrinkage makes 
joints between the boards which collect the surface dust and which 
at regular intervals is swept out in the ordinary process of clean- 
ing, so that the floor is apparently very much cleaner and freer 
from dust. 

To get a hard wearing surface which is as free from dusting 
as possible it is necessary to select a hard stone, and use it with 
very little sand. Then in a short time the cement troweled sur- 
face wears off, and produces a pavement which looks very much 
like terrazzo, the hard stone taking all future wear. In street 
paving the thing to do is to select a very hard and durable stone 
for the wearing surface and use as much stone as possible with 
just enough mortar for a binder to hold it in place. Then you are 
relying on the wearing power of the stone rather than the mortar. 

Mr. E. L. KLemerrer.—In speaking of stone I should judge 
from my experience that gravel would be better because the dust 
from the limestone will make dust on the floor, whereas a gravel 
will not wear off as quickly. We placed about 12,000 ft. of floor- 
ing in a factory two years ago, using 4 ins. of concrete of a 1: 2:5 
gravel mixture and a top 1 in. thick of 1:1:1 torpedo gravel 
mixture. They have large trucks about 4 ft. by 9 ft. to carry 
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tobacco from the wagons of farmers over this floor, which is just 
as good now as at first. The torpedo gravel holds better than 
limestone. Our limestone wears very quickly and gets dusty. 

Mr. Wason.—I did not mention any particular kind of 
stone, only a stone suitable for the purpose. Throughout New 
England we have a hard traprock which is very much superior in 
resistance to abrasion than limestone. Gravel, which is also plen- 
tiful, gives good results. In different localities the quality or kind 
of stone would vary somewhat. Gravel which consists largely 
of very hard pieces of quartz or granite is preferable to limestone. 
The chief difference in the beginning of the wear would be that 
with gravel there would be just the top round to take the wear, 
whereas with broken stone which is tamped gives flatter surfaces, 
thus there would be larger surfaces to receive the first wear. It 
takes some time for a gravel surface to wear down to get a stone 
surface to resist the wear; whereas, a broken stone exposes con- 
siderable surface from the beginning. 

Mr. Er~tpAcHER.—We have had quite some experience with 
factory floors, and the only trouble we had was when the top 
dressing was made with Long Island grit, which is produced 
by the action of the surf against the shores of Long Island. This 
was mixed in the proportion of 1:2. The only trouble occurred 
where factory trucks for transporting material from one end of 
the factory to the other caused chipping of the joints. To over- 
come this difficulty we used a jointer with a larger angle, so that 
instead of having the sides of the groove perpendicular, they were 
at an angle of about 30 or 45 degrees. This makes quite a large 
looking joint on the top, but overcomes the right angle on the 
edge of the block, and after that we had very little difficulty. 

Mr. Porrer.—It has been my experience that a large part of 
the dusting of ordinary concrete surfaces is due to one of two 
practices. The one is the practice of using a rather wet mixture 
for the top dressing, in order that it should spread easily, which 
in itself is not undesirable, and to dry up the surplus moisture 
with dry cement in order to facilitate troweling. This gives a 
surface rich in cement, and very loosely knit to the body, so 
that with a very little attrition it comes off and forms a dust. 

The other is the use of insufficient water to properly cure 
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the surface. Of course, a cement surface after it has been well 
troweled, apparently is the essence of smoothness, but as a matter 
of fact, it is not smooth at all. If you were to examine with a 
magnifying glass, you would find it replete with minute pores. 
Moisture evaporates very rapidly from these pores, leaving innu- 
merable little nodules exposed to wear. If, after the surface is 
troweled, it were covered with wet sand for a few days, I think 
a great deal of this trouble would be obviated. 

Mr. Atrrep E. Linpau.—I am interested in Mr. McCul- 
lough’s remarks regarding the cracking of concrete surfaces, par- 
ticularly of rich mixtures. This agrees with my own experience. 
Further where the mortar of a richer mixture is put on top ot 
concrete of a leaner mixture, the difference of density or co- 
efficient of expansion may cause surface cracks and separation 
of the finish from the body of the concrete. 

Mr. Boynton.—I think Mr. Porter is correct in his statement 
that the dusting of floors is largely due to the way the floor is 
laid. I know that here in Chicago every little while we hear of 
a concrete floor being unsatisfactory to the tenants because of 
dust. Mr. Lindau intimated that floors are laid according to 
the convenience of the people that lay them, which is apparently 
the case. I believe Mr. Porter is correct in his statement that the 
drying out of floors is largely responsible for dusting. 

The Committee will not make recommendations this year 
on concrete floors simply because the question of preventing dust- 
ing is unsettled. 

I would like to ask Mr. Wason in reference to the joints he 
referred to, if he made any effort to unite work laid at different 
times or were cracks allowed to occur at these points? It seems 
to me the cracks there would be practically as bad as a joint; 
they would start to wear some time, though possibly not quite 
so soon as would a grooved joint. 

Mr. Wason.—Floors are sometimes put down at a single 
operation without joints, as large as 30 ft. square; that is, goo ft. 
for a day’s work; and after several years there have been no 
cracks in them. This was put down as a portion of a big mill. 
Simply stop with as square a joint as possible against a piece of 
wood. The next day the concrete was packed against that which 
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had set, without any effort to bond the work together or any 
special effort to keep them separate. Of course there is a 
shrinkage crack, but that is very much smaller in size than a 
joint, and, therefore, a wheel bridges it for a very much longer 
period without wear. A line jointer cuts a groove %4 to % ins. 
wide as a rule, and it leaves an edge for a wheel to abrade very 
much quicker than a crack which would shrink open, perhaps, 
only 1/32 in. 

There is one point not touched upon this afternoon and that 
is strong curbs. I would like to ask if there has been much 
trouble with curbs being chipped and broken by wheels of wagons 
grinding against them, moving either parallel to, or backing up 
at right angles, and what radius should be used to avoid chipping. 
Do acids or alkalies which are found in the ground or dropped 
upon the surface cause damage to cement. 

Mr. Boynton.—Mr. Wason says that a slight crack will 
occur, and I think we all agree that it will become a weak point 
and will wear much faster than the balance of the floor. We 
want to make the floors just as good as can be made for the 
money, and if any one can suggest how a floor may be made a 
monolith, economically, I am sure the suggestion will receive con- 
sideration. It does seem that there might possibly be some way 
to avoid even the crack that occurs between concrete laid at dif- 
ferent times. 

As to the proper radius for the upper edge of the street side 
of curbs I can only say that the Committee has considered this 
point quité thoroughly and is convinced that a 1% in. radius will 
protect the curb quite perfectly. With such a radius I do not 
believe that the curb can be greatly damaged by the wheels of 
vehicles coming back against it. 

The heaving of a curb or curb and gutter I think is very 
much like the heaving of sidewalks. It is hard to handle the 
matter to the entire satisfaction of all. Sidewalk construction has 
never come before the Association for discussion that cinder fills 
and sub-base have not consumed a large portion of our time. The 
more I hear it discussed the more I am inclined to believe that 
we sometimes waste cinders; at the same time there is no doubt 
in my mind but that a cement walk would be a failure on some 
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soils if a sub-base were not used. I believe the same will hold 
good in reference to curbs. 

The effect of acids and alkalies on the surface of concrete 
I do not believe we need to consider. Under ordinary conditions 
the amount of acids or alkalies coming into contact with pave- 
ments and gutters will be so small that their effect can be ignored. 

Around ice cream plants and such places we find that salt 
affects the floors. I have also seen sidewalks roughened by the 
use of an excessive amount of salt in keeping them clean of ice 
and snow. The effect of salt may be overcome somewhat by 
making an effort to get a dense surface. Dense concrete resists 
alkali and acids quite effectually, some oils also effect a poor, 
porous concrete; whereas concrete made impervious will stand 
the action of oils indefinitely. 

Mr. ScHuyLeR.—I would like to ask Mr. Boynton what he 
means by density, whether he means a larger quantity of fine, 
hard sand than using so much coarse sand or gravel. 

Mr. Boynton.—I do not mean either, but refer to a con- 
crete mass or surface which is compact, which contains a mini- 
mum amount of air spaces, concrete that is impervious. The ag- 
gregates should be carefully studied, selected and proportioned 
to give the greatest density. A given mixture with one set of 
materials will give an entirely different concrete than the same 
mixture with other materials. 

Mr. Porter.—I would like to ask Mr. Boynton if he made 
any investigation, or found any data which was of value in 
regard to the effect of temperature on the setting Sf cement. 
Now below 40 deg. temperature, the compounds are different 
than those formed above that temperature. They are less stable, 
being more loosely crystallized, and, therefore, concrete laid under 
these conditions would be much less durable, hence more prone 
to dusting. 

Mr. Boynton.—One can study the results of tests made on 
the effect of temperatures on concrete and arrive at most any 
conclusion. I mean that the results of no two investigators agree. 
I am conducting tests on the effect of temperatures on concrete 
and though the tests are not completed it is very evident that 
the rate at which concrete gains strength in a temperature below 
the freezing point is extremely slow. This, of course, is just what 
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one would expect, yet we often find builders who seem very Mr. Boynton. 
much surprised when the results obtained in winter work are not 
as satisfactory as those obtained in warm weather. 
Mr. Porter.—The compound formed:in the final hardening Mr. Porter. 
of Portland cement, has, in my opinion, a great deal to do with 
the behavior of cement surfaces. Investigations recently con- 
ducted appear to indicate that final compound is a resolution back 
to the carbonate form; and if so, the surcharge of the air over 
a fresh surface with carbonic acid, hastening this resolution back 
into carbonate, would induce dusting. Attesting the effect of 
temperature, an experience I had in Toronto brought me to the 
conclusion that it was foolish to try to concrete unless a temper- 
ature above 50 degrees could be maintained. A floor put in 
in February, using salamanders and carefully covering the work, 
was not so hard by the first of May as a floor placed in the warm 
days during the first of April; so there was nothing gained by 
essaying to concrete in winter. 
THE PrestpENt.—The Chair would suggest that in a good The President. 
many cases dusting is due to the formation of laitance. A floor 
laid with very wet concrete is favorable to the formation of lai- 
tance, and with the drying out of the concrete the laitance begins 
to dust and will continue to do so for quite a long time. I am not 
at all in accord with Mr. Porter’s theory on the formation of 
carbonate. I do not believe there is any basis for such a state- 
ment. 
Mr. ScauyvLer.—I would like to ask whether frost deteri- Mr. Schuyler. 
orates the cement, or after the frost has gone will the cement 
do its work and show a fairly good job, the same as though there 
had been no frost in it? 
Tue PresIDENT.—The action of frost is to suspend the hard- The President, 
ening. If, during the period in which this takes place, there 1s 
an alternation of freezing and thawing the result is the breaking 
down of the partially hardened mass, and if it is repeated a suf- 
ficient length of time, you will destroy the strength of the mass. 
The mere freezing of concrete simply suspends the’ hardening 
and in a freezing temperature if the process of hardening has 
proceeded far enough, the generation of heat will be sufficient 
to permit the hardening to go on even in a freezing temperature, 
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It is the repeated freezing and thawing of concrete partially set 
that is destructive. 

Mr. Boynton.—I believe a floor can be laid so as to avoid 
any sign of a joint or crack between concrete placed at different 
times. I have never done it but assume this from the fact that 
here in Chicago and elsewhere one sees patched sidewalks where 
the bond is perfect. 

Mr. CHANDLER.—My experience in that line is that I have 


‘-had some success and some failures. I usually take neat cement 


and plaster that joint thoroughly, troweling the facing into the 
old concrete. Then the new is laid and carefully troweled while 
it is setting and I have had very little trouble that way. If the 
floor is thick enough the old concrete is allowed to project under 
the new, forming a shoulder. Thereby a better adherence to 
the old concrete is obtained. 

Mr. E1r-tsacHer.—The only trouble I have had with dusting 
came usually from having the surface troweled up and left too 
wet. For instance, the men would put in a top dressing late in 
the afternoon, and being anxious to get away from the work, they 
would not give it the proper manipulation after the initial set. 
Another instance is when not being able to get the proper coarse 
material to put in with the top dressing, we would be compelled 
to use finer sand or even stone dust. I have known 9 cases out 
of 10 where it would go wrong, so that we did not get the proper 
binding between the cement and the dust. I do believe that if 
the surface is properly mixed with coarse material, of a hard 
nature, and the curbing properly taken care of, dust can be 
avoided. 

THE PrESIDENT.—I think there are a good many items that 
enter into the cause of dusting, and it does not necessarily follow 
that the workmanship is solely responsible. For instance, the use 
of fine sand or of soft stone screenings having a great deal of 
flour, are both causes of a tendency to dust, for the reason that 
the flour and fine sand do not produce the rapid hardening 
surface which is essential. Wear will come on it before it has 
a chance to properly harden. I also think dust can be produced 
by too much troweling of the surface. 

In the matter of joints, I think it is a fact that if the pave- 
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ment is laid at a time of the year when the temperature is low, 
then during the rise in temperature, they can expand without seri- 
ous production of cracks. On the other hand, if you lay them 
when they are expanded, then in the colder weather they will 
shrink and crack. 

Mr. Snoperass.—I would like to ask as to experience with 
the expansion joint. Nearly all of us have seen curbs that have 
been either broken or pushed out of line 2 or 3 ins. by ex- 
pansion. It is often specified that expansion joints shall be 
filled with something. I would like to ask if it is not a fact that 
the curb being pushed out of line is caused by the joints being 
filled thus allowing no room for expansion of the concrete. 

Mr. McCutioucu.—The filling of the expansion joint is 
an absolute necessity. If the expansion joint is not filled with 
some plastic material then it will ultimately fill up with dust and 
sand and soon there is no expansion joint in the material, in 
which case it will be unyielding. The expansion joint should be 
filled with some compound of pitch or asphalt, so whenever the 
expansion takes place this plastic material can be forced up out of 
the joints. Of course, this reduces the effective width of the 
expansion joint. The only remedy is to put the joints closer 
together and make them narrow. But if not filled they will fill up 
with dust and the effect of the expansion joint will be lost. 

Mr. Boynton.—A good many sidewalk specifications re- 
quire that the expansion joint be filled with sand. It might as 
well not be filled at all as be filled with sand. The effect of 
filling with plastic material is clearly shown by studying the curb- 
ing and paving at Gary, Ind. As most of you have read, the 
principal streets of Gary are paved with concrete. Expansion 
joints were left about every 50 ft. and filled with plastic material, 
a pitch or asphalt preparation. When hot weather comes the 
material is forced up as the expansion takes place and everything 
passing over the joints carries part of it away. Not only this but 
the joints look badly as the filler is smeared for several inches both 
sides of the joint. When it becomes cold and the pavement con- 
tracts the filler is gone. I do not know just how we are going 
to take care of this problem for a plastic material is very easily 
forced out by expansion and is soon lost. After a season or 
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two the expansion joint will become practically ineffective, be- 
cause it fills with material that is no longer plastic. In sidewalks 
I believe it is better to leave the joints open than it is to try to 
fill them with sand or to fill them with plastic material. I believe 
that the expansion joints in sidewalks and between the sidewalks 
and curb, should be left open and so far as possible kept open. 
It should be the business of a city employee to see that the joints 
are cleaned out once a year. 

As to street pavements, it remains to be seen just what can 
be done about expansion joints. 

Mr. McCutLoucu.—The trouble with the joints in Texas 
was that they were not close enough together and were entirely 
too large. If they had been closer together they could have been 
much smaller. 

Fifteen or twenty years ago there used to be a clause in 
every sidewalk specification requiring the sidewalk to be laid 
in alternate blocks and three thicknesses of tar building paper 
placed against the end of each block and cut off when the con- 
crete set. That gave an expansion joint against every block. 
There was no filling in and the small joints between the pieces of 
paper helped take up some of the movement. If you are not 
going to use some plastic material and are going to leave the 
joint open, then of course the joint should be very close and the 
block should be very smali. 

Mr. Boynton.—It is a fact that when sidewalks were laid in 
alternate blocks very little trouble occurred from expansion. I be- 
lieve that in building sidewalks in this manner sufficient space is 
provided between the slabs to take care of the expansion. The 
reason so much trouble is had with expansion to-day is due to the 
fact that great stretches of walk are laid as a monolith. If the 
old practice of laying alternate blocks was followed I am cf the 
opinion that trouble with expansion would be over. 

Mr. CHANDLER.—My experience is if you leave the joints 
perfectly open you will have trouble. My experience with a 
sand joint has been that it is good. The interlocking of the two 
blocks will keep them from raising above each other, and will 
also allow for expansion and contraction. 

I built a large driveway this year and used pitch expansion 
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joints every 40 feet. My experience is that if the joint is left Mr. Chandler. 


open you will have trouble in the raising and lowering of the 
blocks. 

Mr. W. M. Newron.—I have found it most satisfactory, 
when the end of a pavement terminates at a curb, to place the ex- 
pansion joint between the curb and pavement underneath, that is, 
allow the pavement to lap over and face with the curb instead 
of abutting. Any expansion of sufficient force to break the curb 
off would merely push the end of pavement out of line with face 
of curb where the pavement laps over, causing no damage to the 
work. The projection, if sufficient to be unsightly, can be 
chipped off. 

Mr. SNopcrass.—I would like to ask how far apart the ex- 
pansion joints should be spaced. I have laid several miles of side- 
walk in the southern states but have been unable to get in the 
expansion joint to the entire satisfaction of many of the engineers. 
The City of Lake Charles, La., specifies a '4-in. expansion joint 
spaced 30 ft. apart. An engineer in a city nearby forbids the 
expansion joint in their sidewalk construction and points to 
stretches of walk that have been down for 10 years and which 
show no defect whatever. 

Mr. KLemerer.—In Kentucky we put our joints very close, 
fill them with sand and do not have any trouble, although it gets 
pretty hot down there. We make our joints about % in. every 
On ft: 

Mr. ErLBACHER.—In our experience in sidewalks where they 
were only narrow widths, from 4 to 6 ft., say a block in length, 
400, 500 or 600 ft., there is certainly a great amount of expan- 
sion, there is no question about it. Where that particular walk 
joins a curb running around the corner we would in all instances 
stop the curb on the under side of the slab and have this lip over 
the top of the curb. So what expansion or contraction takes 
place will cause the slab to ride over the top of the curb itself. 
That was simply brought about by experience. We found that 
by putting on the curb first, starting on the corner and working 
from one end of the block to the other, the curb would either be 
pushed out or a crack form on the under side of the slab. In all 
cases of a narrow walk we do that, and in a good many instances 


Mr. Newton. 


Mr. Snodgrass. 


Mr. Kleiderer." 


Mr. Eilbacher. 


Mr. Eilbacher. 


Mr. Genthner. 


Mr. Eilbacher. 


Mr. McCullough. 
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we find it is more practical even in walks from building to curb. 
Instead of finishing the curb right up to the top surface, we build 
it 6 or 8 ins. wide to within the thickness required for sidewalk 
slab, leaving the joint in order to stop the curb at the under side 
of the slab and finish the edge of the sidewalk over the top of 
this curb. Whatever expansion takes place from the building to 
the curb will ride over, leaving a horizontal joint. It is just 
the same as a sidewalk joint would be on the top surface of 
the walk, making a horizontal joint along the street walk. In 
all cases where there is a curb used we give it a good batter, not 
make it plumb or vertical, so as to obviate the scraping of wheels 
at the top edge of the curb. 

Mr. WILLIAM J. GENTHNER.—I would like to ask in regard 
to expansion, whether it generally takes place the same year the 
walk is laid or the following season. 

Mr. Er~rpAcHER.—In my experience I find that expansion 
takes place as soon as the temperature changes. 

Mr. McCuLLoucu.—It has been my experience that the tem- 
perature changes will be noticed in the sidewalk each year. I 
put in a stretch of sidewalk 4 ft. wide, 6 ins. thick and 7o0 ft. 
long without any joints across it at all. It was put in a parkway 
and the grass came up to the surface on each side of it. There 
was nothing at either end to interfere with any movement that 
might be caused by expansion and contraction. We thought for 
three years that it was an absolute success and no expansion 
joints were needed; but at the end of three years that sidewalk 
had checked off pretty regularly in 25 ft. lengths. In the summer 
time the thermometer used to indicate in the shade sometimes 
from 105 to 110 deg. The minimum temperature in the winter 
would run from 1 to 3 below zero. So I concluded that side- 
walks of that kind with expansion joints every 25 ft. apart and 
extremely narrow blocks joined would do. If the sidewalks are 
butted up against curbs or built under the usual conditions of city 
sidewalks, 8 to 10 ft. would be a proper distance, and the joints 
should be as narrow as possible. In laying walks after that I 
put in alternate blocks, and painted the edges of the block with 
heavy bitumen, giving probably 1/8 or 3/16 ins. of a coating of 
bitumen on the ends of the blocks. The joints hardly showed 
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and still there was plenty of room for expansion or contraction 
and no danger of any dust or dirt falling in between to cause 
any great difficulty in case of expansion. I found also that 
there was quite a difference in the size of the expansion joints, 
depending on the temperature of the day the work was done. If 
the work is done early in the spring or late fall, when the tem- 
perature would be say somewhere between 45 and 60 deg., there 
is hardly any rule that can be followed for the expansion joints. 
If the work is done in the summer then make the expansion joints 
very small and tight and they will open up considerably as the 
weather gets colder. If the work is done in the winter then 
pretty wide expansion joints have to be used and sufficient 
bitumen to allow of the necessary movement. 

Mr. Linpau.—I should like to ask Mr. McCullough how he 
accounts for a sidewalk standing up two years and falling the 
third. If there are any physical reasons that he could give why 
it should not stand up indefinitely after standing two years. 

Mr. McCuttoucH.—I could not see it myself. The idea 
was this: there was some expansion and contraction taking place, 
undoubtedly. I think that the sidewalk contracted and expanded 
in a body rather than in one direction, and the temperature of the 
surrounding soil in which it was imbedded had a great deal to do 
with the fact that there was no change apparent on the surface. 
It was largely owing to the fact that this sidewalk was imbedded 
in the top soil that led me to make the experiment, and I was 
astonished myself the third year, when the cracks did appear in 
the fall. I cannot explain it except that perhaps the body of the 
sidewalk had been expanding and contracting for a long time 
within the limits of its strength, until a certain amount of co- 
hesion was destroyed and then cracks appeared. 

Mr. Kiemerer.—Alongside of that sidewalk during those 
two years, were there any trees? I thought maybe if there were 
and they were trimmed up, then-the pavement was exposd to the 
hot sun, that maybe would cause cracks. 

Mr. McCurtoucu.—There were small trees about 20 ft. 
from the walk. They had not grown large enough to throw any 
shade on the walk. It was exposed to all the heat that could 
come, 


Mr. McCullough 
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fr. Genthner. Mr. GENTHNER.—I have noted in several walks laid with 
open: joints that each year these joints become larger. I can 
attribute no other cause than the freezing of water in the joints, 
the expansion of which must move the blocks. 

fr. Schuyler. Mr. ScuuyLer—lI would like to ask whether this contrac- 
tion and expansion is more noticeable in a northern climate, 
where there is a great deal more frost, than it is in some southern 
climates where they have little or none? 

Mir, McCullough. Mr. McCutLoucH.—I sent out some four hundred letters a 
few years ago making that very inquiry and could not find that 
there was any difference at all. 


REPORT OF THE COMMITTEE 
ON 
SPECIFICATIONS, FOR-CEMENT.PRODUCTS. 


In preparing specifications for certain cement products, two 
methods have been employed. One method is to word the speci- 
fication so as to leave to the discretion of the manufacturer the 
methods of mixing, molding and curing the cement product and 
to specify the character of the finished product, giving various 
tests and requirements to which it must conform, also giving 
directions as to how the finished product shall be incorporated 
into the work for which it is intended. The second method is 
to describe the processes of manufacture and cover some of the 
points in the first method, but the number of tests to which the 
finished product is subjected is generally not so extensive. 

With products of this kind, which are usually made at a 
factory, it is difficult to prepare a specification describing the 
manufacture of the products which will be sufficiently general to 
cover all methods of manufacture. The Association should, there- 
fore, consider which method should be used in specifications of 
this kind. 

The Committee has prepared a Specification for Plain Con- 
crete Drain Tile and one for Architectural Concrete Blocks. 
In preparing these specifications it has been endeavored to con- 
form, as far as possible, to the standard specifications already 
adopted by this Association, and which follow the second method 
mentioned above. 

In considering these specifications it is thought desirable to 
call attention to certain points and to mention certain sugges- 
tions that have been made to the Committee since the specifica- 


tions were printed. 


PLAIN CONCRETE DRAIN TILE. 


Materials. First, that for the production of a strong imper- 
meable tile it might be well to emphasize more fully the value 
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of coarse sand, though it would probably be impracticable to 
definitely specify the coarseness of the various sieves. The fol- 
lowing clause has been suggested to replace that under “Fine 
Aggregate.” 

The fine aggregate shall consist of sand, crushed stone or gravel 
screenings, preferably of a siliceous nature and passing when dry a sieve 
having four meshes per lineal inch. It shall be clean, free from vege- 
table loam, or other deleterious matter and shall be well graded from 
fine to coarse, with the coarse particles predominating, the coarseness 
being such that at least 60 per cent. shall be held on a sieve having 
thirty meshes per lineal inch, and that not more than 5 per cent. in the 
case of natural sand, nor more than Io per cent. in the case of crushed 
stone or gravel screenings shall pass a sieve having one hundred meshes 
per lineal inch. 


Second, that in the clause relating to “Coarse Aggregate,” 
the words “retained on a sieve having four meshes per lineal 
inch” be substituted for the words “retained on a screen having 
¥4 in. diameter holes.” 

Third, that sea water salts should be excluded, and that the 
clause as given for water does not do this. 

Mixing. It has been suggested that the last clause in refer- 
ence to mechanical proportioning: might exclude certain mixers 
which have given satisfactory results, and should be changed to 
read as follows: 

All concrete shall be prepared and mixed in quantities requiring one 
or more full bags of cement. Methods of measurement of the propor- 


tions of the various ingredients, including the water, shall be used, which 
will secure separate uniform measurements at all times. 


There seems to be some difference of opinion as to the 
mixture that should be used in making tile. It will also be 
noted that a difference is made in the specifications in the pro- 
portions required for hand and machine made tile. Machine 
made tile are necessarily composed of a mixture which is rather 
dry and for hand made tile it is required that the concrete be 
of a consistency which will be forced into every part of the form 
by jarring or tapping. With this consistency it is considered 
that a I : 2%: 5 mixture will give equally as good results as a 
I:2:4 mixture of the consistency required in the manufacture 
of tile by machine. 


i 
ow 
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It may be desirable to slightly change the first paragraph 
under “Mixing” to read as follows: “The ingredients of concrete 
shall be thoroughly mixed in a practically dry state, sufficient 
water added, etc.” We believe this change would be advisable 
as the aggregates are not always obtainable in an absolutely 
dry state. 

Curing. In reference to curing there is some question as 
to the time required. This also applies to the temperature of the 
atmosphere in steam curing. 

Dimensions. Some specifications for concrete pipe allow a 
certain percentage of variation in dimensions, and require tests 
for strength and imperviousness. The minimum thickness of 
the wall is sometimes less than that given in these specifications. 


ARCHITECTURAL CONCRETE BLOCKS. 


The specification for Architectural Concrete Stone was 
changed in printing to read: “Architectural Concrete Blocks.” 
The Committee believes that Architectural Concrete Stone is the 
best heading for this specification, but it would be proper for 
the Convention to consider this point. 

The specifications submitted cover stone made by the tamped 
process and not stone which is poured. 

The suggestions made in reierence to the specification for 
Plain Concrete Drain Tile in so far as materials and proportions 
are concerned would apply to this specification as well. 

Facing. In reference to the clause Facing, it might be well 
to change the first paragraph to read: 


The facing shall consist of one part Portland cement and two parts 
fine aggregate (1:2) which shall be not less than 1 in. in thickness from 
any point on the exposed surface. It shall be thoroughly tamped into 
place in the mold and the backing immediately deposited. The surface 
between the facing and the backing shall be roughened to improve the 
bond. 


Consistency. Under this heading it has been suggested to 
specify something concerning the waterproof qualities of the 
stone. The absorption might be limited to say 10 per cent. 

Reinforcement. The question of reinforcement should be 
considered. This is required not only for shrinkage, but also 
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to prevent breakage in handling the stone, or in case of rough 
usage after being erected. It has been suggested that shrinkage 
does not properly describe this steel, and it would be better to 
call it reinforcing steel. 

It is also suggested that the hooping as specifed is so close 
that it will interfere with the tamping. It also might be better 
to place the reinforcement % in. back of the facing instead of 
the way it is specified. 

Curing. The same points mentioned in reference to curing 
in the case of drain tile will apply here. 

Laying. It is suggested that cement mortar is more likely 
to stain the stone than lime mortar, and that the latter would 
be strong enough where great weights are not to be carried. 


CEMENT HOLLOW BUILDING BLOCKS. 


The Committee would suggest that the present specifica- 
tions for Cement Hollow Blocks be discussed as to their practi- 
cability in past experience. It has been suggested that it would 
be advisable to adopt a standard thickness of joint and that for 
good appearance this should be made thin. The minimum thick- 
ness practicable at the present time is about 5/16 in. It is sug- 
gested that members who have had experience in laying blocks 
give their views on these points. 


ADDITIONAL SPECIFICATIONS. 


The Committee would like suggestions as to the cement 
products for which it is thought desirable to prepare specifica- 
tions, and also that those members who have had experience 
with these products communicate with the Committee, so that 


in preparing specifications advantage can be taken of their 
experience. 


W. P. ANDERSON, Chairman, 
PETER GILLESPIE, 

J-V> Jewers 

H. C. Turner, 

P. H. Witson. 


Note.—The specifications for Architectural Concrete Blocks and Plain Concrete Drain 


Tile appear in the following pages in their proposed form. The convention referred the 


specifications back to the committee with instructions to report at the next convention.—Ep 
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PHILADELPHIA, PA. 


PROPOSED 


STANDARD SPECIFICATIONS 
FOR 


ARCHITECTURAL CONCRETE BLOCKS. 


MATERIALS. 


Cement. The cement shall meet the requirements of the x. Materials. 
Standard Specifications for Portland Cement of the American 
Society for Testing Materials, and adopted by this Association 
(Standard No. 1). 

Fine Aggregate shall consist of sand, crushed stone, or gravel 
screenings, graded from fine to coarse, passing when dry a 
screen having 14-in. diameter holes, shall be preferably of sili- 
cious materials, clean, coarse, free from vegetable loam or other 
deleterious matter, and not more than 6 per cent. shall pass a 
sieve having 100 meshes per linear inch. 

Mortars composed of one part Portland cement and three 
parts fine aggregate by weight when made into briquets shall 
show a tensile strength of at least 70 per cent. of the strength of 
1:3 mortar of the same consistency made with the same cement 
and standard Ottawa sand. 

Coarse Aggregate shall consist of inert material, graded in 
size, such as crushed stone or gravel, which is retained on a 
screen having %4-in. diameter holes and will pass a 1/4-in. ring, 
shall be clean, hard, durable, and free from all deleterious matter. 
Aggregates containing soft, flat or elongated particles, shall be 
excluded. 

Water shall be clean, free from oil, acid, strong alkalies or 
vegetable matter. 
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PROPORTIONS. 


A bag of Portland cement weighing 94 pounds shall be 
considered as one (1) cubic foot. All concrete shall be prepared 
and mixed in quantities requiring one or more full bags of 
cement; the use of any device for mechanically proportioning the 
materials is prohibited. 

Backing. The backing of all block shall be made of one part 
Portland cement, two parts fine aggregate and four parts coarse 
aggregate (1:2:4). 

Facing. The facing shall consist of one part Portland 


cement, two parts fine aggregate (1:2), and shall be one (1) 


inch in thickness. It shall be thoroughly tamped into place in 
the mold and the backing immediately deposited. In order to 
prevent checks and hair cracks troweling will not be permitted. 

Only cement of the same color shall be used. Cements 
causing efflorescence shall not be used. 

The facing material shall not be allowed to become lumpy 
and shall be screened if necessary. 

Where color is required, only mineral colors shall be used. 


MIXING. 


The ingredients of concrete shall be thoroughly mixed dry, 
sufficient water added to obtain the desired consistency, and the 
mixing shall continue until the cement is uniformly distributed 
and the mass is uniform in color and homogeneous. 

a. Measuring Proportions. Methods of measurement of the 
proportions of the various ingredients, including the water, shall 
be used which will secure separate uniform measurements at 
all times. 

b. Machine Mixing. When the conditions will permit, a 
machine mixer of a type which insures the proper mixing of the 
materials throughout the mass shall be used. 

c. Hand Mixing. When it is necessary to mix by hand, the 
mixing shall be on a water-tight platform and the materials shall 
be turned until they are homogeneous in appearance and color. 

d. Consistency. The materials shall be mixed so as to pro- 
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vide sufficient water to insure a proper bonding and a dense 


~ concrete free from voids. 


e. Retempering. Retempering mortar or concrete, i. ¢., re- 
mixing with water after it has partially set, shall not be per- 
mitted. 


REINFORCEMENT. 


_ Bending. Sufficient metal reinforcement shall be provided 
to carry all stresses produced by the loads to which te blocks 
will be subjected. 

Shrinkage. No shrinkage reinforcement is required in 
blocks whose least dimension is more than one-third (1/,) of the 
length, such length being less than three (3) feet. 


4. Reinforce- 
ment. 


All blocks less than four (4) inches square shall have in ~ 


the center at least one bar equal to % of 1 per cent. of the cross 
section. 

All blocks over four (4) inches square shall have at least 
four %%-inch square bars, with mechanical grip, extending 
throughout the length of the stone, one bar to be placed in each 
corner. 

All blocks of over fifty (50) square inches in cross section 
shall have reinforcement equal to at least %4 of 1 per cent. of 
the cross-sectional area. The reinforcement shall be placed 
within % in. of the face of the block, and the bars shall not be 
more than 8 inches between centers, care being taken to place a 
bar in each corner or projection. Bars shall be hooped with 
bands or wires not more than 8 inches between centers. 


PROTECTION OF CORNERS. 


Ail corners and edges shall be sharp and well defined. They 
shall have true horizontal and vertical lines and no block will 
be accepted that is chipped or marred in any manner. 


CURING. 


Natural Curing. For the purpose of securing proper curing, 
the blocks shall be protected from the sun and strong currents of 
air, shall be sprinkled at such regular intervals as necessary to 


5. Blocks. 


6. Curing. 


7. Laying. 


8. Blocks Cast in 
Place. 


6. Discoloration. 
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prevent drying, and such other precautions taken as to enable the 
final set to take place under the most favorable conditions. 

At least twenty (20) days shall be allowed for curing. 

Steam Curing. The blocks shall be removed from the molds 
as soon as the conditions will permit and shall be placed in an 
atmosphere of steam saturated with moisture for a period of at 
least forty-eight (48) hours. The blocks shall then be removed 
and stored for at least fourteen (14) days before use, being 
sprinkled three times a day during the first seven days. 

Care to be taken to maintain the temperature at not less 
than 60 degrees Fahr, 


LAYING. 


Before laying, the various blocks and adjoining work shall 
be thoroughly moistened to prevent the absorption of water from 
the mortar. The mortar shall be composed of one part Portland 
cement, three parts sand and one part thoroughly slacked lime. 


BLOCKS CAST IN PLACE. 


If the block is cast in place the forms shall be sand-papered, 
shellaced, oiled, and if necessary sprinkled. A 1:2 mixture one 
(1) inch thick shall be placed next to the forms and a backing of 
very wet concrete of 1: 2:4 mixture added. In order to prevent 
checks and hair cracks troweling will not be permitted. All 
blocks shall be properly protected until accepted. 


DISCOLORATION. 


All blocks shall have uniform color. 


NATIONAL ASSOCIATION OF CEMENT USERS. 


PHILADELPHIA, PA. 


PROPOSED 
STANDARD SPECIFICATIONS 
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PLAIN CONCRETE DRAIN TILE. 


MATERIALS, 


Cement. The cement shall meet the requirements of the x. Materials. 
Standard Specifications for Portland Cement of the American 
Society for Testing Materials, and adopted by this Association 
(Standard No. 1). 

Fine Aggregate shall consist of sand, crushed stone, or gravel 
screenings, graded from fine to coarse, passing when dry a 
screen having 1%4-in. diameter holes, shall be preferably of sili- 
cious materials, clean, coarse, free from vegetable loam or other 
deleterious matter, and not more than 6 per cent. shall pass a 
sieve having 100 meshes per linear inch. 

Mortars composed of one part Portland cement and three 
parts fine aggregate by weight when made into briquets shall 
show a tensile strength of at least 70 per cent. of the strength of 
1:3 mortar of the same consistency made with the same cement 
and standard Ottawa sand. 

Coarse Aggregate shall consist of inert material, graded in 
size, such as crushed stone or gravel, which is retained on a 
screen having 14-in. diameter holes, shall not exceed in the largest 
dimension one-half the wall thickness of the tile, and shall be 
clean, hard, durable, and free from all deleterious materials. 
Aggregates containing soft, flat or elongated particles, shall be 
excluded. 
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Water shall be clean, free from oil, acid, strong alkalies, or 
vegetable matter. 


PROPORTIONS. 


A bag of Portland cement weighing 94 pounds shall be 
considered as one (1) cubic foot. All concrete shall be prepared 
and mixed in quantities requiring one or more full bags of 
cement, and the use of any device for mechanically proportioning 
the materials is prohibited. 


Machine Made Tile. 


& ins. and less in diameter. Tile in sizes up to 8 ins. in 
diameter shall be made of a mixture of one part of cement to not 
more than four parts of fine aggregate (1:4). 

Io to 16 ins. diameter. Tile from Io to 16 ins. in diameter 
shall be made either from a mixture of one part of cement to not 
more than four parts of fine aggregate (1:4), or of a mixture of 
one part of cement to not more than two parts of fine aggregate 
and four parts of coarse aggregate (1: 2:4). 

18 to 30 ins. diameter. Tile from 18 to 30 ins. in diameter 
shall be made from a mixture of one part of cement to not more 
than two parts of fine aggregate and four parts of coarse agere- 


Cates(ha2aA)e 


Hand Made Tile. 


& ins. and less in diameter. Tile in sizes up to & ins. in 
diameter shall be made of a mixture of one part of cement to not 
more than four parts of fine aggregate (1: 4). 

Io to 16 ims. diameter. Tile from Io to 16 ins. diameter 
shall be made either from a mixture of one part of cement and 
not more than four parts of fine aggregate (1:4), or of a mixture 
of one part of cement to not more than two and one-half parts of 
fine aggregate and four parts of coarse aggregate (1:2%4:4). 

18 to 30 ins. diameter. Tile from 18 to 30 ins. in diameter 
shall be made of a mixture of one part of cement to not more 
than two and one-half parts of fine aggregate and five parts of 
coarse aggregate (1:2%4:5). 
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MIXING. 


The ingredients of concrete shall be thoroughly mixed dry, 3- Mixing. 


sufficient water added to obtain the desired consistency, and the 
mixing shall continue until the cement is uniformly distributed 
and the mass is uniform in color and homogeneous. 

a. Measuring Proportions. Methods of measurement of the 
proportions of the various ingredients, including the water, shall 
be used which will secure separate uniform measurements at 
all times. 

b. Machine Mixing. When the conditions will permit, a 
machine mixer of a type which insures the proper mixing of the 
materials throughout the mass shall be used. 

c. Hand Mixing. When it is necessary to mix by hand, the 
mixing shall be on a water-tight platform and the materials shall 
be turned until they are homogeneous in appearance and color. 

d. Consistency. 

Machine Made Tile. For machine made tile the concrete 
shall be as wet as can be used and allow the immediate 
removal of the jackets. The concrete must be used 
within twenty (20) minutes after the time it is mixed. 

Hand Made Tile. For hand made tile the consistency of 
the concrete shall be such that it will be forced into 
every part of the mold by jarring or tapping. The 
concrete must be used within forty (40) minutes after 
the time it is mixed. The use of concrete requiring 
tamping is prohibited. 

e. Retempering. Retempering mortar or concrete, 1. ¢., re- 
mixing with water after it has partially set, shall not be per- 
mitted. 


FORMING. 


Under no circumstances shall tile be made in a temperature 
lower than 40 degrees Fahr. Tile shall be formed so as to 
prevent laminations or planes of weakness. 

Machine Made Tile. The tile shall be made in such a 
manner as to insure a dense and uniformly packed product with 
smooth ends and inner surfaces and show water marks on the 
outer surface (web-like markings indicating free moisture). 


4. Forming. 


5. Curing. 


» Dimensions. 


. Finished Tile. 


568 PRoposED SPECIFICATIONS FOR CONCRETE DRAIN TILE. 


Hand Made Tile. Concrete for hand made tile shall be 
forced into the metal forms by jarring or tapping in such a 
manner as will obtain a smooth, dense surface and shall remain 
undisturbed in the form for at least twelve (12) hours. 


CURING. 


Natural Curing. For the purpose of securing proper curing, 
the tile shall be protected from the sun and strong currents of 
air, shall be sprinkled at such regular intervals as necessary to 
prevent drying, and such other precautions taken as to enable the 
final set to take place under the most favorable conditions. 

At least twenty (20) days shall be allowed for curing. 

Steam Curing. The tile shall be removed from the molds 
as soon as the conditions will permit and shall be placed in an 
atmosphere of steam saturated with moisture for a period of at 
least forty-eight (48) hours. The tile shall then be removed and 
stored for at least fourteen (14) days before use, being sprinkled 
three times a day during the first seven days. 

Care to be taken to maintain the temperature at not less 
than 60 degrees Fahr. 


DIMENSIONS. 


Diameter. The diameter or size of a tile shall refer to the 
inside diameter and be uniform in all directions. Tile with a 
diameter of more than thirty (30) inches shall be reinforced. 

Thickness. The thickness of the tile wall shall be uniform 
throughout and shall not be less than one-tenth (*/19) of the 
diameter, with a minimum thickness of one-half (44) inch. 

Length. The length of a tile shall be uniform at all points 
and not less than the diameter, with a minimum of twelve (12) 
inches, and a maximum of thirty (30) inches. 


FINISHED TILE. 


Finished tile-shall be free from cracks and other defects 
which will appreciably diminish their strength, and shall give a 


clear metallic ring when struck with another tile or with a 
hammer, 


TOPICAL DISCUSSION ON CONCRETE PRODUCTS. 


Mr. A. C. RayMonp.—Our factory at Detroit, Mich., makes Mr. Raymond. 
concrete blocks and ornamental work of certain dimensions and 
sizes, all under a very heavy pressure. All our concrete stone 
and ornamental work, such as sills, lintels, coping and everything 
of that kind, whether rough or whether faced with white sand, 
granite, or limestone screenings or any form of facing, up to 66% 
ins. long, are made under a registered pressure of 200 tons; and 
after being subjected to the pressure they are immediately im- 
mersed in moist steam. Certain larger sizes, 6614 ins. long, 20 
ins. wide and 14 ins. thick, have to be made by ordinary hand 
tamped methods. We do the tamping in a steam room and do not 
move the product from. that time until it is ready to go into the 
yard or on the job, having immersed it in moist steam 
immediately. 

Now we have found most excellent results for this reason: 
that there is no loss of moisture by evaporation from the time 
the mixture is made until the block is cured; that is, until the 
initial set is complete. There is no loss by evaporation of the 
water of crystallization. The blocks, of course, when green are 
quite sensitive and tender, and the practice has been quite gener- 
ally to let the blocks stand for several hours in order to obtain the 
necessary strength to stand the impact of water from a hose, or 
even a gentle stream, a fine spray. In using the steam curing 
process, as I explained here, you cannot disintegrate even the 
most tender face of the block, and as there is absolutely no loss 
of moisture, the result is a much denser, harder, more efficient 
product than by any other method with which I am familiar. I 
have taken blocks that have been made 25 to 30 days and broken 
them, having placed them out in the sun after being steamed 24 
hours, and found the centers still wet, showing how thoroughly 
the moist steam permeates the concrete. Blocks so made show 
a very high crushing strength and are very low in absorption. 
I have tested blocks 24 days old, cured in that way, which have 
shown 1,941 lbs. per sq. in. crushing strength on a 9 in. height. 
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Bear in mind that a piece of concrete 9 ins. high cannot stand 
anything like the crushing pressure that a 3 in. cube does, and 
1,941 Ibs. at 24 days and 9 ins. high is probably 2,500 or 3,000 
Ibs. on a 3 in. cube. Blocks made like that entirely submerged 
in water for 48 hours, being weighed dry before being immersed 
and weighed at the end, have shown a gain in moisture of less 
than 4 per cent. Now if the general character of factory-made 
concrete can be. raised to such a degree of excellence as that, 
a great deal of the unfounded prejudice that exists against 
factory-made concrete ought to be swept away. 

In regard to proportioning and mixing, I think no man 
in the concrete business should ever make a mixture without 
first studying the character of his materials and scientifically 
computing the voids. This is a very simple process by means 
of the water measurements, and if the voids in the sand are 
33. 1/3 per cent. which means the proportion of 1:3 of your 
cement, do not make it 1: 4, because if you do it means that you 
have just that extra amount of sand which has no cementing 
qualities. Wherever that sand occurs in the block there will be 
a soft place and the block will be no stronger than the weakest 
spot in it. The same applies to the aggregates. The voids 
should be computed and the mortar made of the cement, sand 
and aggregates figured, so that the voids will exactly absorb or 
conceal that mortar, then you will have true concrete, that needs 
little or no waterproofing. 

Waterproofing, generally speaking, I think is a sort of refuge 
for poor concrete. If concrete is properly mixed and cured, 
very little waterproofing is required, except on fine work. 

I was hoping to hear some one give his experience with the 
use of hydrated lime as waterproofing. I suppose it is well known 
to most of you that the latest theory concerning the action of 
concrete or Portland cement in hardening is that it does not form 
crystals, but what is called a colloid, a jelly-like substance like glue. 
This action goes on for long periods of time, and is caused by 
the action of water on the free lime in Portland cement. Now 
if that is true, and that is the theory of the leading expert of the 
world, Dr. Michaelis, of Germany, then the use of hydrated lime 
as waterproofing only increases the amount of free lime in the 
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mixture over and above that of the cement particles, and tends 
to create that jell, so called, more freely and in a larger quan- 
tity than in acting alone on the cement particles. I am only out- 
lining the theory, Mr. Chairman, and I would be glad to know 
if any one has had experience in waterproofing by the use 
of hydrated lime. Tests have been made by the University of 
Wisconsin and private tests, all of which tend to show that the 
German theory is correct, and that concrete is actually strength- 
ened, I mean the crushing strength is actually increased by the 
use of hydrated lime. 

Mr. Dana G. CHaNnDLER—I would like to ask as to what 
is the average temperature of your steam room. 

Mr. RaymMonp.—I do not know that we have used thermom- 
eters to ascertain that, but it is just as low as will overcome the 
friction of the pipes and carry the steam in the form of a vapor ; 
no more heat than is necessary to produce moist vapor. 

Mr. CHANDLER.—How high must the temperature of the 
room be to injure the blocks? 

Mr. H. B. Arten.—I think the quality of the cement used 
makes a difference. If it is a well-seasoned cement the temper- 
ature may run higher than if the cement is fresh or green. 

. Mr. CHANDLER.—We are very careful about that. When 

our steam rooms get above 80 deg. we open them and turn on the 
hose, flooding the blocks. We have thermometers in each steam 
room and try to keep the temperature below 80 deg. In warm 
weather the temperature will rise, and we have found it a very 
good idea to turn on the water and flood our blocks, fill them with 
cold water. We get a better result and have found that if the 
temperature is allowed to get much above 80 deg. the blocks will 
turn white and get dry. 

Mr. ALtLtEN.—In regard to the use of hydrated lime as a 
waterproofing compound, there is an allowable percentage that 
may be used, and above that long time neat tests or mortar tests, 
1:3, show the briquettes to be weakened by its use. I think 
over 8 to 10 per cent. of hydrated lime will show a decrease in 
strength on a 28-day test, in 1: 3 mortar, using standard Ottawa 
sand and well-seasoned cement. 

Mr. R. E. Brooxs.—Reterring to steam curing it seems to 
me there is a theory that it is better to leave the concrete outside 
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the steam room for a certain length of time before it is subjected 
to live steam. If there is any one who has an opinion on that 
point I would like to hear it. In our steam curing rooms we 
put the blocks in as they come from the machines, taking 2 days 
to fill one room. The first night the steam is turned in and the 
blocks are thoroughly saturated. The second day the room is 
completed and then it is steamed two full days. We use the 
exhaust steam from an engine, and the temperature ranges from 
100 to 120 deg. We have excellent ventilation at both ends to 
help the condensation. The steam is let in through two pipes 
along the floor, so that it comes through the piles of blocks. 

Mr. CHANDLER.—We have experimented both ways and have 
found it best to put the blocks into the moist steam as quickly as 
possible, keeping the action of the cement moving along. If 
you leave the blocks out and let them dry out a certain per cent. 
of the strength of the cement is lost, while if they are put right 
in and moisture added, better edges and beautiful blocks result. 
We have tried the experiment and find the best way is to fill the 
car and shove it into the steam room. We use cars and steam 
rooms, 4x 5 ft. in section, just wide enough for the cars. The 
cars run in, one right behind the other, and the steam kept on the 
blocks 48 hours. Our experience is to give the blocks the steam 
as soon as they are made, not wait and let them dry out. 

Mr. RayMonp.—Our steam rooms are made of cement blocks 
of our own manufacture. They are 22 ft. long, 17 ft. wide and 
7 ft. high, and hold from 250 to 300 sq. ft. of wall, either 12 or 
8 ins. thick. We make about 1,000 wall feet per day and each 
of the steam rooms should fill in 2 or 3 hours, and then the steam 
is immediately turned on. 

Someone spoke of the desirability of putting the blocks into 
the steam quickly. Ours are always immersed in steam within 
2 or 3 hours after they are made, and the latest of them, of course, 
within a few minutes. Now the reason why blocks are kept out- 
side of the steam rooms for some time is that those who have 
to sprinkle the blocks cannot do so on a perfectly fresh block. 
It would disintegrate the surface of a fresh block, under even a 
light spray; so the blocks are kept out of the steam until the 
initial set occurs. The worst thing that can happen to a block 
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is to have the initial set occur under a constantly decreasing Mr. Raymond. 
moisture due to evaporation. There ought not to be a moment 

lost from the time the block is made until finally cured so that it 

has all the water it can take. The initial set occurs at various 

periods, 4, 6, 8, to 10 hours, depending on different brands of 

cement. If the initial set takes place under drying conditions you 

will never get good results. 

The steam rooms are made simply with a roll of canvas 
for a door on the front, and ordinary wooden barn doors, 
running on a track opening out into the yard. We do not 
use rack cars or transfer cars in our establishment. The blocks 
are taken directly from the machine in a steel car about 6 ft. 
long which constitutes the mold box and runs on a track laid on 
a wood girder on each side of the steam rooms, grouped opening 
directly on the track. It takes four men to unload a car, two on 
each side, our blocks are rather large, 32 ins., and weigh probably 
110 or 115 lbs. when they are green. They are taken from the car 
and carried by hand into the steam room and laid on a rack and 
are not disturbed again, so we save the large expense connected 
with equipping the plant with rack cars and tracks. We also 
avoid the jolting of green blocks on cars. We do not have a 
broken block day after day, because they are handled by hand 
and gently placed on the racks. 

Mr. Westey L. Crawrorp.—In mixing concrete I always Mr. Crawford. 
use 10 per cent. of hydrated lime and the result is that with proper 
curing a block is so hard that I can immerse it I in, deep on the 
face in water and keep it there for 3 months, but the moisture 
will not penetrate to the hole in the block. The blocks are immedi- 
ately put on a car and run into the steam rooms. We endeavor 
to use such quantities that the mixture is not more than 15 to 
30 minutes old before it is in the steam. I have found by experi- 
ence that there is something besides steam and moisture needed 
to cure a block. Just before a thunderstorm on a hot afternoon 
in the summer the set in blocks cured outside seems to be more 
permanent and hard than in a dry day. I use a gas engine and 
the exhaust from the gas engine is largely composed of carbonic 
acid gas. I have two steam rooms 18 by 30 ft. and introduce the 
exhaust from the engine into this room, dividing the exhaust so 
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that each room is supplied. I hardly agree that a low temper- 
ature is desirable. About 100 or 110 deg. have given me the best 
results. In fact I have introduced some heating coils in the room 
used in the winter time to keep the temperature up. Of course 
in summer that is not necessary. I believe a block made as wet 
as possible, properly tamped and proportioned, with Io per cent. 
of hydrated lime, comes nearest to giving a waterproof block. 
I have discarded the use of waterproofing compounds, because 
my experience has not been satisfactory. 

I would like to know if there is any one here who can give 
us information about the temperature of the steam room. I 
wish we might have more information on that subject. I heartily 
agree with Mr. Chandler that the quicker the product is placed 
in a moist atmosphere after the cement is mixed, the better are 
the results. 

I endeavor to leave the product in the steam for 48 hours. 
I have found that gives the best results. 

Mr. Cuartes A. Stowers.—I would like to ask as to the 
manner of handling the blocks in cold weather coming from the 
steam room. Can they be put right out doors without bad effects 
to the block? 

Mr. Crawrorp.—I would say that after the blocks have been 
in the steam 48 hours we find no trouble in putting them out even 
in zero weather. I am very careful to have 48 hours of good 
steaming before they are exposed to cold weather. 

Mr. StowErs.—That has been my experience. This is the 
first winter I have tried it, and was rather afraid. 

One of the speakers referred to curing blocks and taking 
them in the yard in any kind of weather after only 24 hours 
in the steam. 

Mr. RayMonpd.—Only 24 hours in the steam, and then hauled 
to the yard in any kind of weather. 

Mr. AtLEN.—I think this whole question at the present time 
is hinging around the same requirements for storage of bri- 
quettes for testing strength found in the Standard Specifications 
for Testing of Cement. When making up cement briquettes to 
test the strength of cement the briquettes are always placed 
under damp cloths or in moist closets to obtain the actual strength 
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as quickly as possible and yet at a uniform temperature. Now if mr. Allen. 
the heat is increased on cement blocks the set will occur quicker. 
You are going to get an early strength quicker, and then the 
strength may drop back faster. A steady gain in strength in 
the block will not result, only a quicker gain, which might per- 
haps be lost later. I think that the set of the block should go 
on naturally and progressively and not too rapidly. I think if 
some of the blocks were placed in different temperatures for 
different periods, that is, at a high temperature and a low temper- 
ature, and seasoned by steam, it would be found that the blocks 
cured at a low temperature would be higher in the ultimate 
strength obtained and a strength with a gradual and a steady 
gain rather than a quick gain and perhaps a falling back in 
strength afterwards. 

Mr. Errpacuer.—We obtain good results in steam curing Mr. Bilbacher. 
with a tube about 7 ft. sq. (7 ft. wide, 7 ft. high), with a flat 
ceiling entirely coated with cement on the inside, making it prac- 
tically airproof, a pipe running down along the center of this 
ceiling the full length of the tube, branching out from this pipe 
with various smaller pipes to the side walls at intervals of about 
5 ft. These are carried down to the floor level of the tube, with 
small petcocks so that they can be regulated according to the dis- 
position of the product on the inside. We do not make any special 
effort to raise the temperature in the steam room, but find that 
we get good results by keeping the temperature between 65 and 
80 deg. We have thermometers arranged so that they can at all 
times be seen through pieces of glass imbedded in the wall near 
the ceiling. This particular tube is constantly coated with water, 
so that the top layers of the blocks on cars are really sometimes 
pitted with small drops. The blocks that happen to be the 
last ones made are naturally on the top rack of the car and re- 
ceive some of this dripping from the ceiling. 

My theory in the matter is, as the result of actual experience, 
that as long as the moisture is supplied at a steady temperature, 
between 65 and 80 deg., good results are obtained. 

I would like to hear as to how long the blocks are usually kept 
outside before they are ready for use. We have in some instances 
taken blocks out of the steam room and transported them to 
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the work, ready to put into the wall in 4 days after they were 
made. Whether that is really good practice I do not know. I 
have had no complaints and have noticed no particular defects 
in the blocks, but I do not altogether know whether it is a prac- 
tical thing to do in the wintertime. I have noticed in the speci- 
fications for concrete blocks, that blocks, after being steam cured, 
should be kept moist and sprinkled for a period of 6 or 7 days, 
which seems to be altogether unnecessary. 

Mr. W. F. WisELoGEL.—As we are about to install a plant 
I would like to inquire of those who have steam rooms as to 
what is the most economic height, say in feet, above the track, 
to give the best results, and whether you should use a perforated 
pipe or simply turn the exhaust into the steam rooms. We will 
say the steam room is wide enough for two cars, with a passage. 

Mr. Brooxs.—It has been our experience that if the tem- 
perature runs over 120 deg., the moisture seems to go out of 
the block and it crumbles so that we try to keep the temperature 
be!ow 120 deg. and find the condensation is better and that a little 
ventilation helps to condense the steam. I think with the temper- 
ature at 150 deg. it would take out the moisture and you would 
not get the proper amount of condensation. 

Referring to the size of the room I would say that our steam 
rooms are arranged in the following way. One side is 8 ft. in 
height, the other is 6 ft. with a slanting ceiling to carry off the 
moisture. The steam room is 50 ft. long and 14 ft. wide. We 
tried to get the ceiling as smooth as possible, so that the water 
would run down, and in case we had a green product, the drops 
would do no injury. 

Mr. Stowers.—Our steam rooms are of monolithic construc- 
tion with reinforced concrete columns. There are three tracks 
taking four cars each. The ceiling over each track is in the form 
of an arch with a span of 4 ft. 6 ins. The center of the arch is 
about 6 ft. above the track and the spring of the arch is sufficient 
to clear the top layer of blocks on the car so that there is no danger 
of breakage. The small arch is advantageous in that there is only 
a short distance for the condensed moisture to run off. A room 
8 ft. high on one side and 6 ft. on the other would require a 
long slope, and I find that the condensed steam will drop from 
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all parts of the sloping ceiling instead of running off. We have Mr. Stowers 
very little trouble with the condensed moisture dripping on the 

blocks, and only at infrequent intervals do we find a pitted block, 

which is, of course, not sent out. ; 

At the present time we are using narrow cars which take 
one row of blocks; the largest one being 24 ins. That is all very 
well when you are making 24, 16, or 18 in. blocks, thus filling 
the pallets. However, if you are working on 16 in. blocks, only 
28 blocks will go on one car in 3 days. We have been recently 
reconstructing our cars. We drilled our racks 914 ins. apart 
all the way down on each side and put in a piece of pipe with 
cotter pins in to keep it from slipping, using set screws about 4 
ins. from one end. We also changed the size of the pallets, using 
boards 1 in. thick with a 34 in. cleat nailed on each end, all nailed 
on exactly alike. The blocks are carried from the machine to 
the car, which is in a pit, so that it is not necessary to lift high 
for the last deck, slip the block on and move it in until the cleat 
hits the adjusting nut on the end of the pipe. This places the 
block exactly in the center. One reason I am particular is because 
our tunnels are a little narrow. If you do not get it very nearly 
right the cars will not go in. The cars, instead of carrying 28 
blocks, as formerly, now carry 54 16 in. blocks, so we have 
practically doubled the capacity of the steam room without add- 
ing more cars to the equipment. The work was done in our own 
shops. 

I think it is a very good scheme for every block manufac- 
turer to have a little machine equipment in the shop, such as 
drills and a few other machine tools, so that it is not necessary 
to go to some outside shop for repairs. We have made changes 
on our cars right in the plant without interruption in the busi- 
ness, and we can have the use of the car until we get a chance 
to finish it. 

I believe we have the best shape of tunnel and form of steam 
room there is. I have not yet seen a better nor safer form to 
prevent dripping of water on the product. 

Mr. Raymonp.—I think the shape of the steam room gener- Mr. Raymond. 
ally depends on the class of business that develops in your com- 
munity. Now we make more dimension stones than blocks; the 
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blocks are a secondary consideration. Our factory is now running 
every day on dimension stone and we turn out from 600 to 800 
lin. ft. of sills, lintels, coping, belt courses, water-tables and other 
trim, in competition with natural stone. 

Our steam rooms are 17 ft. wide and 22 ft. long. We take the 
sills from the machine after subjecting them to a 200 ton pressure 
and carry them directly into the steam rooms. In order to save 
room, we tier the sills, water-tables, etc., 3, 4 or 5 ft. high, after 
which they are cured in steam. We have motors, using current 
from the Edison Company, and having no engine, make our steam 
as an independent matter from a 25 horse-power upright boiler, 
just like a big stove, and that is all we require to produce the 
steam. For block making purposes only, I imagine that a tunnel- 
shaped steam room would be the best. Dimension stone work is 
the most profitable part of the business, and one that is rapidly 
coming to the front, because you can face your stone in any colors 
and produce any texture you desire fully equal to that of the 
best limestone. I am making concrete of white silica sand with- 
out waterproofing, which is denser than Indiana Bedford stone. 
If any of you gentlemen think that this is an astonishing state- 
ment I will be glad to show you at the exposition samples of our 
concrete and compare them with Indiana limestone and other 
natural stones. I believe that well-made concrete is not only 
equal to the best natural stone, but better. 

Mr. Crawrorp.—I would like to ask those who are accus- 
tomed to making blocks, especially, what their experience has 
been with the wooden pallet and the iron pallet. I have found 
by experience that with the wooden pallet it is almost impossible 
to move a block without starting very small cracks, which 
weakens the block, and there seems to be no remedy. Using the 
iron pallet there is absolutely no cracking. 

Mr. Raymonp.—Our blocks can go into a building in 36 
hours, and they are hard enough to carry the weight that would 
be imposed upon them. Now during that hardening process there 
is a slight shrinkage in all concrete, no matter how heavily it is 
pressed or whether steam cured, sprinkled or otherwise. The 
effect of that is not disastrous to the strength of the wall, but 
if these blocks are laid in the wall too soon your mortar joints 
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will show cracks for the block does contract slightly. I think Mr. Raymond. 


it is estimated that in 30 days the ordinary block will contract 
1/16 in. in setting. It is liable to pull on the mortar joints, but 
other than that I do not think there is any danger in using blocks 
promptly. Still, to guard against all contingencies, I should think 
it would be well to allow about 2 weeks for the hardening of 
steam-cured blocks. Then you are sure, and in that period the 
shrinkage has gone on to such an extent that the subsequent 
shrinkage for 2 weeks more will probably not affect the mortar 
joints much. 

Now as to pallets. We use in our dimension work very 
large pallets, maple or Georgia pine or southern pine or Norway, 
about 2 ins. thick and 5% ft. long. We make large numbers of 
stone 5% ft. in length, and all are made on a single wood pallet. 
Now these pallets must undoubtedly be kept in good condition 
or they will warp and thus crack the stone as Mr. Crawford 
said happens to much of his work done on a wood pallet. We 
never use iron pallets with these large dimensions; they would 
be too heavy. 

Mr. Srowers.—Speaking of the shrinkage of blocks, I have 
a factory building in Akron, Ohio, where I put up a temporary 
building and built my factory of blocks made on the ground. 
A geat many of the blocks went into the building 48 hours after 
they were made, with the result to-day that shrinkage that has 
taken place and loosened the mortar and you can see daylight. 
It is very slight, but it is there. 

Mr. RaymMonp.—Our method of introducing the steam is 
through small holes. The pipe comes from the boiler up to the 
center of the ceiling, and then pipes run down to the sidewalls to 
within about 16 ins. of the floor of the steam room. Then pipes 
run the whole length of the wall, within about 16 ins. of the floor, 
perforated every 4 ins. downward, so that the steam when it 
emerges from the pipe enters the steam room in an oblique direc- 
tion from both sides, and the jets rise through the blocks. I do not 
think that the manner of the introduction of the steam is one of 
such great importance, as the steam condenses on the blocks, thus 
feeding it gently with water. The blocks at first are very much 
colder than the steam and remain colder than the steam for a 
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considerable period; wherever the steam touches the block it con- 
denses into a drop of water which is absorbed by the block later. 

I think this is the explanation of the advantage of the method 
of the gentleman who stated that every little while they let out 
a little heat and flood the blocks with water. I think that simply 
cools them and enables them to condense the steam more freely 
when it is back again. I do not believe it makes a great deal of 
difference in what way the steam enters the steam room, as it will 
go at once to the top. The main thing is that it shall be so intro- 
duced as to gather around all the blocks and condense upon them. 

Mr. CHANDLER.—We introduce the exhaust steam from the 
engine inside of the steam room under the track, pipes leading 
both ways under the car and discharging the steam lengthways. 
The steam rises, fills the upper part of the steam room and then 
condenses and settles. When the steam is started in the steam 
room it can be seen to pass right up through the car and the 
blocks. Our steam rooms are 4 ft. in width, between 5 and 6 ft. 
in height, and each steam room contains six cars. When we 
want to empty a steam room we keep the doors open for a short 
period, as the blocks dry off much better to handle. As has been 
said, I do not think there is very much difference as to the way 
the steam is admitted, as long as it is well distributed and not 
too hot, and with plenty of moisture. 

Mr. J. H. CuristopHer.—I would like to have the opinion 
of those present as to whether it is necessary, after a block has 
been cured for 24 or 48 hours in the steam room, under proper 
conditions, to wet the block afterwards in the yard? 

THE PRrEsIDENT.—The Chair would say that steam curing 
properly done should leave the product in a wet condition. If the 
temperature is so high that the block comes out dry, the damage 
has probably been done in the steam room itself. On the other 
hand, the difference in temperature between the steam room and 
the air may be such as to cause a rapid evaporation of the water. 
But if the curing has been properly done in the steam chamber, 
then there can be no material damage done to the block, for the 
reason that the hardening has already proceeded and given the 
strength which would ordinarily be obtained in 30 or 60 days. 
You would not ordinarily wet a block at the end of 30 or 60 days, 
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but if the difference in temperature is such that there is likely to 
be a rapid evaporation of water it might not be a disadvantage 
to sprinkle it. The Chair is of the opinion that if properly cured 
no sprinkling is necessary. 

The object, of course, of steam curing is to obtain in a short 
time a strength which, under natural conditions, it might take 
weeks to attain. Now I believe it is good practice to allow the 
initial setting of a cement to start under natural conditions and 
a certain strength: to be obtained in the product before this artifi- 
cial acceleration is given to it. The reason for putting the 


. product into the steam chamber is simply to supply heat, which 


increases the rapidity of the chemical action of hardening. If 
you have heat alone you get a dry atmosphere, which takes from 
the product the water which is necessary for the hardening, so 
you manifestly must have moisture, and I think the best results 
are obtained by allowing the product to cure normally or set nor- 
mally for 12 hours, at least, perhaps 24 hours, and then to be 
put in the steam chamber, although it is a fact that the product 
can under proper conditions be placed directly in the curing 
chamber without any detrimental results. 

Mr. Stowers.—One of our members has spoken of period- 
ically sprinkling his blocks after they are put in the steam room. 
I do not believe it is a good idea and I would like to have our 
President give us his opinion. It seems to me that this would 
lower the temperature, and unless the water has been heated it will 
certainly lower the temperature of the blocks, and will not this 
retard the chemical action? Is it not better when you once put 
them in to let them go right straight along and depend on the 
condensation of the steam to give the moisture, instead of sprink- 
ling and putting steam on again. You get the same results as 
curing in the air if you sprinkle a block and cool it off. In air 
curing the block cools off at night and in the morning the tem- 
perature has to rise again before the process of curing goes on. 
That is why it is it takes so long to cure a block in the air. You 
get the results in a few hours by steam curing (only because you 
keep the temperature steadily at one point), which you naturally 
get in days by putting the blocks outside, where the temperature 
is constantly varying. 


The President. 


Mr. Stowers. 


The President. 


Mr. Stowers. 
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Tue PresipeENT.—The President wants to correct the impres- 
sion that he is a manufacturer of cement products; he is only 
interested in the theory tested experimentally, under conditions 
as near as possible comparable with manufacturing conditions. 

The steam-curing chamber is variable in action depending 
on its size; for example, if you had a chamber the size of this 
room and turned in live steam and attempted to obtain a satu- 
rated atmosphere, you would find that it might be saturated near 
the floor where it was damp and cold, while you would have heat 
up at the top, and it would be dry. So in a curing chamber you 
may have conditions under which your product at the top is dry- 
ing out while at the bottom it is perhaps being properly cured. 
If that is the condition then your curing process is imperfect. 
An attempt has been made to resort to spraying to compensate 
for this defect in the process of curing. I agree that it is not a 
proper thing to sprinkle during the process of curing. If your 
product is green you will certainly have to provide some way of 
preventing water from coming in contact with it, otherwise it 
is going to pit or mark the product. The best results can be 
obtained by having low pressure steam, that is thoroughly 
damp, so that when the chamber is closed the air is so moist 
that condensation occurs all over. Under these conditions proper 
curing is obtained. It depends largely on the size of the product 
that is being cured as to whether or not the temperature changes 
will have any important effects. The low rate of heat con- 
ductivity of concrete is such that it is not readily susceptible 
en masse to ordinary changes in temperature. So that if the 
curing once gets well under way the heat developed by the chem- 
ical process of hardening supplies a certain amount of heat. You 
can accelerate the initial process by a temperature sufficient to 
start and maintain hardening. The advantage of proper steam 
curing where the air is uniformly moist, is that the product comes 
out with a uniform color, which may not be the case if it is 
attempted to spray. 

Mr. Stowers.—I would only say, if we are going to attempt 
to steam cure at all, 1f our steam rooms are not built so that we 
can get practically a saturated atmosphere, we had better build 
them so it can be done. That is the principle on which I build 
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my steam rooms, and if they were not that way I would endeavor 
to have them that way. 

Mr. CHANDLER.—I am the one that started the idea of 
spraying, and if I am wrong I want to be set right. I discovered 
that when my steam rooms reached 100 deg. that my blocks were 
dry. I then opened the doors and sprayed the blocks with water to 
bring down the temperature and also to moisten the blocks. We 
endeavor to keep below 80 deg., and find that it is a pretty good 
idea during the hot season, and the blocks will stay in better con- 
dition. I do not leave my steam rooms open for a period of time, 
not giving them any heat whatever. We simply water the blocks, 
and that cools them off to below 80 deg. Then the doors are 
closed and the low pressure steam exhaust turned on. I have 
had exceedingly good results that way. 

Tue Presipent.—The Chair would call attention to the fact 
that when you open up the steam rooms you let out the moist air. 
You are defeating the very purpose you are trying to attain. If 
your steam room is so designed that it will not properly cure 
the blocks without spraying, you should change it. You never 
should have a condition in the steam rooms that the blocks get 
dry, because the very moment they get dry you are going to 
seriously impair the strength of the blocks. 

As to the degree of temperature, some people think that 80 
deg. is better than roo. That is a mistake. It is not a question 
of pressure, but it is a question of a uniform moist heat the 
essential being that it shall be a moist heat. If it is a moist heat 
you cannot have drying out and there is no necessity for spray- 
ing; and if you cannot get a moist heat then do not cure with 
steam. 

Mr. Stowers.—l would suggest that the gentleman who has 
just spoken has too much exposed pipe in his steam rooms, and 
that is where he gets the high temperature. There is radiation 
from the pipe before the steam gets out to the atmosphere. We 
find in our steam rooms that the best results are obtained by 
simply having a pipe run down along the side, the end run 
through from a T with valves to shut it off from the pipe. We 
have no radiation whatever from the steam pipes inside, except 
perhaps 4 or 5 ins. of pipe projecting inside the tunnel. We 


Mr. Stowers. 


Mr. Chandler. 


The President. 


Mr, Stowers. 


Mr. Stowers. 


Mr. Raymond. 
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never have anything like roo deg. inside the tunnel, and if I dis- 
tributed it as suggested and the heat still came up in the cars, I 
should certainly bury the pipe in the ground and bring it up to 
the surface with a short end and to a considerable extent save 
the drying due to radiation. 

Mr. RaymMonpv.—Our President made a statement a few 
minutes ago which I think might leave a misleading impression, 
and I would like to call attention to what seems to me is a mis- 


“statement. He mentioned a few moments ago the desirability 


of letting blocks harden naturally for certain periods before being 
introduced into the moist steam, Io or 12 hours. Now the 
opinion expressed here by every one before you came in, was 
that they should be put into the steam at the very earliest moment ; 
and I would like to ask his professional opinion. When you 
make a test block in the laboratory, then you put it under water, 
where it is kept constantly saturated in order to make high-class 
concrete that will stand a high test. If you can approach that with 
factory-made concrete you are reaching pretty nearly laboratory 
conditions, which are the ideal. 

Now my experience and the experience of several others is 
that the quicker the concrete is placed in the moist steam the better. 
We turn the steam on our concrete blocks within 1 to 2 hours for 
the longest period and 5 minutes for the shortest. We do hand 
tamped work in the steam rooms, take the molds off, and do the 
patching or trimming with a trowel, leave it in the kiln and turn 
the steam on immediately. We find very strong and hard feather 
edges on our ornamental work treated in that way, and our blocks, 
even at 24 days show substantially 2,000 Ibs. compressive strength 
per sq. in. 

Now I am afraid that the statement that he made of the 
desirability of hardening naturally may go out to the concrete 
fraternity generally, and they will think that that is the best way 
to cure the block; and I would like to have him state, if he will, 
in view of the fact that the initial set is complete in say all the 
way from 2 to 6 or 8 or 10 hours—now during that period, if 
there is no loss by evaporation of any moisture, but all the ad- 
ditional moisture that the block will take is fed to it, will you 
not get a far better result than to lose during a period of 12 or 
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24 hours—and he mentioned 24 hours—a portion of the water Mr. Raymond. 
that is necessary for the formation of the crystals? 

THE PRESIDENT.—I think Mr. Raymond has raised some The President. 
very good points, and I think my statement does need an explana- 
tion. We sometimes are prone to look at things from a theo- 
retical point of view and overlook practical conditions. Now in 
the ordinary cement product plant, at full blast in the summer, 
when the air perhaps is hot and dry, it would certainly necessitate 
keeping the block damp or moist, as Mr. Raymond has said, in 
order that the proper preliminary hardening shall take place; 
if that is difficult, troublesome or not convenient, then I quite 
agree with Mr. Raymond that probably better results would be 
secured by putting the product immediately into the steam 
chamber. But in making that statement I neglected to say that 
in keeping it for a period of 12 hours—and I fixed that approxi- 
mately, because ordinarily the product would be made to-day and 
to-morrow, at a convenient time, which might be Io or 12 hours, 
depending on when the product had been made and when it went 
to the steam chamber—the product must necessarily be in moist 
air, unless it so happened that during that period the natural air 
was sufficiently humid to supply the block with the moisture 
which is necessary for the hardening. 

In the experiments which were made under my direction on 
steam curing we did find that the preliminary natural curing for 
a period extending from one day over to the next was beneficial. 
We find, of course, alluding now to the laboratory conditions 
under which cement is tested, that to secure uniformity of test 
it is necessary to preserve the test piece for the same period, or 
at least until the initial set has occurred in moist air. If it is 
allowed. to cure under natural conditions, the natural conditions 
that promote curing are conditions in which the air must be 
moist. If the air is hot and dry it is not in the proper condition 
for natural curing. 

Mr. CrAwrorp.—There are two questions I would like to Mr. Crawford. 
ask the Chair. I referred to the use of carbonic acid gas in 
connection with curing blocks, and as you have said roo deg. 
of heat was too much, will you kindly tell us what is the proper 
temperature to get the best results in steam curing? 


The President. 
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Tue PrESIDENT.—I do not think that can be answered. But 
what I do want to convey is that it certainly ought not to exceed 
100 deg. While our experiments are not completed they seem 
to indicate that an exhaust steam at a temperature of less than 
100 deg. is best, and the pressure should be quite low. Of course, 
the higher the temperature, the heating of the block has a 
tendency to draw the moisture from the air and the block. So 
that you want a gentle temperature which accelerates the harden- 
ing without producing a condition of drying. I cannot answer 
that authoritatively; I do not know. But I certainly would say 
that it is not desirable to go beyond 100 deg. 
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WATERPROOFING CONCRETE WITHOUT ALTERING 
ITS APPEARANCE. 


By Ciroyp M. Cuapman.* 


While in search of a suitable material, coating or treatment 
to be applied to the surface of porous outer walls of concrete 
block or monolithic structures to prevent the absorption of water 
during rain storms, and the consequent dampening of the inner 
surfaces of these walls, a series of tests have been undertaken 
by Westinghouse, Church, Kerr and Company of New York. 
The purpose of these tests may be stated as follows: 

To find a material, which, applied to the surface of a struc- 
ture already completed, whose walls were of such porosity as to 
absorb water during rain sufficient to dampen the interior of the 
walls, would render that outer surface waterproof without ma- 
terially altering the natural color or appearance of the concrete 
blocks or monolith. 

There are a number of processes upon the market which 
claim to accomplish this desired result; in fact so great is their 
number and so wonderful their claims that we were at a loss to 
know which to select and so decided to test them all. To fulfil 
the requirement that the appearance of the structure should not 
be altered it was necessary that the waterproofing material be 
of the nature of a colorless solution or wash, and not of the nature 
of a paint or enamel. This requirement at once eliminated from 
consideration the many so-called waterproof paints and cement 
coatings containing pigments of whatever nature. For however 
closely a paint may approach the natural color of the concrete 
it always changes the appearance of the surface to which it is 
applied, as a concrete structure is not of one color throughout. 
We secured 19 samples of compounds made by 14 manufactur- 
ers, which the makers claimed would do just what was required. 
The method of testing was as follows: 


*Engineer, Westinghouse, Church, Kerr and Company, New York, N. Y. 
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A number of cubes, about 3 ins. each way, were molded 
with a depression on one side large enough to hold about 4o cu. 
cm. of water. These cubes were made of a rather dry mixture 
of one part of Portland cement and three parts of crushed 
granite, by volume. The crushed stone was screened through a 
5 mesh screen, and contained all sizes of particles from impalpable 
powder to pieces just passing the screen, all as it came from the 
crusher. The resulting cubes were very porous and absorbed 
water greedily. After these cubes had thoroughly set, being 
kept moist while setting, and had dried out, they were tested’ 
for porosity by filling the depression with water, and noting the 
time required for the cubes to absorb it. As the cubes were 
hand molded and rammed, they were not all of the same density, 
and any cubes which required more than one minute to absorb 
the water were rejected and not used in the tests. 

After allowing the cubes to again thoroughly dry out, the 
side having the depression or cup was given a liberal soaking 
coat of the waterproofing compound under test. Only the one 
surface of the block was coated. No compound was applied to 
the block except to the inside of the cup and the remaining flat 
surface around the cup. This first coat was allowed to dry and 
a second liberal coat or as much as the concrete would absorb, 
applied. In some cases very little compound would be taken in at 
the second application. In other cases it appeared to take as 
much for the second as for the first coat. After the second coat 
had dried a test of its efficiency was made as follows: 

Thirty cu. cm. of water were placed in the cup, a watch glass 
placed over it to prevent evaporation, and the bowl left undis- 
turbed until the water was wholly absorbed by the concrete. 
The time of placing the water in the cup was noted and the time 
when it was completely absorbed. As the size of all the cups 
was the same and the amount of water measured, the area of 
surface exposed to the action of water was the same in each 
case. All other factors being approximately equal the efficiency 
of the waterproofing compound was proportional to the time 
required for the water to pass through it into the porous body 
of the block. 


After this test the cubes were placed on a roof exposed to 
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the action of the weather for a number of months, and again 
tested as before with 30 cu. cm. of water, and the time required 
for complete absorption noted. Again, they were placed on the 
roof where they now are awaiting further tests. The action of 
the weather does not seem to improve many of them. 

Of the 19 samples tested, on the first test, that is before 
being exposed to the weather: 


5 required less than 1 hour to absorb the water; 
4 took more than 1 hour, but less than 1 day; 
7 stood more than 1 day, but less than 1 week; 
3 held the water for more than 1 week. 


After exposure to the weather for several months the fol- 
lowing results were obtained: 


7 stood less than 1 hour; 
II more than 1 hour, but less than one day; 
t held the water for more than 1 day, in fact 9 days. 


In the case of one compound only one coat was applied, as 
the maker stated that one coat was all that was needed; one 
coat would do the work perfectly and any more would be useless. 
This article, after exposure to the weather, lasted just 27 minutes. 

Now, as to the appearance of the treated surfaces. All of 
the makers presented their samples with the claim that they would 
not alter the color of the concrete. Of these 19 preparations, 9 
darkened the concrete surface to which they were applied, 1 
made the surface lighter and the remaining 9 had little if any 
effect upon the color. 


Mr. Laughlin. 


Mr. Chapman. 


DISCUSSION. 


Mr. A. H. Laucuiin.—I would like to ask whether a 
cement block, properly made and of good material, requires a 
waterproofing compound at all? Will it not shed water? 

Mr. CLtoyp M. CHAapMAN.—The circumstances which brought 
about the tests answer this question fully. When the power- 
house at Cos Cob, Conn., the plant furnishing power for the 
electrification of the New York and New Haven Railroad be- 
tween New York and Stamford, Conn., was built, it was found 
to be so porous that something had to be done to the walls. The 
moisture came through the walls and ran down on the inside, 
endangering the electrical apparatus at its 11,000 volts. We pre- 
sumed, of course, that the concrete blocks were porous and set 
about to find some treatment that would damp-proof them with- 
out altering the appearance of the building, to beautify which a 
great deal of money had been spent. The blocks were made of 
a dense, rich facing, with a leaner backing, on a face down ma- 
chine, of a dry mix. Some of these blocks were taken to our 
office, the faces cut off of them, and various coatings applied to 
the block. Water was then applied to the treated faces, and the 
percolation or absorption noted. As a check, some untreated 
blocks had water applied to them in the same way, and it was 
found that there was very little percolation or absorption in the 
untreated blocks. The fault was not in the blocks; the entire 
fault was in the mortar between the blocks. The result was 
that the remedy we had to apply was to take out a little of that 
mortar between the blocks in the wall, which we did easily and 
rapidly with a small pneumatic tool and repointed with a mortar 
which was waterproof. The result was quite satisfactory. 

This paper was prepared very largely with a view of present- 
ing a simple method of testing waterproofing compounds which 
anybody could use and could draw their own conclusions. This 
test is simple. It does not require a great length of time, and an 
individual or a company having frequent use for such an article 
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could within a month’s time come to a determination of their 
own as to what was good and what was bad. 

THE PRESIDENT.—The Chair does not think it desirable to 
discuss the merits of the particular compounds, the essential thing 
in this discussion is, of course, the results of tests and the methods 
used. The Chair would call attention to the time element in test- 
ing waterproofing compounds. Many waterproofing mediums 
that apparently are quite efficient at the beginning of the tests, 
after a year or more, begin to show a decided decrease in effi- 
ciency and in many cases the efficiency disappears completely. 
In the Chair’s opinion probably 75 per cent. of the compounds 
on the market at the present time are worthless as permanent 
waterproofing mediums; there is undoubtedly a great deal more to 
the subject of waterproofing than the behavior under laboratory 
tests, and data obtained from the results of tentative tests of a 
few months duration are interesting but of little value in esti- 
mating the permanent value of the material under test. But, 
after all, the Chair believes that a well proportioned, well bal- 
anced concrete, properly mixed and placed will give the 
requisite density for the desired water tightness. Where concrete 
is improperly proportioned and placed, or where the process of 
manufacture does not admit of a dense product, it may be neces- 
sary to resort to the use of one of the numerous compounds in 
order to secure a water tightness that will make the product 
suitable for the purpose for which it is intended. The Chair be- 
lieves it to be a fact that if such materials are used it is evidence 
that the process which makes this use necessary is defective and 
that means should be taken to remedy it as will render the use 
of waterproofing compounds unnecessary. Of course, I appre- 
ciate the fact that there are conditions where some elastic medium 
must be used in connection with the walls of a structure so as to 
prevent the flow of water through the construction joints or 
other unavoidable openings. 

Mr. CHapMan.—It might be added that some 25 compounds 
are now under test which have not been exposed a sufficient 
length of time to give the results in this paper. They were ex- 
posed last fall, and I do not consider that they have been out long 
enough to furnish a sufficient test. Possibly next year we may 


Mr. Chapman. 


The President. 


Mr. Chapman. 


Mr. Chapman. 


The President. 


Mr. Werking. 


Mr. Clark. 


592 DiscussION ON WATERPROOFING CONCRETE. 


give the results of some 50 or more compounds, and further 
tests on these same compounds. The time was not specified in 
the paper because they have not all been out the same length of 
time. The first were exposed about 2 years ago, the last 6 or 8 
months ago. 

Tue PresipentT.—I would like to add another word on this 
subject, that is, that the Government has been experimenting 
with waterproofing compounds and at the present time has some 
64 under test. The preliminary report on the tests of 40 of these 
compounds, extending over a period of one year, is now in pro- 
gress of publication. These tests involve a study of the resist- 
ance of the material under various pressures and also as a damp- 
proofing medium as described by Mr. Chapman. This latter, of 
course, is a study of the ability of the material to insulate cement 
mortars and concrete against dampness. 

Mr. Frank D. Werxinc.—I have been in the block busi- 
ness on a fairly large scale for 5 years, the last 3 years using 
a face-down machine in connection with an upright machine. 
It is my candid opinion that the best dry block made is not 
waterproof. I make blocks with a 1:4 back and a 1% heavy 
face, and have never yet found a block that would prevent moist- 
ure from penetrating through an 8 in. wall. I have built a num- 
ber of houses, and after the first house have always studded the 
walls. During the past summer I have been experimenting with 
white lead, and it certainly does shed water. I do not believe 
that tamping, with a rich material and dry process, will pro- 
duce a waterproof block, and it seems necessary to use the dry 
process in order to obtain a nice block. 

Mr. Frank E. Ciarx.—I have followed practically in the 
footsteps of the New York and New Haven Railroad, that is, 
the blocks made at Cos Cob station power-house, by taking 
the stone and having it ground fine and using a 1:2 mixture, 
there is practically no absorption whatever, using an automatic 
tamping machine. I have sold, within the last year, about 180,- 
000 blocks, and now have orders for 1,200,000 blocks. This almost 
speaks for itself that the material naturally must be nearly water- 
proof, as no waterproofing whatever is used, but only ground 
granite in making the mixture, and first-class cement. 
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Mr. WALTER F. BALLINGER.—As was pointed out by Mr. Mr. Ballinger. 
Chapman, one thought seems to have been lost sight of. The 
moisture in that case came through the joints and not through 
the blocks. We had similar experience with brick walls, a shale 
brick, which seemed to be particularly dense and non-absorbent, 
and yet the inside of the 13 in. walls was quite damp. I think 
the very fact that the brick was so dense was the cause of the 
dampness inside, that is, the mortar did not take hold of the 
brick to the same extent as it would with a brick which absorbed 
moisture. We noticed that the mortar appeared to shrink away 
from the brick. I think if the brick had been an ordinary clay 
brick and would absorb a moderate amount of moisture there 
would have been no trouble with the moisture on the inside of 
the wall. In fact, we have had no trouble in any case where the 
ordinary brick was used, 
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COST AND ADVANTAGES OF CONCRETE DRAIN TILE. 


By J. H. Lrsperton.* 


The manufacture of concrete drain tile necessarily resolves 
itself into three main divisions: those which are made by machine 
using a rotating trowel; those which are tamped, either by hand 
or machine, and those which are poured. 

There are two different methods of manufacture for tile 
made by a rotating packer-head, the distinguishing feature being 
in the packer-head itself. In one case the packer-head is split 
into two sections, the upper portion being called the packer and 
the lower the trowel. The trowel rotates at one-half of the 
packer speed, the idea being to give a dense mixture and a smooth 
inner surface with as little wear on the head as possible. The 
other method of troweling tile into shape consists of using a one- 
piece packer-head obtaining much the same effect as with the 
one split into two sections. It should be the object of any machine 
to so compress the concrete that when the jacket is removed the 
tile will stand on either end. With some heads it is necessary 
to stand the tile on the upper end as it comes from the machine, 
since that one is packed better than the lower. 

Under the division of tamped tile are found those made by 
hand and those made by machine. The hand method 1s not recom- 
mended since it does not tend to produce tile which are uniform. 
The fact that the material is tamped in layers is apt to produce 
planes of weakness which materially affect the quality of the 
finished product. The personal equation also enters, and in all 
probability the tile which were made in the morning are of a 
better quality than those which the workman rams up in the 
evening after a hard day’s work. Mechanically tamped tile are 
proving very satisfactory and are made by a machine which 
revolves the inner and outer jackets, feeding the concrete in 
meanwhile. A tamper working up and down at about 300 
strokes per minute, gives a blow of 60 or 80 pounds. It is evi- 
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dent that with this method the operation of manufacturing tile 
can easily be duplicated time and time again, thus insuring their 
uniform quality. 

A more or less satisfactory substitute for machine tamping 
is found in the pneumatic rammer which, although it will always 
strike the same blow, has the objection that the concrete must 
necessarily be rammed into position in layers. 

The third division embraces tile which are made by the 
poured process, or with a concrete of such consistency that no 
tamping is required, but the concrete is rather jarred or churned 
into place. This method is proving quite satisfactory where a 
particularly dense concrete is required for draining alkaline soils 
or for the manufacture of sewer pipe. 

It is not the object of this paper to fix or endeavor to calcu- 
late the maximum or minimum costs per thousand tile, but rather 
to indicate a method of procedure which will place the manufac- 
turer in a position to know definitely what his tile cost him, as 
well as the distribution of cost over the different headings. It 1s 
to be regretted that the manufacturers of concrete tile machines 
are inclined to paint a more brilliant horizon for the prospective 
tile manufacturers than is warranted by actual practice, and often 
omit important items of cost such as interest on the investment, 
depreciation on the plant, renewals of machinery parts and the 
repairs on the building and machinery. The manufacturer also 
is inclined to neglect these details and consequently is oftentimes 
at a loss to determine why his plant does not pay better. 

Since the methods of keeping costs can be equally as well 
illustrated with one method of manufacture as another, the cost 
data will be confined to tile of small diameter, 4 to 12 ins., as 
made with a rotating packer. 

After studying the different methods generally employed for 
keeping cost data it was found that the card system was in all 
probability the most practical. By this method, space is saved 
and the bookkeeping reduced to a minimum. It will be necessary 
to use two styles of cards, Figs. 1 and 2, one for the daily record 
about 3 x § ins. in size and the other for cost and stock, preferably 
about 5 x8 ins. 

The Daily Report Card is to be made out by the foreman and 
each size of tile should be filled in showing the time required as 
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well as the cement used for each size. The cards are perforated 
so that they can be hung on a nail in the factory. Unfortunately, 
such a record is not generally kept by the tile manufacturer, con- 
sequently, when several sizes of tile are made on the same day 
it is impossible to make any proportional division of cost. This 
record is turned in at the close of each day and the different items 
transferred to the large cards under the various sizes, after which 
they are filed in a separate drawer, marked “Day” or “Daily 
Record.” The tile per sack is then determined for each size by 
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FIG. I.—DAILY REPORT CARD. 


dividing the number of tile made by the sacks of cement used. 
From the curve, Fig. 3, the mixture is then obtained and multi- 
plying the sacks of cement used by the proportion gives the cubic 
feet of sand. 

The curve showing the tile per sack and the mixture has 
been figured on the assumption that the amount of cement in a 
tile can be determined from its weight, if the mixture is known. 
For instance, a tile weighing 20 Ibs. made with a 1:4 mixture 
would contain an amount of cement equal to 1/5 of its weight, 
or 4 lbs. To find the tile per sack it is only necessary to divide 
the weight of a sack of cement, approximately 94 lbs., by 4, 
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which gives 23% tile per sack. 


In calculating the tables and 


plotting the resulting curves the average weight as determined 


in twelve tile factories was taken. 


To prove the truth of this assumption the drain tile plant 


FIG. 3.—CURVE SHOWING NUMBER OF TILE PER SACK OF CEMENT FOR DIFFERENT 


of Griffin and Todd at Shabonna, Ill., was operated for about 
three weeks on all sizes of tile from 4 to 12 ins. inclusive, and 
with mixtures of cement and torpedo sand varying from 1:2 to 
1:6. The materials were accurately measured in one sack batches 
and after adding the water and mixing thoroughly were run 
through the machine and the number of tile made noted. The 
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machine was then cleaned and a new batch put up in a similar 
manner. The actual test and theoretical calculation checked very 
closely and furnish a set of curves which should be of great value 
to the manufacturer of concrete drain tile. 

After the amount of material has been determined the cost 
should be added on the large cards. From a curve, Fig. 4, it 
will be possible to determine immediately the cost of sand. The 
cost of cement, being a variable, must be figured for each entry. 
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FIG. 4.—COST OF SAND AT VARIOUS PRICES PER CUBIC YARD. 


< 


The labor is calculated by multiplying the hours by the rate per 
hour. : 
The next column will include the interest, power, deprecia- 
tion, ete., and must be proportioned to the size of tile. For 
instance, if the daily cost for these items was $9.00 and the 
average number of tile made per day of a certain size was 3,000, 
the charge per 1,000 would be $3.00. If, however, the plant was 
working on tile of which the plant produced only 1,500 per day 
the added cost would be double the other, or $6.00 per 1,000. 
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The several items of sand, cement, etc., when added together 
give the total cost for the total number of tile of one size made 
ona certain day. The cost per 1,000 can be obtained by dividing 
the total cost by the number of thousand tile made. 

The next division on the large card is intended to be a per- 
petual inventory of stock on hand. At the top under “Forward” 
should be placed the total from the last card filed. To that 
number is added the day’s production. After subtracting the 
sales for the day the last column should indicate the stock on 
hand. 

To illustrate the manner of keeping the record a case has 
been taken of a day’s run of 2,400 8-in. tile using 92 sacks of 
cement. Dividing 2,400 by 92 gives 26 tile per sack. By referring 
to the curve, Fig. 3, the mixture is found to be 1:4. Multi- 
plying 92 by 4 gives 368 cu. ft. of sand used. If this costs $1.00 
per yd. the sand curve, Fig. 4, shows the total to be $13.60. 
Ninety-two sacks of cement at $1.50 per barrel will equal $34.50. 
The labor is obtained generally by multiplying the rate per hour 
by the number of hours. One hundred hours labor at 20 cts. per 
hour equals $20.00. 

The next item is by far the most interesting and is the one 
hardest to estimate. In the particular case cited it is based on a 
plant and equipment costing $5,000, and operating 160 days in 
the year. The power is assumed to cost $1.50 per day and the 
foreman paid at the rate of $25.00 per week for the entire year. 
In a plant of this kind the depreciation must be included and is 
estimated at 10 per cent., while interest on the investment is taken 
at 6 per cent. 

Plant repairs, insurance and taxes are taken from the sheet 
of an actual plant at $600; foreman at $25.00 per week or $1,300 


per year. Operation 160 days, therefore, daily foreman expense 
is $8.00. 


Interests oniS5,000/007at On peracell tame tei ee een $300.00 
Depfreciationeat On pers centaess wee ee eee 500.00 
Repairs, insurance; eta sen aasant. eee eee 600.00 

$1,400.00 


Expense per day, $8.70. 
Adding the foreman cost increases the expense to $16.70, 
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and the power to $18.30. Added to the cost of the cement, sand 
and labor, makes the total cost for the manufacture of 2,400 8-in. 
cement tile $86.42. Dividing this by the number of thousand 
made, viz., 2.4 gives $34.35 as the cost per 1,000. 

This same reasoning has been continued throughout the 
various sizes with a 1:4 mixture assuming that 10 men work 
continually and that the plant sustains a breakage loss of 3 per 
cent. on tile of all sizes. The same assumptions are made as 
before regarding investment, interest, power, etc. . 


Average daily production: 4 ins., 2,900; 5 ins., 3,000; 6 ins., 3,000; 
7 ins., 2,500; 8 ins., 2,400; 10 ins., 1,800; 12 ins, 1,450. 


MATERIAL Cost PER 1,000 TILE. 


Tile Cost. 

. Cement. Sand. sai 
ee: Bags. Cubic Yards. Cement. Sand. | Total. 
4 3.25 1.44 $4.87 $1.44 $6.31 
5 4-55 2.01 6.82 2.01 8.83 
6 5-95 2.64 8.90 2.64 II.54 
7 7°59 3°37 II.40 3:37 14.77 
8 9.60 Meg) 14.40 4.27 18.67 
be) 13-40 5-96 20.10 5-96 26.06 
12 19-40 8.63 29.10 8.63 Bul 

FixEep Cost PER 1,000 TILE. 

ee. Production. Foreman. Interest, etc. Power. Total. 
4 2,900 $2.76 $3.02 $0.52 $6.30 
5 3,000 2.66 2.92 50 6.08 
6 * 3,000 2.66 2.92 50 6.08 
7 2,500 3.20 3.50 -60 7.30 
8 2,400 3-34 3.65 63 7.62 
10 1,800 5-45 4.86 84 10.15 
I2 1,450 5-50 6.04 1.04 12.58 


Lagor Cost PER 1,000 TILE, 
Ten Men at Work Continually. 


ieee Cost. 
cheat Gdn ir AO Een, TOOTS COG $6.90 
TS cesend) Og) 0c. CCRT RG eT OBER Cae aN En RC ea 6.70 
(Ok is cee BO TAN Prat BLOM TOOT OE ee 6.70 
Gh 6 Od bude OREO. HOI Oo IO DIO Oe 8.00 

£53 givbs 8.6 oko nce ROTC HRCRCSC ECR CITE eR a 8.35 
LOM ey aie NT ele at cs «ga 5 Sncases II.10 
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SUMMARY. 
Tora Cost. 
Size. . Fixed = 
ete Labor. Material. Charges. Net. oe o 

$6.90 $6.31 $6.30 $19.51 $20.10 
: ie 8.83 6.08 21.61 22,25 
6 6.70 II.54 6.08 24.32 25.00 
yi 8.00 14.77 7.30 30.07 30.90 
8 8.35 18.67 — 7.62 34.64 35-70 
10 II.I0 26.06 10.15 47-31 48.70 
12 13.80 BS 12.58 64.11 66.00 


FIG. 5.—VARIATION IN MECHANICAL PROPORTIONER SET FOR I:4 MIXTURE. 
8 IN. TILE, 
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It is probable that these results do not agree with those 
found in actual practice because of the variation in some of the 
items such as number of men, daily production, and plant invest- 
ment. It nevertheless shows a method of getting at the cost of 
tile to the manufacturer. 
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FIG. 6.—VARIATION IN MECHANICAL PROPORTIONER SET FOR 1:3 MIXTURE. 
8 IN. TILE. 


In an independent investigation of the drain tile question 
it was disclosed that it is oftentimes the custom to employ 
mechanical methods for the proportioning of the materials. The 
manufacturers thought that such a method was satisfactory and 
that after once setting the proportioner it would continue to grind 
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out the proper relative quantities of cement and sand. Figs. 5 
and 6 show very plainly the result. 

Fig. 5 shows actual runs from day to day on 8 in. tile, the 
manufacturer supposing he was obtaining a 1:4 imix.) eno 
shows the results of an endeavor to obtain a 1:3 mixture on tile 
of the same size. If the plants are operated as they should, and 
as they would if properly proportioning the materials, the zigzag 


FIG. 7.—CEMENT TILE WHICH SHOWED A 25 PER CENT. INCREASE IN STRENGTH 
AFTER SERVICE FOR TWO YEARS, 


lines would straighten themselves out and coincide approximately 
with those marked 1:3 and 1:4. Since the quality of the output 
of a plant is judged by the quality of the poorest product, it is 
necessary that tile manufacturers should investigate methods for 
uniformly proportioning their materials. 

Concrete drain tile possess many advantages, the most im- 
portant of which being their ability to resist frost action. This 
is probably due to the fact that in their manufacture the material 
does not form itself into layers paralleling the surfaces. The 
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pores or voids are so evenly distributed that the expansion of 
frozen water contained has no disintegrating effect on the tile 
wall. 

Five cement tile, Fig. 7, showed after two years of service a 
25 per cent. increase in strength over the average run of tile 
taken directly from the yard and made by the same plant. 

Five pieces of cement pipe at South Bend, Indiana, are 
shown in Fig. 8, which were made of Portland cement. They 
were placed as a-culvert near the farm of Jacob Young in 1883, 
but were taken up in 1889 when the road was regraded. Since 


FIG. 8—CEMENT PIPE LAID IN 1883, TAKEN UP IN 1889, AND FOUND IN 
EXCELLENT CONDITION IN 1909 AT SIDE OF ROAD. 


that time they have lain at the side of the road until 1909, when 
three of them were tested and found to be in excellent condition. 

Uniformity in shape and square ends are decided advantages 
in favor of cement tile. Fig. 9 shows the end of a cement tile 
compared with that of one made from another material and 
which had been warped out of shape in one of the processes of 
its manufacture. It can easily be seen that if two such tile are 
placed end to end the effective area is decreased and because of 
the increased friction the capacity of the drain is lessened appre- 
ciably. Considerable difficulty is experienced in laying tile by 
machine where all are not circular and true. Oftentimes it is 
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necessary to stop the machine in order to extricate a misshapen 
tile which has stuck and clogged in the chute. Uniformity in 
shape is also greatly appreciated by the ditcher, some saying that 
they can lay twice as many cement tile as they can others which 
are twisted and warped. 

To quote from Professor Kirsch, of the Technical High 
School at Vienna: “The conclusions to be drawn from practical 
experience perfectly correspond with what might reasonably be 
expected from Portland cement concrete by a person familiar 
with its physical properties. Portland cement concrete obtains 
its maximum durability if it is kept in a moist atmosphere for a 


FIG. 9. 


short period after being made and if it is afterwards permanently 
immersed in water.” This is identically the same treatment to 
which concrete drain pipes or sewer pipes are submitted after 
being made. They are permanently kept moist. The durability 
is thereby not lessened in the least in the long run; on the con- 
trary, the excellent physical properties of these concrete pipes are 
continuously improved by it. 

The most satisfactory proof of the many advantages of con- 
crete tile, however, is to be found not only in their increasing 
number of consumers, but in the number of people who after 
having bought, tried and tested them, are willing and anxious to 
buy more. 


DISCUSSION. 


Mr. J. H. Lisserton.—We tested tile by several methods 
and operated a plant in order to test steam cured tile, but as yet 
have not determined anything definite regarding steam curing. 
I have heard many different solutions offered for the steam curing 
problem and although it is undoubtedly true that steam curing 
hastens the hardening of the cement, the rate of increase is 
uncertain. 

Some work has been done using steam at a temperature 
of 200 or 212 deg. In our work with the perforated pipe, we 
admitted steam at a pressure of 80 Ibs., and were able to bring 
the temperature to almost any point desired. We aimed to 
keep it at about 130 deg., but in the majority of tile plants 
it is often found difficult to keep the temperature at that point 
and still maintain the moist atmosphere which is so essential to 
proper curing. 

Mr. B. ScHupert.—What is the average strength of tile? 

Mr. Lipperton.—The average strength of cement tile is 
about 10,000 Ibs., depending, however, on the method used. The 
tests were all made on 8 in. tile, so that the results are compara- 
tive. 

Mr. Ernest McCuttoucu.—Was the method of imbedding 
the tile for test the result of experiments to determine the best 
method ? 

Mr. Lrpperton.—The method used is one, which has, as 
far as I know, never been used before. There are many different 
styles of loading tile. One used at the University of Illinois for 
testing pipe provides a pile of sand all the way around to bring 
pressure to bear on the pipes. A-similar method is used at Ames, 
Iowa, except that the tile is imbedded in sand, 25 per cent. above 
and below, using a wooden saddle to hold the sand and a cloth 
sack to keep it from leaking. Another method recommended 
by the University of Illinois is crushing against two flat plates 
above and below. The objection to this method for concrete tile 
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is, that it causes excessive pressure on the corrugations. <A 
method recommended and used, I believe, in the City of Brook- 
lyn for a time, was a so-called three point method, in which the 
tile were supported on two strips at an angle of 60 deg. on the 
bottom, and the load applied on an upper strip along the center 
of the tile. With the three point method it would be necessary, 
of course, to imbed the tile in plaster so as to obtain a uniform 
bearing, which could readily be done. 

The object of the investigation was to determine whether 
or not the manufacturer of cement tile was getting a uniform 
product, and to furnish him with some reliable data on the 
subject. 

Mr. F. B. GitpretH.—I would like to hear as to the pro- 
portioning and grading of the relative sizes and the coarseness 
of the materials with reference to the thickness of the shell 
of the pipe. 

Mr. Lisperton.—The size of the aggregate is determined 
by the thickness of the tile, and the maximum size should not 
exceed one-half the thickness of the tile wall. 

Mr. J. L. BartLterr.—The City Engineer of Greeley, Colo- 
rado, has written a specification for concrete sewer pipe for sub- 
mission to the Council in which he recommends a,test on a 12 
in. pipe to have a ro in. sand base, and a bearing on the top of 
I in. in width running the length of the pipe, which shall show 
a strength of 1,000 lbs. per lin. ft. before failure. In addition 
he wished to incorporate the requirement of a 10-lb. hydraulic 
pressure before any seepage should be shown. JI want to ask 
whether in the light of experiments and tests made either of 
those conditions would seem unreasonable and difficult to meet. 
Large tile are not specified. Up to the present time the tile 
are made untamped of a 1: 3 mixture, with bank gravel. 

Mr. Lisserton.—I think that serious difficulty would be 
experienced in obtaining an untamped tile to show no seepage 
at 10 Ibs. pressure. With poured tile, however, I think the re- 
quirement would be reasonable. We have made tests on poured 
concrete tile of a wall thickness of 214 to 3 ins.; which showed 
an absorption of only about 3% per cent., which is as low as 
found in any competitive material. 
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As far as the question of seepage is concerned and the Mr. Libberton. 

ability of tile to resist a pressure of I0 Ibs., it is a question 

whether or not sewer pipe is called on to resist such a pressure. 

The pressure of 10 Ibs. would approximate about 23 ft. of 

head, and it is doubtful if that head is often experienced. Of 

course, if it is, such a clause might be reasonable. It is, how- 

ever, absolutely necessary for sewerage purposes that the tile 

shall be as impermeable as possible, and therefore the method of 
manufacture which gives the minimum absorption, should be the 

one adopted. 

Tue PResIpENT.—The Chair thinks that the question of The President. 

sewer tile is one that needs development. in this country. In 

Europe the practice of making tile for sewerage purposes is quite 

different. Most of the tile are molded under pressure, with 

wetter mixtures, and the result is a density in the tile, which 

has a ring. As Mr. Libberton has said, the necessity of having 

impervious tile, especially for sewer work, is the main essen- 

tial. The mere fact that it is able to resist a hydraulic pressure 

is not essential, because the sewer pipe is not, except under 

extreme conditions, called on to withstand such a pressure. 


ESSENTIALS IN CEMENT HOLLOW BLOCK MANU- 
FACTORE. 


By Ernest B. McCreapy.* 


So much has been said and written concerning concrete 
blocks that it seems like thankless repetition, almost to touch 
upon the subject at all. And yet, in spite of all the full and ex- 
plicit instructions in the literature, and all the warnings that 
have been sounded, notwithstanding the specifications which 
have been formulated, we, whose business it is to test and inspect 
materials and determine the sources of trouble and reasons for 
failure, know that the same mistakes are being repeated day 
after day and year after year. This is in part due to the rapid 
growth of the business and the enlistment of new and inexperi- 
enced forces; but even more than this is responsible. The uni- 
versal desire for the greatest gain with the smallest outlay. 

The question has been asked, “What are the essentials in the 
manufacture of concrete blocks?” The answer is simple, there 
are but two—good materials and good workmanship. To secure 
both, or either of these, is not so simple. As regards materials, 
it is difficult, from the standpoint of known failures, to say 
which is the more important, the cement or the aggregate. Too 
many manufacturers seem to think that the cement is the only 
important consideration and that any fine mineral material will 
do for the aggregate; while others who are very careful in the 
selection of the aggregate will use any brand of cement, if the 
price is right and if, perchance, it has “been in the market for 
more than three or five years,” as the case may be, without any 
intelligent investigation or test as to its fitness for the purpose; 
and then, perhaps, fail wholly to realize that the color which con- 
demns the blocks is due entirely to the cement. 

Very few block manufacturers have the necessary equipment 
for satisfactory and complete tests of cement, and fewer still 
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have the experience requisite for intelligent testing and interpre- 
tation of the tests. Most manufacturers will find it a good invest- 
ment to send at least an occasional sample of the cement to a 
reputable testing laboratory, if only for the purpose of keeping 
check on the quality of the material. When sending such samples 
it is well to state the purpose for which the cement is to be 
used and to ask specifically for the information desired. A 
general report may overlook just the particular information 
wanted. 

There are two simple tests that can and should be made on 
every new lot of cement before it is used, and especially in warm 
weather. A handful of the cement should be mixed with water 
to a smooth, rather stiff paste and made into a flat cake or pat 
about one-half inch in thickness, on a piece of glass. This should 
be watched until it sets, or at least, until the required minimum 
time has elapsed. It should be easily impressed with the soft 
end of the finger at the end of 30 minutes and should not become 
so hard as not to be easily indented with the nail at the end of 
2 hours. The pat should be kept in a cigar box, covered with 
a damp cloth, or in some similar way be protected from rapidly 
drying out. Dangerous quick-setting can readily be detected in 
this way. 

After it is thoroughly hardened (or, preferably, the next 
morning) the same pat should be placed in a pan or can of water, 
and the water boiled for at least 5 hours. The pat should then 
be hard and sound and ring when struck, like a piece of stone. 
If it is easily broken or soft and watersoaked, or if it is cracked 
or checked, swelled or disintegrated, the cement is proportion- 
ately unsound, and it would be well to have a sample of that lot 
submitted to an experienced cement tester before using it. 
Although some have inveighed against it, the fact remains that 
from the consumer’s standpoint, certainly the boiling test for 
soundness is of great value, simply as a matter of insurance. 
While a cement that fails to pass the boiling test may never 
cause concrete made from it to actually disintegrate, yet if it is 
used before it has seasoned long enough to correct this defi- 
ciency, the force which causes failure in the accelerated or boil- 
ing test will surely have its effect in reducing the ultimate 
strength of the concrete. 
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It is not the purpose of this paper to discuss at length the 
subject of cement. The ultimate strength as well as the rate of 
hardening is of great importance to the block manufacturer, as 
is also the fineness of the cement, or its sand-carrying capacity. 
The cement is used for its strength, primarily, and we want all 
of this commodity we can get. 
oe considering the aggregate, the first essential is that it 
shall not be too fine. Fine material is probably the cause of more 
trouble than all other sources combined, at least this has been 
the writer’s experience. Some men read that “a little clay or 
other fine material is an advantage and adds to the strength,” 
and then are greatly surprised when told that the putty-like face 
and the checking and crazing of the surface of the blocks is due 
to the fact that perhaps 30 per cent. of crushed stone passes the 
1oo-mesh sieve. In one case noted recently, material was being 
used for concrete, in which more than 50 per cent. of that portion 
which was finer than 10-mesh passed through the r1oo-mesh 
sieve. 

In most cases where there is a serious deficiency in the 
composition of the aggregate, it is the lack of coarse material. 
Many use sand alone, others use sand and crushed stone, all of 
which will pass a 4-mesh or even a 6-mesh sieve, and from which 
none of the dust has been removed. As an example of the other 
extreme, may be mentioned one of a lot of 6 blocks from different 
makers submitted for test by a prospective builder. This was 
a faced block, with face colored and made of fine sand. The body 
of the block was made of very coarse material, little of which 
seemingly would have passed a 10-mesh sieve. This block was 
so porous that a continuous stream of water, Y% in. in diameter, 
allowed to fall gently on the block, did not run over the edges 
but passed away through the block. 

It is not essential that sand should be washed, provided it 
contains no more than 5 per cent. (or at the most, Io per cent. 
if the sand is well graded) of fine material passing the 100- 
mesh sieve. This—finest material should be fine sand or clean 
clay or some added material as hydrated lime, but not surface 
soil. Blocks of the best color and surface texture are made 
from washed sand and gravel or from clean crushed stone. 
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Manufacturers using too fine a material are often, as a 
consequence, mislead in proportioning the mixture of cement 
and aggregate. They have been told that 1:4 or 1:5 makes a 
good, rich mixture; and they forget or do not know that the 
material recommended for these proportions contained gravel up 
to % or 3% in. in size. When their blocks made of fine sand in 
the same proportion fail to withstand 1,000 lbs. per sq. in. at 
30 days, they blame the cement. They should remember that 
1:4 of graded gravel really means 1:2 of the finer portion, or 
even richer. 

The strength of the block also depends upon the strength 
of the material used as aggregate. A block made of crushed 
slag, in whole or in part, will not be as strong as one made ot 
crushed limestone under the same conditions. For the same 
reason there is little advantage in mixing crushed trap rock with 
crushed limestone, on the principle that a chain is no stronger 
than its weakest link. 

Finally, the value of the best materials may be largely nul- 
lified by wrong methods of manufacture. Explicit directions and 
descriptions of the best practice are available for all who care 
for them. It is desirable, always, whatever we may do in our 
efforts to economize to remember these three points,—that it is 
impossible to turn out the best block unless: (1) The materials 
are thoroughly mixed, both in the dry state and after the ad- 
dition of water; (2) The material is properly placed in the 
mold; (3) The blocks are carefully and sufficiently seasoned. 

The merits of machine mixing are acknowledged, and this 
method is always to be preferred wherever at all possible. Much 
depends upon the care with which the molds are filled and 
tamped, especially with machine made blocks; and it should be 
remembered that the mixture should be as wet as possible, so 
long as it does not seriously interfere with handling the blocks. 
During the seasoning blocks should never be allowed to dry out, 
for if the block once becomes thoroughly dry on the inside or 
if the amount of water added in the mixing is insufficient for the 
crystallization of the cement, the interruption in the hardeninz 
and the consequent loss in strength can never be wholly remedied, 


INSTALLATION AND OPERATION OF A STEAM 
CURING PLANT: 


By Fy S, Parprs.* 


The installation of a steam curing plant and its satisfactory 
operation covers a large and important subject, and it will be 
endeavored to present the same in such a manner as to enable 
a block manufacturer to intelligently make use of the advantages 
of steam curing. 

The steam curing of cement blocks was originally applied 
to the semi-dry block by placing the block in the steam room im- 
mediately after it is made and giving it steam. Within one or two 
hours the block becomes filled with moisture and the heat from 
the steam causes the cement to set long before the block could 
be sprinkled or sprayed. It has been found more satisfactory to 
leave a block made by the wet process stand for 12 to 20 hours 
before applying the steam. After the lapse of that time the block 
hardens very fast and takes on a lighter color, impossible to 
obtain otherwise. 

It will be assumed that the plant is equipped with three or 
four deck cars for handling the cement blocks. Racks could be 
used in the steam rooms and the blocks carried to and placed on 
them by hand. This will be found very expensive, as a great deal 
of time is required to fill the steam room and empty it. Again, 
there will be a great deal more breakage. The doors should be as 
near as possible to the block machine, as the further it is necessary 
to move the green blocks the more liable they are to break. 
After the blocks are cured, they can be run any distance without 
danger of damage. This is one point that has been found im- 
portant in laying out a new plant. 

The size of the steam room depends on the dimensions of the 
blocks to be made and the contemplated output of the plant. 
Under no circumstances should the steam room be so large that 
it would require more than one-half a day to make the product 
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necessary to fill it. As a matter of fact it has been found advan- 
tageous to use such a size as can be filled within 2 or 21% hours. 


Types oF STEAM Rooms. 


In general there are three types of steam rooms classified 
according to the method of construction. (1) Wooden walls 
lined on the inside with galvanized iron sheeting, (2) wooden 
walls lathed and plastered on the inside, (3) walls of concrete 
blocks untreated on the inside. 

I. The walls can be made of wooden flooring nailed to the 
outside of 2 x 4-in. or 2x 6-in. posts. The inside is lined either 
with roofing paper or galvanized iron sheeting. This will give 
a very good steam room for a year or so, but in the course-of 
time the iron will rust and the condensed steam will carry the 
rust with it in dripping on the blocks, discoloring the same. The 
ceiling can be made either arched or flat, lined with galvanized 
iron. An arched ceiling is always to be preferred as the con- 
densed steam is not so liable to drip, but will rather run down 
the sides. The ceiling should just be high enough to clear the 
cars so that there will be no dead space above the blocks. 

This type of steam room has been used to some extent for 
the past 3 years, giving fair satisfaction for a cheap apparatus 
and one that can be built and removed quickly. If located inside 
of the factory the back wall can be omitted by using the wall of 
the building. The partition walls can consist of galvanized iron 
nailed to 2 x 4-in. posts. 

2. In the second type the galvanized iron lining is replaced 
by laths and plaster. Steel laths are more satisfactory than 
wooden laths. The ceiling should, without doubt, be arched. 

In this type there is no danger of the rust being carried by 
the condensed ‘steam to the blocks, but continuous use has shown 
the same unsatisfactory by reason of the expansion and con- 
traction of the plaster due to the large range of temperature. 
The expansion causes cracks in the wall and necessitates the use 
of a larger quantity of steam. This extra steam will not amount 
to very much at one time, but in the course of a year or so the 
expense would be quite noticeable. 

These two types of steam rooms, being of temporary rather 
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than permanent construction, are recommended only for use in 
plants not permanently located, that is, if a short term lease can 
only be secured, otherwise the expense of installation and removal 
will be too great. 

3. The third type is one which I have found satisfactory in 
every way, and can be built of the product of the plant. The 


FIG. I.—-CONCRETE BLOCK STEAM ROOMS. 


description will cover steam rooms which have been in successful 
use for some time (see Fig. 1). 

The inside dimensions of the room are 15 ft. long and 6% ft. 
wide. The side and rear walls are of 12-in. smooth blocks. The 
ceiling is arched, giving a maximum height of 7 ft. 3 in.; the arch 
leaving the side walls about 45 ins. from the floor. The arches 
are 6 ins. thick and made of a gravel concrete reinforced with 
Y2-n. corrugated bars running lengthwise about 1 ft. apart. The 
division wall between steam rooms is 12 ins. thick and carries two 
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arches. In order to add a new kiln it is only necessary to con- 
struct new side and rear walls and the arch. 

The track is laid on old railroad ties 2 ft. apart, cut to fit, 
giving a solid and substantial track. The floor is of concrete so 
that it can be kept clean. It is found best to have cement floors 
around the tracks and the block machines so that all the material 
can be thoroughly cleaned up and used again, not wasted, as is 
the case when a cinder floor is used. 

The front of the steam room is open, being covered with 
heavy canvas during the steaming. The canvas is attached to 
a 2-in. plank, 12 ins. wide, fastened to the arch and side walls by 
means of 14-in. bolts set in the concrete during construction. 
The canvas is cut on a circle to fit the arch and fastened by means 
of wooden strips, allowing the canvas to roll up sufficiently high 
to clear the cars loaded with blocks. When the steam room is 
filled the canvas is rolled down and fastened by means of two or 
three laths, the weight of the roller at the bottom holding it 
snugly to the floor. The canvas curtain also acts as a condenser 
and reduces the temperature in the steam room. 

There should be a ventilator in the roof of the plant imme- 
diately in front of the steam room, so as to carry off the steam 
coming out through the curtain. This is especially necessary in 
the winter so that the steam will not collect on the ceiling of the 
shop, causing it to be damp and to prevent the condensed steam 
from dripping on the work. 

The boiler we are using is of 25 horse-power, which is suffi- 
cient for 12 steam rooms of the size mentioned. It is a horizontal 
boiler properly installed and equipped with all the necessary ap- 
pliances and carries 80 lbs. of steam. It is very important to have 
a good boiler, to have it tested, and to carry a full equipment 
such as would be required if 60 to 80 lbs. of steam were carried 
continuously. Twice a week the steam pressure is run up to 15 
or 20 lbs. and the boiler and flues blown out with steam, eliminat- 
ing all chances of accident such as often occur to old boilers. A 
good boiler properly installed and covered with asbestos will save 
one-half of the fuel, if properly run. A good second-hand boiler 
can be bought very reasonably, but it should be thoroughly over- 
hauled and supplied with new fittings and new pipe so that the 
joints will not leak. 
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The steam pipes are of 3-in. pipe running about 18 ins. above 
the top of the arch, as can be seen from the illustration. By the 
means of a reducing T a I-in. pipe is run down on each side of 
the kiln to within 1 ft. of the floor. The pipe then runs hori- 
zontally to the rear of the kiln, being there closed with a cap. 
On the upper side of this pipe '%4-in. holes are drilled every 
15 ins. to permit the steam to escape. About 3 ft. down from the 
3-in. pipe a valve is inserted in the I-in. pipe to control the steam 
supply. 

The track in the kiln will depend on the size of the cars. 
We use a 24-in. gauge with a 7 ft. car which gives 4 cars to an 
oven. It is intended to make one of the ovens wider than the 
others so as to permit the placing of large work in the center 
of the kiln and giving room for its proper handling. The trans- 
fer track should be immediately in front of the steam room. The 
transfer car is very advantageous in removing the product to any 
part of the plant or storage yard. Fig. 2 shows a general view 
of the plant. 

The steam room referred to permits the use of 4 three deck 
cars, which means about 100 or 125 blocks. 32 in. pallets are 
used as blocks 4, 6, 8, 10 and 12 ins. wide and 9 ins. high are 
made. The pallets can be made of wood if the cleats are properly 
fastened and wide boards are ripped half way through on the 
under side to prevent warping when they expand, due to the 
dampness. Wooden pallets have proven very satisfactory and 
can be made of any ordinary pine lumber, although white pine 
is better but more expensive. Pallets of hard pine properly 
cleated and nailed and stored in straight piles when not in use, 
will give little trouble. Iron pallets are satisfactory if they be 
galvanized, as there again is the danger from rust. 

Any type of block car is satisfactory, but the iron above the 
wheels should be galvanized so that it will not rust. There has 
not been much trouble from rust, but it generally happens that 
trouble occurs with some special block. 


Cost oF INSTALLING A STEAM CuRING PLANT. 


The cost of installing steam curing rooms will, of course, 
vary with the size. One of the size described, 614 x 15 ft. by 7 
ft. 3 ins. in height, with an arched ceiling, will cost from $50 to 
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$60, exclusive of the forms. The forms foi the arches will cost 
about $20 to $25 including the lumber and labor. These forms 
can be stored and used for additional steam -ooms when desired. 
After the first one is constructed one side wall will be saved on 
additional rooms. If about four steam rooms were to be built at 
one time, their cost would be about $40 each. These values do 
not include profit which should be added in case the work is done 
for someone else. 

The piping, including the overhead pipe will cost about $12 
per steam room. 

A 25 horse-power boiler, including smoke stack, fittings and 
setting up should not cost more than $225. Cernent brick for the 
foundation of the boiler can be made right in the plant; blocks 
can be used if preferred. This work can all be done by the 
block manufacturer himself, at least, we have always installed 
our own boilers and steam rooms without hiring expensive labor. 

Taking the above figures, the total cost of a steam curing 
plant having four rooms, and a 25 horse-power boiler would be 
about $400, exclusive of the track and cars. The concrete block 
room used in connection with a horizontal boiler will require 
about one-half of the fuel of one of galvanized iron or plaster 
with an upright boiler. It would not take long to save the differ- 
ence in the cost between the two. 

The small amount of coal necessary to run a boiler under 
normal conditions is quite surprising. 1,000 lbs. of coal will cure 
3 to 5 rooms of blocks. We have to pay $2.25 per ton for our 
coal, and even figuring $2.50 per ton, 5 rooms of blocks can be 
cured for $1.25, making the cost per room $.25. The wages of a 
man for sprinkling and taking care of the blocks would be a great 
deal more. Of course, the boiler is to be fired and filled with water, 
but this will not require a fireman all the time. He can do other 
work, and if a man is employed in a plant at night, he can unload 
the cured blocks and have the cars ready for use in the morning. 
In this way the expense of firing the boiler and the cost of the 
coal will not exceed the wages of a man to take care of the blocks 
under the sprinkling or spraying process, so with steam curing 
there is the advantage of turning out the blocks in from 30 to 48 
hours, There is no doubt that a better block can be turned out 
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in this way than in from 7 to 14 days under the old process, and 
the cost is certainly not greater. Most of the blocks can be used 
in from 10 to 12 days sooner, giving a greater capacity for the 
plant and the storage yard, as the blocks do not have to be piled 
up for any length of time. 


OPERATION OF A STEAM CURING PLANT. 


A cement block to be well made must have the proper amount 
of cement and the proper amount of moisture, and must be well 
tamped whether steaming, sprinkling, spraying or immersing is 
used in the process of curing. It is not possible by means of steam 
curing to make a good block from a 1:6 mixture where it ought 
to be 1:3 or 1:4. A poorly proportioned block with steam curing 
will make a poor block just the same as under any other process 
of curing. After the blocks are made they are set on the cars and 
immediately transferred to the steam room. In extremely hot 
weather the blocks should not be allowed to set longer than 2 
to 2% hours, and the steam room should be of such size and so 
arranged that they will be filled in this time. In extremely hot 
weather a canvas curtain should be dropped after each car as it 
goes in. The canvas curtain should be closed and tacked as soon 
as the room is filled, and it depends entirely on the weather and 
the setting of the cement as to how soon the steam should be 
turned on. The only way is to use good judgment, noting the 
conditions at the time. If the weather is hot and dry, the cement 
will set quickly and the steam must be turned on immediately on 
closing the steam room. The steam should be turned on slowly 
and gradually increased to the capacity of the pipes. If the 
steam is turned on too fast, the blocks will become mushy 
and mash. In some cases it has been found necessary to spray 
the blocks in order to reduce the heat and condense the steam 
faster. In all cases the water should stand high in the boiler and 
the steam should leave the boiler as moist as at all possible, as 
dry steam is not good for curing the blocks. The boiler should 
be carefully watched, so that the water will not get low and dry 
steam result. It is well known that sprinkling will wash some of 
the cement from the outside of the block, and the heat of the 
steam will cause the cement to set quickly and the moisture will 
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sink into a block. Even if one could cure a block by sprinkling 
as well as by steam the resulting product would not be as good, 
since the sprinkling process washes some of the cement from 
the surface. All blocks should be immediately taken to the steam 
room so that there will be no chance for them to dry out, as would 
be the case if they were set outside of the building where the 
sun or an air current could strike them. 

The amount of fire in the boiler is regulated by the sound 
of the escaping steam. The steam gauge is never allowed to 
show a pressure above 3 Ibs., and mostly no pressure at all. Our 
blocks under these conditions are cured and ready to be taken 
to the storage yard in from 24 to 36 hours. It is not to be under- 
stood that the blocks are as hard as they will get or completely 
cured, but the block will be every bit as good as one that has 
been cured for 7 to 14 days under the old process. It is well 
known that a block cured by sprinkling 24 hours often cannot be 
handled with safety. 

In the case of the poured block it is not necesary to put it 
into the steam room until 12 to 20 hours after it is made. Steam 
curing of additional 12 to 20 hours is sufficient. If poured work, 
especially that with a troweled face, is immediately steamed, it 
will scale. If, however, the work stands for about 12 hours and 
is then treated for an additional 12 to 20 hours, the product is 
fit to handle and can be put directly into a building. It has been 
found necessary a good many times to remove poured work from 
the steam rooms, after 6 to 12 hours of steaming and the product 
has been found satisfactory. 

It is believed that the above description of a steam curing 
plant will enable a block manufacturer to install steam rooms, 
but it is best in all cases to secure the services of an experienced 
man. 


DPIscusSsSlowm. 


Mr. A. C. RayMonp.—My steam curing plant is located in Mr. Raymond. 


Detroit and the steam rooms are made of my own blocks. The 
blocks come from the press in steel cars about 6 ft. long, which 
are the mold boxes, and stop directly in front of the opening into 
the steam room. No rack cars are used, no transfer cars. The 
blocks 32 ins. long, are taken on the pallets, one man at each end, 
and placed on racks laid upon sleepers, which have been placed 
on the floor in the bottom of the steam room first. We use a form 
of racks which we can pile up 4 or 5 tiers high. Our steam rooms 
are 17 ft. wide, 22 ft. long, and about 7% or 8 ft. high, holding 
about 250 wall ft. We subject our blocks to steam only 24 
hours in the coldest weather. in the winter or warmest weather 
in the summer. We find 24 hours ample, except in the case 
of fine ornamental work, all of which we cure in the steam 
room 36 or 48 hours. This gives very fine and hard edges, 
especially with white silica sand and white cement. If the 
ornamental work is more than 5% ft. in length or 20 ins. wide 
or 14 ins. thick, tamped by hand inside the kiln and the work 
is not moved until after it is steam cured, which gives a very 
fine texture and uniform color, very strong and hard. We have 
no broken blocks, because they are handled by men’s hands. 
It is estimated that a saving of from $1,800 to $2,000 was 
effected by dispensing with rack cars, transfer cars, etc. 

The blocks are taken from the rear of the kiln directly into 
the yard and carried by hand to nearby piles or by flat cars 
running on tracks immediately in the rear of the kiln. Now 
as the business grows—we have a capacity now for 1,000 wall 
ft. a day—we will extend the tracks on which the steel mold 
cars run, farther and farther out, grouping the steam rooms on 
each side. We have some 360 or 370 ft. in depth of our lot and 
we can run that up to a capacity of 5,000 wall ft. a day if it is 
necessary. 
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Mr. F. B. GireretH.—Regarding the change of color of 
these blocks when they are in the steam, not the change of 
color on the exterior of the block, in case a block should be 
opened, how much cutting of the finished stone could be done 
by the usual stone cutting process with a hammer and chisel, 
without losing color? 

Mr. Raymonp.—We have made blocks faced with white 
silica sand and white cement and put on the facing 2 or 2% 
ins. thick, cured them in steam and had them tested with pitching 
tools, and they will break as sharply and cleanly as Bedford lime- 
stone and make as handsome an appearance in the wall. 

Mr. GitpretH.—That is not quite the information I wish. 
I want to know about the color in the interior of the block. 
Mr. Phipps obtained a very much whiter block. I want to 
know if that color extends all the way through the block, and 
if it does not, how far? 

Mr. RaymMonp.—When the blocks are being steamed they are 
of a dark color and look as though they had been rained upon. 
Just as soon as the curtains are lifted and the outer doors 
opened they begin to grow lighter in color. My experience 
does not agree with that of Mr. Phipps, that you can use 
almost any kind of ordinary gray cement and get uniform 
color. You will get the lightest color that the cement you use 
affords, when it is practically dry, and you will not get any- 
thing lighter than that unless hydrated lime or something of 
that sort is used, which will change slightly the color of the 
cement. We have tried to control the color a little, get a little 
difference in shade, by using a brand of cement that is of a lighter 
shade, some light yellow and some light gray and so on. But 
the difference in color between the very darkest form of gray 
cement and the lightest does not amount to very much. If we 
want light effects we get thern by using light colored sand with 
light gray cement or white sand with pure white cement, or gray 
cement with white sand, or white cement with different colored 
sand, buff or white or grain chips, or marble and so on. Instead 
of using the mineral colors we try to produce colors by mixing 
different grades of material. 

Mr. CuHartes D, Watson.—In steam curing the depth of 
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the color depends on the length of curing. In 24 hours there 
will be a layer of uniform color for probably 4% in., in 48 hours 
it will be % in. thick. The inside of the block is not cured, 
being gradually cured afterwards. 

Mr. F. S. Puipps.—It has been my experience that the 
block is of the same color throughout. When the block is 
taken directly out of the oven it is wet inside; it has not yet 
dried out. After the block is 10 or 15 days old there is prac- 
tically no difference in the color inside the block and outside. 

Mr. Dana G. CHANDLER.—I have a steam curing plant 
and have discovered that by leaving a block in a short period, 
say 12 or 24 hours, we would have a far different color inside 
than you would have on the outside, but if you leave the block 
in 48 hours or more under low pressure steam and plenty of 
water, when seasoned and cured, it will be of a uniform color 
clear through. I cure the blocks with the exhaust from the 
engine, not liva steam direct from the boiler, but run with 
high water and low pressure. We have tried this matter in 
a great many different ways and experimented, and I find it 
is the same with steam curing as it is with sprinkling. If you 
just simply give it a light spray, only slightly wet the block, 
and then put it out, you will not have a uniform color clear 
through. The material must have the same amount of water 
clear through in order to give the same color. 

Mr. Puipps.—It has been my experience that steam direct 
from the boiler, not using pressure for heating and having 
water high, is better than the exhaust of an engine. I have 
used the exhaust of an engine and did not have as good results 
as I have had with live steam. 

Of course, judgment is as necessary in steam curing as in 
any other line of business. A small 4 in. block will cure quicker 
than a block that is 12 ins. thick and solid. It takes more time 
to cure the latter than it does the small one. Whenever possible 
we would hold the blocks 30 to 48 hours, but once in a while 
we must take them out in 24 hours. 

Mr. J. L. Bartiett.—I would like to ask if it is safe in 
extreme cold weather to take the blocks out in 24 hours and 
place them in the yard without danger of freezing or cracking? 
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THE PresIpDENT.—The question as to whether or not it was 
safe to take steam cured blocks out into a freezing temperature I 
think is one which can be answered in this way. Concrete 
which is not properly hardened is affected by frost, and con- 
crete which is properly hardened is not affected by frost. 
So that if the concrete blocks are of proper density and not too 
porous, taking them out of the steam curing 100m into the 
Open air, even where the temperature may be below zero, would 
not necessarily affect the blocks. It is the alternation of freezing 
and thawing that injures concrete which has not the requisite 
strength to resist it. 

The question of the influence of steam curing on the dis- 
coloration of the surface is a point which the Chair would like 
to touch on. If there is a great deal of moisture and the blocks 
sweat considerably, there is a tendency to bring out of the 
cement certain hydrates which upon the drying of the block will 
give it a white color. As soon as the block, properly cured and 
quite hot, comes out into the air it dries out very rapidly, and this 
rapid drying out has a tendency to bring the moisture to the 
surface rapidly. I think it also has a tendency to bring up the 
lime salts which would make the block slightly white. 

The remarks of Mr. Phipps, I think, were well taken, in 
that you cannot cure a bad block by steaming it. You have 
got to make a good block, and the whole function of steam 
curing is simply to accelerate the hardening. It will not change 
the texture of your block a particle, but it will enable you to 
handle the block in a much less time, if it is properly done. 

Mr. Ernest McCuLtoucH.—In regard to the effect on the 
color by the use of exhaust steam would not that be due in some 
small part, perhaps, to the amount of vaporized oil carried in 
the exhaust steam? 

Mr. Puipps.—Once I ruined a number of blocks by using 
exhaust steam. We had a 75 horse-power boiler and a 25 or 
30 horse-power engine, which were entirely too large for the 
plant. The oil was turned on full force into the cylinder and 
ran day after day, giving a good deal of trouble. The blocks 
were all spotted with grease. 
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Mr. CHANDLER.—I would say that as far as the oil is con- 
cerned we have not had the least bit of trouble. We are located 
in a small town of about 1,500 inhabitants and have sold over 
60,000 blocks. All the oil we have noticed from the engine 
would come out through the pipe and lie on the ground, but 
we have never noticed a particle on our blocks, not even a 
greasy surface. 

Mr. W. P. Anperson.—The manner of passing the steam 
into the curing rooms has not yet been clearly stated. The 
system that has been adopted in some cases is the placing of 
small water tanks on the bottom of the curing room, 12 or 24 ins. 
square, and tapping the steam pipes down into that water, and 
all the steam must go through it. Then there is a hot and wet 
steam, with no chance of getting a burned block. Some put the 
steam into the top of the steam room. I do not think that js very 
good. Others put it into the bottom, but it is practical to put it 
into a tank of water. The steam cannot get out of there without 
wetting everything that it goes up through. 
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REPORT OF THE EXECUTIVE BOARD 
FOR THE 


YEAR ENDING DECEMBER 31, 1909. 


Meetings.—The meetings of the Executive Board during the 
year have been reduced to the minimum of two full regular meet- 
ings in order to save expense and the details connected with the 
administration of Association affairs have been intrusted largely 
to the Executive Committee, acting in co-operation with the Presi- 
dent, and its meetings have been more frequent. 

Membership.—At the close of the 1909 Convention there 
appeared a total membership of 833. By January 1, 1910, the 
total membership amounted to 854. At this time, the Executive 
Board considered the Association sufficiently strong in member- 
ship to drop delinquent members that had been carried during 
the past year or two, and 260 were, in this manner, taken from 
the membership registration, some expense thereby being saved. 
From the close of the 1909 Convention to February 19, 1910, 
204 new members were added, leaving a net live membership on 
this date of 777. Between February 19th and February 22d, 47 
new members were added, making a total of 824, and if the usual 
gain is made during the Convention period this total should be 
considerably increased before the close of the present Conven- 
tion. It must be noted that the present membership above given 
is full paid and active, and with the effort inaugurated and now 
in progress, the membership should be built up during the coming 
year sufficiently to insure the necessary income covering fixed 
expenses. Each member, in attendance at this Convention is 
especially urged to assist in securing additional memberships dur- 
ing the Convention. 

Certificate of Membership.—A dignified certificate of mem- 
bership has been prepared by the Executive Committee, and each 
member of the Association is urged to secure one, 
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Annual Statement of the Treasurer. 


RECEIPTS. 
Balatice planvar val lOOO ce sec e Te os cir coe ra ei ves eis $3,238 23 
AGS re. Sree re eens Ren eras mor erc on curate nae oie ats $2,630 00 
Dues Contributing PMempberss sance eos a > cla vowtea sta ces 650 00 
Publication, Sales and Advertising................. 1,614 50 
[Ere evi Dever ae) ROIS EV AVG lis Groen Mpc SO See oie aes oe 3,613 90 
MMCEGEStmOMmme De POSILS cre cer evercect ose cicranayettsts « ales coece a ers 15 84 
WEISCEATICO Isms tae ne oie ee ace na S ohne Stora WARS 
LotaleReceiptsamen meters tears siserels 8,538 75 
$11,776 98 
EXPENDITURES. 
SAIALIOSt ne fo Maree eee eee es soe ge $2,115 00 
(OiTCeRINETItA Nee cee Wee ee ret nek eee Seats s 300 00 
Postage, Printing, Stationery, etc......... 751 36 
Wii cemecainmme tet: «screen waar feces 45 35 95 
Meetings: Executive Board... . 02% od... 180 46 
(Covistintavect eine son ee comico eT ae 156 74 
Riublicationsmar cre cron sehen tare eae siete nals 633 02 
Convention, Cleveland: wo... swerccw ss eeuien 1,442 89 
Bexshipiionme @leyveland . xcjesterc «> ore cielo veresoiee 4,767 28 
PRLOMICE OM OMG Sane ays) e euave rite eels carers file 75, 00 
PAUACATR Oe NC COMTIESe rratersersteice elcicasiai e)a70 ohcl-'s 25 00 
RVINSE GI ATIEOUSe nsec sie ce tieie ier aclehokevll tel aliens 5 94 
Total Expenditdres....,--.-- $10,488 64 
Balance, December 31, 1900..............- 1,288 34 
$11,776 98 


Due John C. Winston Company for bills 
incurred and unpaid during year 1909, 
printing proceedings, etc., $3,688.79. 


PHILADELPHIA, 26th May, r1oIo. 


We hereby certify that we have audited the accounts of the Treas- 
urer of the National Association of Cement Users for the year ended 
31st December, 1909, and found that the dues collected and receipts from 
sales of publications, etc., as set forth in the cash book had been properly 
accounted for, and that all disbursements were substantiated by vouchers. 

The foregoing report of the Treasurer is in agreement with the books 
of account. 

(Signed) Lysranp, Ross Bros. AND MontTcoMERY, 
Certified Public Accountants. 
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Proceedings.—The volume last issued is superior to anything 
. yet attempted by this Association, and we believe is superior, in 
some respects, to the proceedings issued by some of the older and 
more technical bodies; in this the Association may take a just 
pride. This has not been accomplished without additional ex- 
pense, however, and the Executive Board feel that this expense 
should be reduced unt:l the financial affairs of the Association 
will warrant it, but it must be taken into account that the size of 
the volume is increasing with each annual convention, and judg- 
ing from the papers to be presented at this meeting, and the full 
discussion following, it is not reasonable to expect that any re- 
duction in size can be effected. 

The value of our Proceedings cannot but impress the members 
of this Association, and is further evidenced by the fact that 
technical and other libraries have, during the past year, secured 
complete sets of our previous Proceedings and will continue to 
take same, during the life of this organization. 

Standard Specifications —Members are urged to adopt and 
promulgate the standards fixed by the Association, and by so 
doing add to their own reputation and bring about a greater 
confidence in all forms of concrete work, which of necessity would 
result to the immediate advantage of the members of this Asso- 
ciation. 

Convention.—Serious consideration was given by the Ex- 
ecutive Board to the place of holding the present Convention, and 
the educational advantage of holding our meetings in different 
sections of the country was not overlooked, but with the exhibit 
feature added and the fact that our exhibitors have never yet 
been fully satisfied in the matter of allowable space, our selec- 
tion of a Convention place was considerably narrowed, and in 
order that many of our exhibitors could this year be saved the 
expense of a double exhibit, it was finally decided to hold a joint 
exhibition in conjunction with the Cement Products Exhibition 
Company, and in doing so, satisfactory financial arrangements 
were effected. It was also deemed expedient to hold the Con- 
vention this year in the Middle West, owing to the fact that the 
two previous were held in the Central East. 

Amendments to By-Laws.—lIt is recommended that the close 
of the fiscal year be made June 30th, for the reason that it has 
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been very difficult in the past to separate the year’s expenses, 
owing to the overlapping of accounts covering the Convention. By 
changing the date to June 3oth, a much better analysis can be 
made of the finances of the Association. . 

Headquarters.—W ith the great amount of detail and clerical 
work incident to the editing of proceedings, issuance of bulletins 
and other routine, the necessity of permanent headquarters has 
been further emphasized, and the Board feels justified in hav- 
ing established same. The expense incident to this, however, has 
been considerable, and cannot be expected to show a decrease, 
but rather an increase. But when the necessity of headquarters 
and a regular paid assistant was first considered, your Board 
undertook this expense at the request of the Convention, on the 
promise that a sufficient number of contributing members would 
be secured to yield the Association an annual. income of at least 
$2,500, but we regret to report that the attempt to secure the 
support of this contributing membership has thus far failed to 
produce expected results, and we feel that the interests which 
we fully expected to assist the Association in this, failed to appre- 
ciate the educational advantage of the Association, and the 
material benefit resulting to this class of expected contributors, 
in the information contributed and to improved standards of 
work. 

Income.—In order to insure the success and permanency of 
this Association, it is believed that the necessary income should 
be derived from membership dues alone, and considering the great 
and growing interests concerned, and the breadth and scope of 
work possible for this Association to accomplish, it should be an 
easy matter, if each member of the Association felt a personal 
responsibility to the extent of actively soliciting ten new members 
in his locality through personal appeal and letters of explanation 
of the advantages derived in membership. Only by this united 
effort and common interest can the desired result be obtained. 
We do not believe that the expense of the Association can be 
reduced without materially impairing its usefulness. In fact, 
only by rigid economy and personal sacrifice on the part of the 
officers of your Association, has it been possible to keep the 
expense down to the amounts indicated in the Treasurer’s report 


this last year. 


* 
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Our President.—In conclusion, your Executive Board are 
again glad to record their appreciation of the unselfish effort and 
generous allowance of time given by your President, Mr. Richard 
L. Humphrey, to the Association. It must be recognized that the 
preparations for Convention, including the securing of papers and 
the details involved in the exhibition, have been largely intrusted 
to the President and has required a great deal of his time which 
has been freely given, and it would be a great relief to the Direct- 
ing Head of this organization if the worry and care of meeting 
necessary fixed expenses could be removed. 

The Association is also indebted to its President for the 
care with which the proceedings have been edited and published. 
It must be recognized that this added responsibility has been met 
by your President by considerable personal sacrifice of time and 
strength, but with the growing experience of a regular Assistant, 
it is hoped that the President of this Association may be spared 
much of this work in the future. 


Respectfully submitted on behalf of the Executive Board. 


W. P. ANDERSON, 
E. S. Larnep, 
Ra Be Minor 
Committee to Prepare Annual Report, 
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Boarp MEETING HEtp Marcu 12, 1909, HousE or THE AMERICAN 
Society Civit ENGINEERS, New York, N. Y. 


Present: Richard L. Humphrey, President; Merrill Watson, 
M. S. Daniels, °E. S. Larned, W. P. Anderson, R. P. Miller, 
L. V. Thayer and L. C. Wason, Vice-Presidents; George C. 
Wright, Secretary. 

The minutes of the meetings held on January 11th and r4th 
were approved as read. 

On motion, Mr. George C. Wright was elected Secretary, 
and Mr. H. C. Turner, Treasurer, for the year 1900. 

The First and Second Vice-Presidents were elected members 
of the Executive Committee for the year 1909. 

The statement of the accounts of the Cleveland Convention 
and Exhibition was read, and Mr. M. S. Daniels appointed to 
audit the accounts. 

The President presented designs and bids for a membership 
certificate, and a committee consisting of the President, R. P. 
Miller and L. C. Wason was appointed, with power to decide the 
design and cost. 

The time and place of the next Convention was discussed 
and referred to a committee consisting of the President, Merrill 
Watson, M. S. Daniels, and H. C. Turner. 

The President reported that he had sent the Assistant to 
the President to the Third Annual Cement Show, to represent the 
interests of the Association, and his action in the matter was 
approved. 

It was decided to designate the various Standard Specifica- 
tions, etc., adopted by the Association as “Standards,” and to 
number them consecutively. 

On motion, it was decided that in view of the continued ill- 
ness of the Treasurer, the Assistant to the President be authorized 
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to deposit funds of the Association to the amount of $1,000 in 
a Philadelphia bank to be drawn upon by him through check, 
countersigned by the President. 

On the withdrawal of the President, Mr. Daniels read the 
resolution adopted by the Cleveland Convention in the matter 
of reimbursing the President for his traveling expenses connected 
with the work of the Association. On motion, it was decided 
that an amount be appropriated to fully reimburse the President 
for his actual traveling, incidental and other expenses incurred 
on behalf of the Association up to the close of the Convention 
of 1909, this reimbursement to be made on voucher stating such 
expenses. 

It was decided that the edition of the Proceedings of the 
Cleveland Convention be 3,000 copies, and that they be electro- 
typed. 

It was the sense of the Board that no further action be taken 
at this time in the matter of forming local associations. 

The question of advertising the work of the Association was 
discussed, and it was moved that in view of the fact that the 
Association has a Committee on Publicity, all matters of adver- 
tising should be referred to it. 

The President was instructed to appoint committees in the 
various cities for the purpose of increasing the membership of 
the Association. 


Adjournment. 


EXECUTIVE ComMiTTEE MEETING HELD JUNE 25, 1909, BRUNS- 
WICK BUILDING, New York, N. Y. 


Present: Richard L. Humphrey, President; Merrill Watson 
and M. S. Daniels, members of the Executive Committee. 

A proposition from the Cement Products Exhibition Com- 
pany, inviting the Association to hold their Sixth Annual Con- 
vention in February at Chicago, and a joint cement show was 
discussed. The President was authorized to negotiate final ar- 
rangements. 


Adjournment, 
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EXECUTIVE CoMMITTEE MeetTiINnG HEeLp DEcEMBER 29, 1909, NEw 
MOUS ING WE 


Present: Richard L. Humphrey, President; Merrill Watson, 
M. S. Daniels and H. C. Turner, members of the Executive 
Committee. 

Consideration was given to the details of the approaching 
Convention and the following action was taken: 

The form of program was approved. 

The form of. badge was approved and details referred to the 
President. 

The following amendment to the By-Laws was approved: 


Article I. Strike out old Section 5 and replace by Section 5 (new). 
Resignation from membership must be presented in writing to the Secre- 
tary. Such resignation shall be acceptable only if the dues for the current 
year are paid and said resignation is received before February of that year. 


A daily registration list to be published as follows: Wednes- 
day morning, covering registration up to Tuesday and such sub- 
sequent issues as may be deemed necessary. 

The President was authorized to take out membership in the 
National Fire Protection Association. 

It was decided to address the various technical societies sug- 
gesting membership in this Association. 

In view of the uncertainty regarding the collection of unpaid 
dues for the year 1908, it was decided that such members who 
are in arrears for the years 1908 and 1909, be advised that upon 
receipt of $10 they would be credited with dues for 1909 and 
1910, and would receive a free copy of Volume IV. 

The price of a one-quarter page advertisement in the Pro- 
ceedings was fixed at $15, and professional cards at $10 per 
one-eighth page. 

The price of the volumes was fixed as follows, to take effect 


February I, 1910: 


Non-members. Members. 
VECU ICMR a el apna tO cies cagalay>. deat ate $3.00 $2.00 
Volumes “11-V, eachi.< 22... tes weeS.00 3.00 


Libraries and dealers to receive 20 per cent. discount. 
Adjournment. 
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Boarp MeretTinc HELD JANUARY 18, 1910, NEw York, N. Y. 


Present: Richard L. Humphrey, President; M. S. Daniels, 
E. S>Larned,“A. E. Lindau; RaPaMiller Fo Ae Norris*and sic, 
Wason, Vice-Presidents ; George C. Wright, Secretary, and H. C. 
Turner, Treasurer. 

The minutes of the meetings of the Executive Committee, 
held June 25 and December 29, 1909, were read and approved. 

The Treasurer presented a financial statement. Discussion 
as to matter of increasing the income of the Association. 

It was decided that papers to be presented before the Con- 
vention be distributed only after presentation, and the matter of 
charging for the same be left to the discretion of the President. 

The President was authorized to instruct authors of papers 
not to distribute papers previous to their presentation before the 
Convention. 

It was decided that the badge of last year be continued prac- 
tically as before and a guest badge be prepared, details to be left 
to the President. 

The action of employing Lybrand, Ross Brothers and Mont- 
gomery of Philadelphia to audit the accounts of the Treasurer for 
the year ending December 31, 1908, was approved. 

It was decided that the same auditing company be employed 
to audit the accounts of the Treasurer for the year ending Decem- 
ber 31, 1909, and copies be sent to the members of the Board. 

Adjournment. 


PROPOSED REVISION OF By-Laws APPROVED BY THE EXECUTIVE 
Boarp sy Lerrer BALLot, JANUARY 25, IQIO. 


Amend Article I by striking out Section 5 and inserting a 
new Section 5 to read as follows: 


Sec. 5. Resignation from membership must be presented in writing to 
the Secretary within thirty days after the close of the fiscal year and shall 
be acceptable provided the dues are paid for that year. 


Strike out Article II and insert a new Article II, as follows: 


Section I. The officers shall be the President, the Vice-Presidents, 


the Secretary and the Treasurer, who, together with the five latest living 
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Past-Presidents, shall constitute the Executive Board. Vacancies occurring 
during the year shall be filled by the Executive Board. 

Sec. 2. The elective members of the Executive Board, consisting of 
the President, the First, the Second, the Third and Fourth Vice-Presi- 
dents, shall be elected annually by ballot at the convention at a business 
session fixed by the Executive Board and shall hold office until their suc- 
cessors shall qualify. 

Sec. 3. The elective members of the Executive Board shall appoint the 
Secretary and the Treasurer; they shall create such special committees as 
may be deemed desirable for the purpose of preparing recommended 
standards concerning the proper use of cement for consideration by the 
Association, and shall appoint a chairman for each committee, who shall 
be a Vice-President of the Association. Four additional members on each 
special committee shall be appointed by the President, in consultation with 
the Chairman. 

Sec. 4. It shall be the duty of the Executive Board to audit the 
accounts of the Secretary and the Treasurer before each annual con- 
vention. 

Sec. 5. The Executive Board shall appoint a Committee on Nomi- 
nation of Officers and a Committee on Resolutions, to be announced by 
the President at the first regular session of the annual convention. 

Sec. 6. There shall be an Executive Committee of the Executive 
Board, consisting of the President, the Secretary, the Treasurer and two 
of its members, appointed by the Executive Board. 

Sec. 7. The Executive Committee shall manage the affairs of the Asso- 
ciation during the interim between the meetings of the Executive Board. 

Src. 8. The President shall have general supervision of the affairs of 
the Association. He shall preside at the annual convention, at the meet- 
ings of the Executive Board and the Executive Committee, and shall be 
ex-officio member of all committees. 

The Vice-Presidents in order of seniority shall discharge the duties 
of the President in his absence. 

Sec. 9. The Secretary shall perform such duties and furnish such 
bond as may be determined by the Executive Board. 

Sec. 10. The Treasurer shall be the custodian of the funds of the 
Association and shall disburse the same in the manner prescribed by the 
Executive Board. He shall furnish bond in such sum as the Executive 
Board may determine. 

Src. 11. The Secretary and the Treasurer shall receive such salaries 
as may be fixed by the Executive Board. 


Amend Article III to read as follows: 


Section 1. The Association shall meet annually. The time and place 
shall be fixed by the Executive Board, and notice of this action shail be 
mailed to all members at least thirty days previous to the date of the Con- 


vention. 
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Sec. 2. The Executive Board shall meet during the Convention at 
which it was elected, effect organization, and transact such business as 


may be necessary. 
Sec, 3. The Executive Board shall meet at least twice each year. The 


time and place to be fixed by the Executive Committee. 


Amend Article IV to read as follows: 


Section 1. The fiscal year shall commence on the first of January* 
and all dues shall be payable in advance. 

Sec. 2. The annual dues of each member shall be five ($5.00) dollars. 

Sec. 3. A member whose dues remain unpaid for a period of one 
year shall forfeit the privilege of membership and shall be officially 
notified to this effect by the Secretary, and if these dues are not paid 
within thirty days thereafter his name shall be stricken from the list of 
members. Members may be reinstated upon the payment of all charges 
upon the books of the Association. 


Amend Article VI to read as follows: 


SECTION I. Amendments to these By-Laws, signed by at least three 
members, must be presented in writing to the Executive Board prior to 
November Ist, and shall be printed in the notice of the annual convention. 
These amendments may be discussed and amended at the annual conven- 
tion and passed to letter ballot by a two-thirds vote of those present. 
Two-thirds of the votes cast by letter ballot shall be necessary for their 
adoption. 


Boarp Meetincs Herp FEpruary 21-24, 1910, AUDITORIUM 
HOTEL, CHICAGO lite 


Present: Richard L. Humphrey, President; E. S. Larned, 
George C. Walters, W. P. Anderson, C. W. Boynton, W. H. 
Ham, A. E. Lindau, R. P. Miller, L. V. Thayer and L. C. Wason, 
Vice-Presidents; George C. Wright, Secretary; H. C. Turner, 
Treasurer. 

Minutes of the meetings of the Board of March 12, 1909, 
and January 18, 1910, were approved as read. 

The Treasurer presented his annual report. 

A committee consisting of the Treasurer, A. E. Lindau and 
L. C. Wason, was appointed to go over the receipts and expendi- 
tures for the year 1909 with a view of determining how the ex- 


*Article IV Section 1, was amended by the Convention so that the fiscal year shall 
commence on July rst.—Ep, 
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- penses can be reduced for the coming year and also to find new 
sources of revenue. 


A committee consisting of A. E. Lindau and L. C. Wason 
was appointed to audit the accounts of the Secretary and the 
Treasurer. 

In view of the proposed amendments to the By-Laws, 
it was the sense of the Executive Board that the Nominating 
Committee be instructed to present the names of candidates for 
the offices of President, First, Second, Third and Fourth Vice- 
Presidents only. 

The following committees were appointed: 


Committee on Nomination of Officers: 
P. Austin Tomes (Chairman), New York, N. Y. 
H. S. Doyle, Chicago, Il. 
P. S. Hudson, Louisville, Ky. 
A. J. Maynard, State Farm, Mass. 
H, H. Rice, Denver, Cole: 


Committee on Resolutions: 
Ernest McCullough (Chairman), Chicago, I. 
A. C. Birnie, Ludlow, Mass. 
Edward M. Hagar, Chicago, IIl. 
O. U. Miracle, Minneapolis, Minn. 
Emile G. Perrot, Philadelphia, Pa. 
Ira A. Williams, Ames, Iowa. 


A committee consisting of W. P. Anderson, E. S. Larned, R. 
P. Miller, was appointed to prepare the report of the Executive 
Board. 

The Auditing Committee, consisting of A. E. Landau and L. 
C. Wason, presented a report recommending the appointment of 
two committees, one to look into the best method of increasing 
the revenue of the Association. The committee also recommended 
that the Proceedings of the Chicago Convention be edited, but not 
printed until this committee reports. 

W. H. Ham, E. S. Larned and A. E. Lindau were appointed 
a committee to consider and report ways and means of increasing 
the membership and revenue of the Association. 
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The annual report of the Executive Board, presented by the 
committee consisting of W. P. Anderson, E. S. Larned and R. P. 
Miller, was read and approved. 

It was decided to designate the following sectional commit- 
tees for the coming year: 


Building Blocks and Cement Products. 

Exhibition. 

Fireproofing. 

Insurance. 

Reinforced Concrete and Building Laws. 

Roadways, Sidewalks and Floors. 

Treatment of Concrete Surfaces. 
Adjournment. 


MEETING OF ELECTIVE MEMBERS OF THE EXECUTIVE BOARD HELD 
FEBRUARY 25, 1910, AUDITORIUM HoTEL, CuHIcaco, ILL. 


Present: Richard L. Humphrey, President; Edward D. 
Boyer and E. S. Larned, Vice-Presidents. 
The following officers were elected for the year 1910: 


Vice-Presidents being Chairman of the Sections named. 


Building Blocks and Cement Brodactss W. P. Anderson. 

Exhibition, H. S. Doyle. 

Fireproofing, Rudolph P. Miller. 

Insurance, William H. Ham. 

Reinforced Concrete and Building Laws, Alfred E. 
Lindau. 

Roadways, Sidewalks and Floors, C. W. Boynton. 

Treatment of Concrete Surfaces, Leonard C. Wason. 


Treasurer: 
Heary ©. Turner: 


Adjournment. 


REGISTER OF ATTENDANCE. 
SIXTH CONVENTION. 


Richard L. Humphrey, Philadelphia, Pa. 
Edward D. Boyer, Catasauqua, Pa. 
M. S, Daniels, Suffern, N. Y. 

E. S. Larned, Boston, Mass. 

George C. Walters, Atlanta, Ga. 
George C. Wright, Rochester, N. Y. 
H. C. Turner, New York, N. Y. 

W. P. Anderson, Cincinnati, Ohio. 
C. W. Boynton, Chicago, III. 

H. S. Doyle, Chicago, Ill. 

William H. Ham, Boston, Mass. 

P. S. Hudson, Louisville, Ky. 
Alfred E. Lindau, St. Louis, Mo. 
Rudolph P. Miller, New York, N. Y. 
L. V. Thayer, Minneapolis, Minn. 
Leonard C. Wason, Boston, Mass. 
Edward E. Krauss, Philadelphia, Pa. 


Abbey-Dodge-Brooks Concrete Company, The. Raymond E. 
Brooks, Newark, N. J. 

Aberthaw Construction Company. Leonard C. Wason, Boston, 
Mass. 

Abrams, Duff Andrew, Urbana, III. 

Adams, Adolph, Kendallville, Ind. 

Adkins, H. L., Jonesboro, Arkansas. 

Affleck, B. F., Chicago, Ill. 

Aiton, J. L., Alexandria, Minn. 

Allen, Herbert B., Louisville, Ky. 

Allen, Orrin T., Chicago, Ill. 

Alpha Portland Cement Company, Easton, Pa. 

American Hydraulic Stone Company. Harmon H. Rice, Denver, 
Col. 
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American Steel and Wire Company. H. S. Doyle, Chicago, Ill. 

Anderson, A. O., Lake City, lowa. 

Anderson, Robert, Cincinnati, Ohio. 

Appleton Sewer Pipe Works. M. K. Gochnauer, Appleton, Wis. 

Armstrong Cement Works. P. H. Atwood, Armstrong, Iowa. 

Ash Grove Lime and Portland Cement Company. W. B. Phil- 
lips, Kansas City, Mo. 

Ashland Steel Range and Manufacturing Company. U. S. 
Shelly, Ashland, Ohio. * 

Auerbach, Henry, Brooklyn, N. Y. 

* Ball Brothers. F. L. Ball, Twin Falls, Idaho. 

Ballinger, Walter F., Philadelphia, Pa. 

Ballou Manufacturing Company. W. D. Ballou, Belding, Mich. 

Balyeat, R. M., Van West, Ohio. 

Barnes, Arthur, Pittsburgh, Pa. 

Barry, 2]. jersey City, No. 

Bartlett, G. S., Chicago, Il. 

Bartlett Lumber Company, The. J. L. Bartlett, Greeley, Col. 

Battjes, F., Grand Rapids, Mich. 

Battjes Fuel and Building Material Company. N. H. Battjes, 
Grand Rapids, Mich. 

Baumberger, John R., Kokomo, Ind. 

Beck, J sPsGhicago,alil: 

Bell, H., Ware, Mass. 

Besser Manufacturing Company, The. J. H. Besser, Alpena, 
Mich. 

Beyer, Ira, Mishicot, Wis. 

Binswanger, S. J., Chicago, Ill. 

Bird, C. H., New Haven, Conn. 

Birnie Company, Alexander C. A. C. Birnie, Ludlow, Mass. 

Black, Joseph A., Hoopeston, III. 

Blane Stainless Cement Company. J. Maxwell Carrere, Allen- 
town, Pa. 

Blethyn, Benjamin, Washington, D. C. 

Blystone, Perry L., Cambridge Springs, Pa. 

Bordner and Parker. Amos Bordner, Clinton, Tit: 

Bovee and Son, M., Northville, Mich. 

Brainerd, E. LeRoy, Hoboken, N. J. 
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Brannin, Addison, Aberdeen, Miss. 

Briggs, James E., Waterloo, Iowa. 

Brown Hoisting Machinery Company. George T. Sinks, Cleve- 
land, Ohio. 

Bruck, A. J., Peru, Ind. 

Buser Concrete Construction Company. N. E. Buser, Mount 
Morris, Ill. : 

Bush, R. G., Plainfield, N. J. 

Butler Wood Fiber Plaster Company, The. S. C. Kelly, Butler, 
Pa. : 

Cadwell Silex Stone Company, The. C. W. Cadwell, West 
Windsor, Canada. 

Campbell, James C., Chicago, II. 

Carey Concrete Company. W. H. Carey, Grand Rapids, Wis. 

Carlon Construction Company. George H. Carlon, Oskaloosa, 
Iowa. 

Cement. R. B. Sears, New York, N. Y. 

Cement Age. A.M. Ferry, Philadelphia, Pa. 

Cement and Engineering News. William Seafert, Chicago, III. 

Cement Era. E.S. Hanson, Chicago, Ill. 

Cement Stone and Supply Company. I. F. West, Wichita, Kan. 

Central Concrete Construction Company. P. S. Hudson, Louis- 
ville, Ky. 

Central Construction Company, The. I. A. Andrew, Wooster, 
Ohio. 

Chain Belt Company. John M. Trevor, Milwaukee, Wis. 

Chandler, Dana G., Sylvania, Ohio. 

Chapleau, S. Jefferson, Ottawa, Canada. 

Chapman, Incorporated, C. A. C. A. Chapman, Chicago, IIl. 

Charles, Fred R., Richmond, Ind. 

Chase Foundry and Manufacturing Company. S. M. Chase, 
Columbus, Ohio. 

Chicago Portland Cement Company. J. U. C. McDaniel, Chi- 
cago, Il. 

Clark, Frank E., Bridgeport, Conn. 

Clinton Wire Cloth Company. J. W. Stromberg, New York, 
Ne OY 

Clyde, William G., Pittsburgh, Pa. 
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Cohen, A. B., East Orange, N. J. 

Colby, C. C., Lawrence, Mass. 

Colby, Charles H., Des Moines, Iowa. 

Collier, D. M., Albany, N. Y. 

Collins and Company, W. A. W. A. Collins, Chicago, III. 

Commonwealth Construction Company, The. Fred G. Dreher; 
Denver, Colo. 

Compton, L. L., Wilmington, Ohio. 

Concrete. Walter C. Boynton, Detroit, Mich. 

Concrete Age, The. George C. Walters, Atlanta, Ga. 

Concrete Engineering. Allen Brett, Cleveland, Ohio. 

Concrete Stone and Sand Company, The. A. A. Pauly, Youngs- 
town, Ohio. 

Concrete Stone Company. H. L. Green, Waterloo, Iowa. 

Connell, C. H., Youngstown, Ohio. 

Connelly, P. F., Elreno, Okla. 

Converse and Company, H. P., Boston, Mass. 

Cook, A. B., Petersburg, Va. 

Corn Palace Cement Works. P. P. Comoli, Sioux City, Iowa. 

Corrugated Bar Company. P. D. Gilhan, St. Louis, Mo. 

Corrugated Bar Company. W. S. Thomson, Chicago, Il. 

Crawford, Wesley L., Highwood, Conn. 

Cromar, A. J., Brantford, Canada. 

Crowell, E. H., Crown Point, Ind. 

Crozier, Alfred O., Wilmington, Del. 

Cummings Structural Concrete Company. Robert A. Cummings, 
Pittsburgh, Pa. 

Cunard-Lang Concrete Company, The. A. C. Uhle, Columbus, 
Ohio. 

D. and A. Post Mold Company, The. G. H. Dougherty, Three 
Rivers, Mich. 

Davis, Benjamin Herman, New York, N. Y. 

Davy, Harold M., Ottawa, Canada. 

De Pay, W. B., Kalamazoo, Mich. 

De Smet, George W., Chicago, Il. 

Detroit Fireproofing Tile Company. A. C. Raymond, Detroit, 
Mich. 

Dexter Portland Cement Company. Nazareth, Pa. 
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Dietrichs Clamp Company. Charles Dietrichs, Little Ferry, N. J. 

Dings, L. E., Sylvania, Ohio. 

Dresch, Martin, Pierron, III. 

Drum and Company, A. L. A. L. Drum, Chicago, III. 

Duboyce, William J., Philadelphia, Pa. 

Dyer, Wesley E., Muskegon, Mich. 

Ed, Robert, Moline, Ill. 

Edelman, John, Muskegon, Mich. 

Edison Portland Cement Company, The. Stewartsville, N. J. 

Eilbacher, Joseph F., Elizabeth, N. J. 

Ellendt, John G., Rochester, N. Y. 

Elyria Lumber and Coal Company, The. H. B. Hecock, Elyria, 
Ohio. 

Engineering Record. E. J. Mehren, New York, N. Y. 

Eureka Machine Company. O. S. Case, Lansing, Mich. 

Ewing Concrete Company, The Davis. Davis Ewing, Blooming- 
ton, Ill. 

Fechheimer, S. M., Detroit, Mich. 

Ferro-Concrete Construction Company, The. W. P. Anderson, 
Cincinnati, Ohio. 

Figgie, H. E., Cleveland, Ohio. 

Filson, Charles M., Xenia, III. 

Fisher Hydraulic Stone and Machinery Company. W. H. Fisher, 
Mt, Gilead, Ohio. 

French and Company, Samuel H. Raymond W. Hilles, Phila- 
delphia, Pa. 

Fulton, Harry P., Marshall, Minn. 

Garden City Sand Company. C. B. Shefler, Chicago, Il. 

Genther, William J., Fast Rochester, N. Y. 

Gibson, R. A., Hot Springs, Ark. 

Gilbreth, Incorporated, Frank B. Frank B. Gilbreth, New York, 
INE. 

Gill, J. Robert., Chicago, III. 

Gillespie, Peter, Toronto, Canada. 

Godfrey, Joseph V., Moorhead, Minn. 

Goodman-McCormick. Des Moines, Iowa. 

Good Roads Magazine. E. L. Powers, New York, N. Y. 
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Reinforcement. (See also Curb Reinforcement.) 
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Ottawa woe 


UNIFORM 
STRONG 
DURABLE 


Mecutces or Hie VA, 


aie bao FOR 
ALL USES 


Every 
Barrel 


Guaranteed 


hm < a 
un THAN 
tout ae nt 


Manufactured at NAZARETH, PA. 


Wm... Hartranft Cement Company 


SOLE SELLING AGENT 
Real Estate Trust Building Philadelphia, Pa. 
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ALPHA 


Portland Cement 


Daily Output 
18,000 
Barrels 


Yearly Output 
6,500,000 
Barrels 


The Recognized Standard 
American Brand 


On the market for the past twenty years 
Only one grade manufactured 


A trictly straight Portland which, in uniformity and 
strength, cannot be excelled 


Alpha Portland Cement Co. 


Easton, Pennsylvania 


BRANCH OFFICES 
BoarbD or TRADE Bipc., Boston 
Hupson TERMINAL Buvc., New York 
BuiLpErs’ Excuance, Buffalo 
OLIVER BLDG., Pittsburg 


MARQUETTE BLDG., Chicago 
HARRISON BipG., Philadelphia 
BuILpERS’ Excuance, Baltimore 
NATIONAL BANK Bipc., Savannah 
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SEND FOR OUR BOOKS ON CONCRETE: 


“CONCRETE HOUSES AND COTTAGES,”’ VOLS. I AND II 

These books contain many half-tone cuts (in tint) of photographs together with 
fioor plans of concrete houses ranging in price from $1,000.00 to $450,000.00. 

The houses in this book show a large variety of designs, of several different 
methods of construction. They are not imaginary sketches, but actually built, 
having been designed by the best architects in the country. It is the purpose of 
these books to show what has been and can be done in the way of large and small 


be of material assistance, not only in planning a future home, but in deciding upon 
the material to be used in its construction. Vol. I, Large Houses; Vol. II, Small 
Houses. Size 10x12 inches. Copies will be sent, express prepaid, upon receipt 
of $1.00 per volume. 


““CONCRETE COTTAGES” 

A sixteen-page pamphlet, showing photographs, floor plans and specifications 
for small concrete houses ranging in cost from $1,500.00 to $4,000.00. Cepies free 
upon request, ey ae) 


“CONCRETE CONSTRUCTION ABOUT THE HOME AND ON THE FARM”’ 
The 1909 edition of this book contains 168 pages and over 150 illustrations 
showing many new and practical uses of concrete about the home and on the farm, 
besides full directions for making and handling concrete ; also many specifications, 
sectional drawings, and photographs of the smaller constructions, many of which 
you can build yourself. Copies free upon request. Cloth-bound copies, 25 cents. 


“REINFORCED CONCRETE IN FACTORY CONSTRUCTION” 

A book containing—hbesides several general chapters on concrete, concrete 
aggregate, methods and materials for reinforcement—ten chapters, giving detailed 
descriptions of ten concrete factories and warehouses erected in various parts of 
the country by different systems. Photographs, sectional drawings and Spee 
tions were furnished by the engineers in charge of the work. This book, protege, 
illustrated (two hundred and fifty pages, size 614 x9 inches), pamphlet bound, 
sent free upon request, to architects, engineers and manufacturers who cone. 
plate building. Paper copies, delivery charges, 10 cents; cloth-bownd copies, 


cents, 


“CONCRETE IN RAILROAD CONSTRUCTION” : 

A text-book for railway engineers, containing detailed descriptions, Sigpcan 
and many photographs of railway constructions in which concrete is need eee 
book will be sent free only to railroad officials and railroad engineers. Price, p 


$1.00; cloth $1.50. 


“CONCRETE IN HIGHWAY CONSTRUCTION”’ a et nae 
A text-book for highway engineers and supervisors. t contains c : le 
scriptions, drawings and photographs of every phase of highway ie edpaes aie 
which concrete plays a part. It is the most valuable book ever ee ooh per 
subject. Sent free only to highway officials and highway engineers, rice, pa 
$1.00; cloth $1.50. 
“CONCRETE GARAGES” 
This valuable book should be in the hands of everyone contemplating the fe 
struction of a garage. It contains photographs of many concrete garages, el eet 
with sectional drawings and detailed descriptions as to how they may be 


structed. Sent free upon request. 


“CONCRETE COUNTRY RESIDENCES” 
This book is out of print. We have a few copies left which we will sell at 


THE ATLAS poRtLanp CEMENT CO. 


Daily productive capacity over 50 000 barrels—the largest in the world 
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EXPANDED METAL. 


All Classes of Reinforced Con- 


crete Construction 


Elastic Limit not less than 60,000 Ibs. 
Concentrated Loads Distributed over Large Areas 
Manufactured from Best Grade of Medium Steel 
Shipped in Flat Sheets and of Size Easy to Handle 


Designing Data Booklets sent on request 


roe KNO=-BURN «ne 
DD Expanded Metal Plastering Lath 


The Best and Most Favorably Known 
Metal Lath on the Market 


Perfect Key 
The Only Lath Which Thoroughly Imbeds Itself in the Plaster 
Made in 4 gauges—24, 25, 26 and Gl 


Write for Lath Booklets 


North Western Expanded Metal Co. 


930-950 Old Colony Building CHICAGOSILI: 
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PENNSYLVANIA 


QUALITY 
ALITVNO 


PORTLAND 


PENNSYLVANIA CEMENT CO. 
29 BROADWAY, NEW YORK 


BOSTON PHILADELPHIA  -- BALTIMORE 


VULCANITE 


PORTLAND CEMENT ven 


The following pamphlets are for gratuitous distribution 


By AtBert Moyer, Assoc. Am. Soc. C. E. 


No. 4. Hair Cracks and Crazing on No. 8. Reinforced Concrete Houses 


Concrete. ; (by Benj, A. Howes). 
Hone: Serectlon and Broportion/ot 'AG- a warn eiia ioe Concrete. 
No. 7. Sidewalk Paving. No. 10. Concrete Surface Finishes, 
e 
Vulcanite Portland Cement Co. 
FIFTH AVENUE BUILDING LAND TITLE BUILDING 
Madison Sqr.. New York Philadelphia 


\ 
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| CORRUGATED BAR oN 4 
1410 Bank of Commerce 
ST. LOUIS, MO, 


Nothing Succeeds Like Success 


Mlarsh-Miracle 
Machinery 


has brought SUCCESS to a vast number of 


cement users. The famous 


Muracle Block 


is in evidence everywhere. Our tile molds 
and collapsible culvert forms meet with instant 
favor wherever used —and s0 it is with our 
entire line. 

If you would have Success crown your 
efforts in concrete work, use 


Marsh-Miracle Machinery 


SOLD ON MERIT 


Write for catalog 


MARSH CoO. 


988 Old Colony Building CHICAGO 


Promptness 


in shipments 1s of 
vital importance to the 


cement usef whose storage 
capacity is usually limited and 
whose work is so frequently 
dependent upon weather conditions. 
The big output of this Company, our 
enormous storage bins, the location of our mills 
near large centers of population where abundant 
labor may be had, where large car supplies are 
available, where connections with the numerous 
railroads entering Chicago and Pittsburg can be 


made readily—an efficient Trafic Department 
service—these form the basis of our reputation 


for quick shipments. 

Universal Portland Cement Co. 
Chicago— Pittsburg 

Annual Output 8,000,000 Barrels 


WARNING! To Paint Manufacturers 
e Paint Jobbers and Painters 

Our Cement Filler and Cement Floor Paint are FULLY PROTECTED 
BY PATENTS, and makers and users are WARNED AGAINST IN- 
FRINGEMENT. We were the first to determine that organic acids 
would neutralize the free alkali in cement floors, and have for some years 
been marketing our Cement Filler and Cement Floor Paint. Since these 
materials have been successful, a number of imitations under similar names 
have sprung up, and we warn the trade that our patents are such that we 
will be able to prosecute both manufacturer and consumer. 

Cement Filler and Cement Floor Paint are applied to concrete floors 
for waterproofing, dustproofing and oilproofing, and for the prevention of 
disintegration. We are prepared to grant licenses, but will prosecute to 
the utmost any infringement or imitations. 


“CEMENT FILLER” 


AND 


“CEMENT FLOOR PAINT’ 


(PATENTED) 


Unfinished cement floors wear rapidly, producing dust 
which gets into machinery, causes sparking on dynamos and 
injures merchandise. 

“CEMENT FILLER” applied .to such floors fills up all the 
pores and prevents abrasion. 

“CEMENT FLOOR PAINT” is applied as a finish coat over 
the “‘Cement Filler,”’ assuring a smooth, durable surface which is 
not slippery, does not dust, is oilproof and waterproof, and may 
be cleaned as easily as enamel. Made in six standard shades. 


“TOXEMENT ” 


(PATENTED) 


TWO PER CENT. of “TOXEMENT” added to any concrete, 
waterproofs it in thirty days, up to fifty pounds pressure to the 
Square inch, irrespective of whether the concrete is one inch or 
twenty feet thick. 

“TOXEMENT” is used on some of the largest railway and 
construction work as far north as Canada and as far south as 
the Panama Canal. 

It contains no wax or fatty substances which temporarily 
float to the top and give an imitation waterproof for a short 
time. It produces a distinct chemical reaction between the 
cement and itself which physically fills up all the voids. 

Price in one hundred pound bags is twelve cents per pound. 


TOCH BROTHERS 


Makers of Technical Paints, Enamels 
and Varnishes since 1848 
320 FIFTH AVENUE, NEW YORK WORKS: 
Chamber of Commerce, Chicago, Ill. LONG ISLAND CITY 


Beauty, Durability and Economy recommend in highest terms 


EDISON PorTLAND CEMENT 


for all sorts of buildings 


Its absolute merit is readily recognized in the extensive 


$10,000,000 Chelsea Dock Improvements 


Half a mile of buildings, from Little 12th to 23d Sts., New York City 


See the buildings; note the wide range of uses diverging from the standpoints of 
art and utility due to the use of this cement. 

The possibilities of Edison Portland Cement lie entirely with the architect em- 
ploying it. He secures his object of durability and he develops his original 
ideas for embellishment—all with the same material. 

Edison Portland Cement wil! bind more sand, crushed rock or gravel with greater 
strength than any other brand because it is 


Uniformly 10% Finest Ground in the World 


Specify Edison Portland Cement for the greater strength, greater beauty, greater 
dependability of your work. 


EDISON PORTLAND CEMENT CO. 


General Sales Office 
St. James Building, NEW YORK 


; Branch Offices ‘ 
Pumapevpui, Pa., Arcade Building Newark, N. J., Union Building 
Boston, Mass., Post Office Square Building SAVANNAH, GA., National Bank Building 
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Reliability and Economy are 
combined in a mixer the ulti- 
mate goal has been reached, which 
all users are demanding and towards 
which all manufacturers are striving. 


Wri Durability, Simplicity, 


It has been accomplished 
in the 


NOGHRING 
Hil 
MK 


AR All wearing parts are made extra 
Durability heavy and of the very best mate- 
rial. Every part is thoroughly tested before 
assembling, 


: vot No complicated parts requiring 
Simplicity constant attention. The services 
of expert operators can be dispensed with. 


iahils Gives a more thorough and 
Reliability constantly uniform inirione 
than any other mixer in existence. So 
carefully and so strongly built in every 
part that breakdowns and lay-ups for 
repairs are unheard of. 


It is quick in action, has 
Economy a non-tilting drum ‘and 
is fed from the ground, thus doing 
away with all staging, etc. It re- 
quires fewer men to operate. And 
to repeat, the KOEHRING 
MIXER never has a repair bill 
charged against it. 


Send for new thor- 
oughly descriptive cata- 
lo ve of KOEHRING 
MIXERS ‘and Contrac- 
tors’ Machines. It gives 
many new and interest- 
ing facts about machin- 
ery necessary to produce 
superior concrete. 


KOEHRING STREET PAviInG MIXER 


Koehring Machine Co., 616 Germania Bldg., Milwaukee, Wis, 
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Pittsburgh Standardized 
Reinforcement 


for 


Concrete Beams, Girders, Foot- 
ings, Lintels, Slabs 
and Columns 


The First and Only Strictly Standardized System 


A SYSTEM eliminating all guess work—all subterfuge— 
under which reinforcement can be computed without the 
necessity for specialist. 

A SYSTEM developed on absolutely scientific lines—on 
exact formulas recommended by the ‘‘Joint Committee on 
Concrete’’—in which every ounce of steel is effective under 
stress. 

A SYSTEM in which the production of Medium BASIC 
OPEN HEARTH STEEL—the rolled sections—the electrically 
welded fabrication—the thorough system of testing—are all 
carried out to the finished product in one plant. 

A SYSTEM representing the highest economy and accu- 
racy in placing—no bending—no wiring—no possibility of 
shifting once properly located. 


As Much One Piece of Steel as an I-Beam 


We can guarantee our product because we can 
guarantee our steel 


Pittsburgh Steel Products Co. 


FRICK BUILDING, PITTSBURGH, PA. 
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HAVEMEYER 
DAKS 


‘““FEvery 
Pound 
Pulls’’ 


Used Wherever 
The Reinforcement 
Question Has Received 
PROPER CONSIDERATION 


Address 


THE CONCRETE-STEEL CO. 


27 BROADWAY, NEW YORK 


Agencies in Principal Cities 


Stock in Pittsburg and New York for Rush Shipments 


Cube Mixer Quality 


was the first machine mixer quality of concrete known to engineers on ~ 
a large scale. It was enormously better than any quality previously 
recorded for hand mixing—in fact it set new standards of quality. 


oe 


Austin Cube Mixer—Showing Charging Bucket 
Discharging into Cube 


At first the fact alone was noted; Jater the reason was sought, and was found 
in the peculiar mixing action of a rotating cube journaled at diagonally opposite 
corners. This was a kneading action, which a little study showed was the 
theoretically perfect mixing action for a pasty material. AQ little further study 
demonstrated that it could be secured in no other way than in a cube journaled 
at diagonally opposite corners, and the cube mixer has been improved and 
developed from a crude device, slow in operation and doubtful in action, into the 


Austin Cube Mixer 


the quickest and most accurate mixer on the market today. It turns out per- 
fect concrete. It does not tilt to discharge its batch. It can be operated by 
steam engine, gasoline engine or electric motor. 


Send for Catalogue No. 66 


Austin Cube Mixer Company 
Railway Exchange Chicago, Ills. 
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The Lehigh Brand 


Uniform in Color and Setting Quality and 
High Tensile Strength 
Capacity 11,000,000 Barrels Yearly 


MANUFACTURED BY 


Lehigh Portland Cement Co. 


OFFICES 
Young Building, Allentown, Pa. Rockefeller Building, Cleveland, Ohio 
Traction Terminal Building, Indianapolis, Ind. 
WORKS 
Ormrod, Nos. 1, 2 and 3 - - - Lehigh Co., Pa. 
West Coplay - - - - - - Lehigh Co., Pa. 
Fogelsville - - - - Lehigh Co., Pa. 
Mitchell, Nos. 1 i 2 - - - Lawrence Co., Ind. 
New Castle, Nos. 1 ile 7 - - - Lawrence Co., Pa. 


Wellston Jackson Co., Ohio 
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Miedusa Brand 
White Portland Cement 


Guaranteed to pass 
Standard Specifica- 
tions, 


A true Portland, per- 
fectly white in color. 
Stainless, 


A beautiful product 
adapted to ornamental 
artificial stone work of 
the highest grade. 


For exterior and in- 
terior work where a 
high-grade Portland is 
required, 


Write for sample, pamphlet and prices 


Medusa Waterproofing 


(Pat. April 23, 1907) 
MAKES CONCRETE IMPERVIOUS TO WATER 


GIVES PERMANENT RESULTS AND DOES NOT AFFECT STRENGTH, 
SETTING OR COLOR OF PORTLAND CEMENT 


a INET 


Soulard Public Bath House, St. Louis, Mo. 


Pool, floors, steps and walls surfaced with Medusa Pure White Stainless Portland 
Cement, containing Medusa Waterproofing. Request circular and price. 


Also obtain our price on Medusa Gray Portland Cement 


ANNUAL PRODUCTION 1,500,000 BARRELS 


SANDUSKY PORTLAND CEMENT CO. 
Sandusky, Ohio. U. S. A, 
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WAINWRIGHT 
GALVANIZED STEEL 
CORNER BAR 


For Protecting Edges of Concrete 
Curbs, Steps, Columns, etc. 
The only Effective 


Concrete Edge Protector 
Offered to the Contracting Public 
WAINWRIGHT PaTENTS: 


March 9, 1897 March 26, 1907 
November 22, 1898 August 29, 1907 
May 5, 1903 August 2, 1910 


This bar has been in public use for more 
than ten years as the main feature of the 


WAINWRIGHT STEEL-BOUND 
CONCRETE CURB 


THE BEST IN THE WORLD 


OVER THREE MILLION FEET 
IN USE IN MORE THAN TWO HUNDRED AND FIFTY 
CITIES IN THE UNITED STATES 


ABSOLUTELY NON-BREAKABLE CHEAPER THAN GRANITE 


THIS CURB WILL STAND HARDER USE AND LAST TEN TIMES 
AS LONG AS PLAIN CONCRETE CURBING 


CONTRACTORS can make money by laying this Curb. 
CITY ENGINEERS can save money by specifying it. 
ARCHITECTS are invited to read pages 1278-1279 ‘Sweet's Index.”” 


Handsomer than Granite and much stronger 


Continuous in Construction, hence 
Never Out of Line 


GALVANIZED STEEL CORNER 
BAR Prevents Chipping or 
Breaking on Edges 


This curb is Mechanically Perfect 
and Unequaled for Curved Corners 
METAL PARTS FOR SALE 


Correspondence invited 


CONCRETE Co. 


REAL ESTATE TRUST BUILDING PHILADELPHIA, PA. 
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“QUALITY BRAND” 


“<O K”’ the ‘“‘Western Standard 
of Excellence”’ 


Finest ground, 85% on 200 mesh sieve. 
Uniform color and action. 
High tensile strength with sand. 
Greatest sand bearing capacity. 


OuTPUT 750,000 MILLS aND OFFICE 


BaBRELS ANNUALLY ADA, OKLAHOMA 


RoBerTt W. Hunt Jno. J. Cone Jas. C. HALustep D. W. McNaucGRER 


Robert W. Hunt & Co. 


ENGINEERS 


Bureau of Inspection Tests and Consultation 


WEW YORK CHICAGO PITTSBURG LONDON, E. C., ENG. 
90 West St. 1121 The Rookery Menongahela Bank Bldg. 31 Norfolk House 


SAN FRANCISCO MONTREAL ST. LOUIS MEXICO CITY, MEX. 
418 Montgomery St. Canadian Exp. Bidg. Syndicate Trust Bidg. 20 San Francisco St. 


Tests and Inspection of Cement, Reinforcing Steel and 
all Cement Materials and Products 


Supervision of Construction and | Reports on Cement Properties and 
Tests of Concrete Structures Existing Concrete Structures 


Design of Cement Plants and Inspection 
of Cement Machinery 


Chemical and Physical Testing Laboratories 
‘(ALL MANNER OF TESTS ON ALL CLASSES OF MATERIAL’’ 


Engineers and Inspectors located at all Manufacturing Centers 


Chas. R. Miller Company 


Engineers and Contractors 


L e 
Ms: ENS Concrete Construction 
IS Street Paving, Sidewalks 


MEMPHIS, TENNESSEE 
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America’s Oldest Cement 


SAYLORS 


Portland Cement 


THIRTY-FIVE YEARS 
ON THE MARKET 


———- 


Used by the United States Gov- 
ernment Since 1876 


“It’s Better to Use the Best— 
that’s SAYLOR’S” 


Coplay Cement Mig. Co. 


Sales Office, Pennsylvania Building 
PHILADELPHIA, PA. 
General Office and Works, COPLAY, PA. 
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mw The Best That 


CHICAGO 


cy Can Be Made 


EALERS and contractors desiring to give their 


customers and clients the highest possible 


quality—always uniform, always better than the 


Standard Specifications, always prompt setting and 


hardening, always beautiful in color, always of high 


strength and sand carrying capacity, always sound 


and always reliable, always recommend 


SerrreAGO AX 
p ortland Cement 


We have largely increased our capacity and ship- 
gely } 
ping facilities, insuring a continuation of the superb 


service given our customers in the past. 


duction now 1,200,000 Barrels 


Chicago Portland Cement Company 
108 LA SALLE STREET 
CHICAGO, ILL. 


Booklets on request 
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Fifteen years’ experience in erecting a great variety 
of plain and reinforced concrete structures; 

An organization of men selected for their ability in 
their particular fields and tried by experience; 

An equipment of the most modern machinery; 


Enable us to execute the most difficult concrete 
work quickly, correctly and economically. 


ABERTHAW CONSTRUCTION CO. 


CONCRETE ENGINEERS 
AND CONTRACTORS 


8 Beacon Street, Boston, Mass. 


Sturtevant Ring- Roll Pulverizer 


A Preliminary Grinder 
to from 20 to 60 mesh 


Sturtevant Unit 
Ring-Roll Mill 
Newaygo Screen 

Tube Mill 


This unit produces 
700 bbls. cement per day. 
85% through 200 mesh. 
3% horse power per bbl. 
Wear and tear 3c. per bbl. 


SOLD ON TRIAL 


Send for particulars. 


Situ Mill Company, soston, mass’ 
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| Benjamin A. Howes 
Engineer and General Conttectorn 


15 West 38th Street, New York City 


E have for years specialized 
WI in the finest residence work 

in REINFORCED CON- 
CRETE, and have successfully 
worked out many of the difficult 
and delicate problems which 
arise in the construction and 
equipment of dwelling houses 
in that material. 


We are constantly advancing 
as pioneers in this field, and are 
prepared to act as Engineers and 
Builders of such structures, and 
as Consulting Engineers for their 
design and equipment. 
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THORN 


GEM ENidieGs@l 


8 18-20-22 


Prudential Building 
BUFFALO, N. Y. 


Distributors for 


LEHIGH 


Portland Cement 


WAAR, 


Prices furnished for delivery at all points 


Correspondence respectfully solicited 


Cover the Concrete Field Completely 


Kahn System Products are adapted to any type of 
concrete construction. A special product for each 
use Insures Maximum economy and efficiency. 


Kahn Trussed Bars with rigidly connected diagonal 
shear members, for reinforcing concrete beams, 
Joists, girders, arches, etc. 


Rib Metal, for slabs and conduits. 
Built-up Spiral Hooping, for columns. 
Rib-Bars, for direct stresses. 


KAHN 
_ Oise — 


Reinforced 
Concrete 


Hy-Rib, self-centering reinforcement for floors, 
roofs, walls, partitions, ceilings. 

Rib Lath and Rib Studs, for plaster and stucco. 
United Steel Sash, for fireproof windows. 
Trus-Con Chemical Products, for waterproofing. 
and finishing concrete. 


Kahn System Products have been used in over five 
thousand important structures in all parts of the 
world. If you are interested in reinforced con- 
crete, fireproofing, or waterproofing, write us. 


TRUSSED CONCRETE STEEL COMPANY 


698 Trussed Concrete Building DETROIT, MICH. 
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Unit Construction Co. 


(Controlling Patented Unit Construction Methods) 


Engineers and Contractors 


for all classes of 


Reinforced Concrete Work 


HOME OFFICE: LIGGETT BLDG., ST. LOUIS 


LICENSED COMPANIES 


KANSAS CIT Y—Kansas City Unit Construction Co., Midland Bldg. 
ST. LOUIS—St. Louis Unit Construction Co., Victoria Bldg. 
CHICAGO—Chicago Unit Construction Co., Wolf Bldg. 


SECURITYS 


Portland Cement | 


Annual Capacity 
700,000 Barrels 


Every barrel meets Standard 
Specifications 


PORTLAND | 
CEMENT 


The ideal material for waterproofing 
concrete and all forms of cement work. 


SECURITY CEMENT & LIME CO. 


EQUITABLE BUILDING, BALTIMORE 
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Roebling 


Concrete 
Fireproofing 


Roebling 3i2%4274 


Roebling meartath 


The Roebling Construction Co. 


Metropolitan Tower 


New York 
BRANCHES 
BOSTON PHILADELPHIA CHICAGO 
BALTIMORE SAN FRANCISCO MONTREAL 


BUFFALO MEXICO CITY 


Ransome Mixer with Discharge Chute in 
Position to load Ransome Concrete Cart 


Ransome Mixers 
FOR 1910 


There are no complicated parts to 
go wrong in the Ransome. Only 
four wearing parts. No other 
mixer has so few. This simplicity 
is the result of careful study and 
long experience. Simplicity keeps 
cost and maintenance down. 


Ransome Concrete Machinery Company 
DUNELLEN, N. J. 


—$_— 
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ACADEMIC Group, We S. Navan Reape! cements 
Ernest Flagg, Architect 
BUILT ON RAYMOND CONCRETE PILES 


We Placed the First Concrete Pile in the 
United States in June, 1901 


More than 75 per cent. of the concrete piles 
in this country are now being placed by us 


WE have placed concrete piling in almost every 
section of the United States; in such widely 
varying soils as the blue clay of Chicago; the silt 
of the Missouri River, and the sandy beaches of 
Coney Island and Atlantic City; in the founda- 
tions of structures ranging from manufacturing 
plants, docks, gas holders and smoke-stacks, to 
viaducts, office buildings, hotels and private 
residences. 


OUR organization is not merely skilled and 

experienced in the designing, making and 
placing of concrete piling to meet any condition 
where piling is necessary; it is also qualified by 
experience to design and build difficult founda- 
tions, docks, piers, bulkheads, sea-walls, retain- 
ing walls and other types of reinforced concrete 
structures, 


O UR 164-page catalog describes in detail our methods and, 
as well, some of the more notable contracts that we have 
executed. Free on application at any of our offices. 


RAYMOND CONCRETE PILE Co. 


NEW YORK 
PHILADELPHIA 


CHICAGO 
BALTIMORE 


ST. LOUIS 
PITTSBURGH 


PORTLAND, OREGON,.Worcester Building 


ONE oF THE NEw CONCRETE PIERS BUILT B 


7 US FOR THE CITY OF BALTIMORE 


THE JOHN C. WINSTON CO. 


PRINTERS 
PUBLISHERS 


COMMERCIAL PRINTING 


OF THE VERY HIGHEST 
POSSIBLE ORDER 


GENERAL MANUFACTURERS 


OF 
HIGH-CLASS BOOK AND 
MAGAZINE 
PUBLICATIONS 


SCIENTIFIC PUBLICATIONS 
CONVENTION PROCEEDINGS AND 
MONOGRAPHS 


WINSTON BUILDING 
1006-08-10-12-14-16 ARCH ST., PHILADELPHIA, PA. 


UNION SAND & MATERIAL Co. 


ST. LOUIS KANSAS CITY MEMPHIS, TENN. 
Long Building Teunessee Trust Bldg. 


Liggett Building 


MANUFACTURERS OF 


RED 
ring AG 


Brand of 
Portland Cement 


at 


rah Louis, Mo. 


Portland Cement 


at 


Kansas City, Mo. 


Highest Grade of Pure Portland Cement 
Light in Color 
High in Tensile Strength 


Especially Recommended for Block and 
Sidewalk Construction 


Address 


UNION SAND & MATERIAL Co. 


LIGGETT BUILDING, ST. LOUIS, MO. 
LONG BUILDING, KANSAS CITY, MO. 


NONE BETTER 


Finely Ground 
Uniformity and Soundness 


WILLIAM G. HARTRANFT CEMENT CO. 
Sole Selling Agent 
PHILADELPHIA, PENNA. 


WORKS,PENN-ALLEN,PA 


EIGHT YEARS OF SUCCESS HE reference library of 
=e) a ae Lae every architect, engineer 
The Celebrated and contractor will be incom- 
7 plete without a complete set of 
Limestone Brand the Proceedings of fhe 
Portland Cement NATIONAL ASSOCIATION 


Used by the U. S. Government in their OF 
Ohio River and tributaries work 


Used by the railroads in Ken- CEMENT USERS 
tucky, Ohio, West Virginia and 
Virginia during the past six 


Vou. I (114 pages). . .$3.00 


years. 
ei cae “" TT (08 pages)... 5.00 
ee ase oe pass all the 5 UIINGS4 i paces)ememorCG 
standar specincations, 
Bee! eeckas lige O., ‘* IV (458 pages)... 5.00 
rarely Oho, indiana Repel ee asa) 
t o ‘ 
see andl Nocti Gageien. Sie ae ABE CEI Eo SEY 
‘ Peay ee eb hg eee By ORDER NOW 
sg OI (Ce ISI By, 17, ; 
T. & L. Ry., or Ohio River. Some editions nearly exhausted 
Write for Prices 
THE IRONTON PORTLAND eee 
CEMENT COMPANY CATIONS 
IRONTON, OHIO 25 cents a copy 


Newaygo Portland 
Cement Co. 


SALES) Michigan Trust Building 
OFFICE { Grand Rapids, Michigan 


i iy 


ad aie eee 


1,800 Barrels Rock Cement Daily 


WORKS AT NEWAYGO, MICH, 
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Howarp CHAPMAN, Architect 


Tea Co., JERSEY CiTy, 


Speed, Economy and 
Satisfaction 


are obtainable with reinforced concrete when such a techni- 
cally trained and experienced organization as ours is em- 
ployed. The building shown above was erected at the rate of 
a story each week, and represents the highest development 
in design and construction methods with reinforced concrete. 


Turner Construction Co. 


Consulting Engineers and Contractors 


Main Office, 11 Broadway, New York City 


BRANCH OFFICE 


1 
WAREHOUSE AND POWERHOUSE FOR THE GREAT ATLANTIC AND PACIFIC 
312 Prudential Building, Buffalo, N. Y. 
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| 
WATERPROOFING 


The Hudson and Manhattan 
R.R., builders of the McAdoo 
Tunnel System, has success- 
fully waterproofed 2 miles of 
concrete tunnel below tide 
level with 


Keystone 
Waterproofing 


This waterproofing, which is a 
dry powder, was added to the 
concrete. at_the mixer: The 
entire mass of the concrete was 
made waterproof —not the out- 
side or inside of the walls. The 
saving on this work compared 
to the membrane method for- 
merly used was $250,000. 


Does not injure permanent 
strength of cement, or retard 
setting. 


Can be used with economy and 
assurance of result wherever 
cement is used. 


HARRISON WATERPROOF MATERIALS CO. 
30 Church Street, New York City 


Fireproof Schools of 
Reinforced Concrete 


CrenTRAL AVENUE ScHooL, Maonison, N. J. 
H. King Conklin, Architect, Newark, N. J. 


School Buildings Our Specialty 


Cost less than Brick and Wood and will not 
burn. Highest type of sanitary construc- 
tion. Concrete Buildings Built Anywhere 


JAMERICAN SYSTEM 
MANENT AS THE PYRAMIDS” 


TRADE MARK 


ot 


American Concrete-Steel Company 
Engineers and Contractors 


718 UNION BUILDING, NEWARK, N. J. 


Concrete Arch, L.S. & M.S. R. R., at Painesville, O. Waterproofed 
throughout with Pitch and Felt. 


Pitch and Felt Waterproofing 


Engineers generally recognize that alternate layers of Coal Tar, 
Pitch and Tarred Felt are the most satisfactory materials for water- 
proofing that have ever been devised. 


Forty years of experience has proven conclusively that these materials 
are absolutely unaffected by exposure to underground dampness. Such 
waterproofing, after being used 30 to 40 years, was exhumed by the 
N;, YeCaReRewihen excavating for the terminal improvements in New 


York, and was found by the Chemists of this Company to be absolutely 
unchanged. 


When used with concrete, Pitch is absolutely unaffected by the con- 


tact, whereas practically every other bituminous material is affected and 
gradually loses its efficiency. 


Pitch and Felt waterproofing also has enough elasticity so it will 


adjust itself to the slight settling and checking of concrete—a very 
essential feature. 


For waterproofing work where the very best results are desired, we 
recommend the use of our Barrett Specification brands of Pitch and Felt. 
They are being used by the foremost engineers everywhere. 


The illustration above is that of the reinforced concrete bridge of the 
aS ove Geers R., at Painesville, Ohio. ‘Phis is said to be the largest 


railroad concrete bridge in the country, and it is waterproofed throughout 
with our Specification brands mentioned above. 


We should be glad to send further information to any one interested, 
on request. 


<a 
BARRETT MANUFACTURING COMPANY eke 


New York Chicago . Philadelphia Boston Cleveland Pittsburg Cincinnati 
Kansas City Minneapolis New Orleans St. Louis London, Eng. 
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WHITE | 


Fireproof Construction 
Company 


286 FIFTH AVENUE, NEW YORK 


—=—_—— 


Concrete Fireproofing 
Concrete Stairs 


Metal Furring and Lathing 


WHITE INTEGRAL 
FURRING SUPPORTS 
for Metal Lath Ceilings 


PHILADELPHIA ATLANTA BALTIMORE 
TORONTO MONTREAL 


Canada Cement 
Company 


Limited 


MANUFACTURERS OF HIGH GRADE 


PORTLAND 
CEM E Nes 


Mills at Sales Offices: 
Montreal, Gs <== 
eared Head Office: Montreal 
Marlbank, O 
Belleville Ont ™M ] Toronto 

Le . e 
Fowcatont om. IWLONtYeAL — Winnipeg 
wen ound 


Caigayy tales Calgary 


In Seven Years 


One Hundred and Eleven 
Million Square Feet 


of 


CLINTON 
Electrically Welded Wire 


used for 
Reinforcing Concrete 


Specilied by the biggest people 
for the biggest work 


Clinton Wire Cloth Co. 
Clinton, Mass. 


ALBERT OLIVER 
New York San Francisco, Cal. 


Concrete Products Co. 


35 West 32d Street 
NESW? 7 YO RK: 


MANUFACTURERS 


OF 


CONCRETE HOLEOW TICE 


‘*’Tilecrete”’ 
AND 


ASSEMBLED REINFORCEMENTS FOR 
CONCRETE STEEL STRUCTURES 


“UNIT SYSTEM” 


DEALERS IN 
Reinforcing Rods, Portland Cement, Sand, 


Limestone Screenings, Stucco Aggregates 


TELEPHONE 
6370 Madison Square 


WORKS 
Flushing, Long Island 
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HENNEBIQUE 


A short time ago we were asked 


“Is ‘HENNEBIQUE’ French for Concrete?’ 


“Hennebique” is synonymous with Reinforced Concrete con- 
struction the world over. 300 licensed contractors have erected 
over $1,000,000,000 worth of buildings designed in this system in 
the last twenty years. 


Tuomson Meter Factory, Bripce Sr., BRooKiyn 
Erected November, 1908—April, 1909 
L. E. Jallade, Architect 


The Hennebique Construction Co. 


ENGINEERS AND CONTRACTORS 
Main Office-—1170 Broadway NEW YORK CITY, N. Y. 


TUCKER & 
VINTON 


Se 


CONCRETE 


TERMINAL BUILDING 
41st Street and Park Avenue 


NEW YORK 


RRO Sigs 


STANDARD SAND 
FOR 
CEMENT TESTING 


Washed, Steam Dried and Screened 


OTTAWA WHITE SAND 


FACING CONCRETE BLOCKS 
Unexcelled ORNAMENTAL CONCRETE STONE 
for WHITE PLASTER 
EXTERIOR PLASTERING, ETC. 


SEE OUR EXHIBITS 


New York Cement Show Chicago Cement Show 
Space 122 Space 11 
December 14-20, 1910 February 17-23, 1911 


OTTAWA SILICA CO. 


OTTAWA, ILLINOIS 
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INDUSTRIAL 
ENGINEERING CO. 


Engineers «« Contractors 


Reinforced Concrete and 
General Building 
Construction 


HUDSON TERMINAL BUILDING 
30 Church Street, New York 


Albany Office Telephone 
100 STATE STREET 7815 Cortlandt 


ae 


Books on Cement and Concrete 


TAYLOR—THOMPSON 
TREATISE ON CONCRETE, PLAIN AND REINFORCED 


Second Edition, Revised and Enlarged. 8vo. xli+8 
figures. Cloth, $5.00. 8 vo. xli+821 pages. 249 


TURNEAURE—MAURER 

PRINCIPLES OF REINFORCED CONCRETE CONSTRUCTION 

8vo. Cloth. Second Edition, Revised and Enlarged. $3.50. 

WATERBURY 

CEMENT LABORATORY MANUAL 

12mo. vii+122 pages, 28 figures. Cloth, $1.00. 

RICE 

CONCRETE-BLOCK MANUFACTURE; PROCESSES AND MACHINES 


8vo. xiv+152 pages, 46 half-tone cuts. Cloth, $2.00. 


TRAUTWINE 
CONCRETE 
200 pages, 60 figures. Cloth, $2.00, net. 
RICHEY 


THE BUILDING MECHANICS READY REFERENCE 
Cement Workers’ and Plastercrs’ Edition. 16mo. vi+458 pages, 
193 figures. Morocco, $1.50, net. 
PATTON 
A PRACTICAL TREATISE ON FOUNDATIONS 
Explaining fully the principles involved. Supplemented by arti- 
cles on the use of Concrete in Foundations. 8vo. Cloth. $5.00 
BAKER 
A TREATISE ON MASONRY CONSTRUCTION 
ee xvi+746 pages, over too tables, and 244 illustrations. Cloth, 
5.00. 


HYDRAULIC CEMENT 
Its Properties, Testing, and Use. Second Edition, Rewritten. 
12mo. x +300 pages, 34 figures. Cloth, $2.00. 

ECKEL 
CEMENTS, LIMES, AND PLASTERS: THEIR MATERIALS, MANU- 
FACTURE, AND PROPERTIES 

By Edwin C. Eckel, C.E., Assistant Geologist, U. S. Geological Sur- 
vey. 8vo. xxxiv+712 pages, 165 figures, 254 tables. Cloth, $6.00, 
net. 


SPALDING 


HOWE 


SYMMETRICAL MASONRY ARCHES 
Including Natural Stone, Plain-concrete, and Reinforced-concrete 
Arches. 8vo. x+170 pages, many illustrations. Cloth, $2.50. 


JOHN WILEY & SONS 


43 and 45 East 19th Street NEW YORK CITY 


London: CHAPMAN & HALL, Limited 
Montreal, Canada: RENOUF PUB. CO. 
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Peninsular 
Portland Cement 


Specified by Leading Architects and 
Engineers for High Grade Work 


COWHAM SYSTEM Jackson, Mich. 


“NEW CASTLE" 


RICKETSON’S 
MINERAL 


COLORS 


Have long earned, by their 
great strength, brilliance, 
and perfect mixing quali- 
ties, the premier place as a 
coloring 


For Cement 


Mortar, Brick, Stone, Etc. 


Red, Brown, Buff, Purple and 
Black. Twenty years’ exposure 
to weathering has proved their 
absolute permanence. They never 
crock, never run, and 


They Never Fade 


Ricketson 
Mineral Paint Works 
MILWAUKEE 


—=——Strength-Durability 
HIGHEST QUALITY 


Portland Cement 


is made from 


Nature’s Best Raw Materials 
by our 
RELIABLE 


“NEW CASTLE” 


PROCESS 


For discriminating buyers 
who want 


THE BEST CEMENT MADE 


REFERENCE: ANY CUSTOMER 


Printed information on request 


NEW CASTLE 
PORTLAND CEMENT CO. 
New Castle, Pa. 


ae iy a 


NATIONAL ASSOCIATION OF CEMENT USERS. 


PHILADELPHIA, PA. 


Everyone identified with the cement and allied 
industries should be a member of this Associ- 


ation. The annual 


are but $5.00. 


The papers and discussions in the Proceedings present practical infor- 
mation on all phases of the use of cement and should be in 
the hands of every architect, engineer and contractor. 


YOUR PROFITS 


Are in direct proportion to your 
manufacturing cost 


Let us prove to you that 
IDEAL equipment will im- 
prove the quality of your 
product and reduce your manu- 
facturing cost 50%. 


Ideal Concrete Machines 
are the result of organization 
and high class mechanical 
skill. They are not ‘‘as good 
as others,” but are original in 
themselves and admirably 
adapted to modern building 
contractors’ methods. Con- 
crete stone when made by : 
Ideal machines and by Ideal : tee 
methods rank with the best Ideal Automatic Tamper, with Ideal 


Block Machine, equipped with Scraper 
and Finisher Attachment 


building material and may 
be produced at a mere frac- 
tion of the cost. 
We make 
Block Machines 
Brick Machines 
Sill and Lintel Machines 
Automatic Power Tampers 
Mixers and Ornamental Molds 
Sewer Pipe and Drain 
Tile Molds 
Fence Post Molds 
Waterproofing and Colors and 
Various Accessories and 
Attachments 


Ideal Block Machine, equipped with ° ‘ 
Brick Attachment Send for our catalogs. 


IDEAL CONCRETE MACHINERY CO. 


LONDON, ONTARIO SOUTH BEND, INDIANA 
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Peerless Portland 
Cement Co. 


Manufacturers of the 
Highest Grade Port- 
land Cement only 


UNION CITY - - MICHIGAN 


ate 
This is tx Certify that 
~ > Richard £. Humphiry~ > 
Acute r 
Sf Vika : Ree A folly hill th Mor VEEL va 
ey . i 
ported by ty Charles aul Vy Sans 
Q Soe OPP fee hs 
Se ee re | 


HAVE YOU SECURED YOUR MEMBERSHIP CERTIFICATE 2? 
Parchment Paper, $1.50 Parchment, $2.50 
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OURS BUSINESS LS TO 


WATERPROOF 
PORTLAND CEMENT 


OF ANY BRAND 


TERPRO 
[ PORTLAND ———— 


MCCORMICK 


Engineers Contractors 


Manufacturers of 


Waterproofing Compound 


SEVEN CENTS PER LB. F.O.B. Any R.R. Station 


We loan free of chargea hand or Power Mixing Machine 


The cost of our product and method of mixing render 
the use of any other material or system prohibitive. 


Executive Offi 


ces 
Bank of Commerce Bldg. 


Laboratory and Works h4 bd * 
Second ard Decks St, St Louis, Missouri 


PERS 
THE 


Lawrence Cement Company 
1 Broadway, New York 


yragon 


PORTLAND CEMENT 


Lawrence Portland Cement Co. 
Harrison Building, Philadelphia : 


WM. P. CARMICHAEL CO 
ENGINEERS AND CONTRACTORS 


WE DESIGN AND BUILD 
REINFORCED” CONCRETE STRUCTURES 
CONCRETE BUILDINGS 
BRIDGES, VIADUCTS 
RAILROAD STRUCTURES 


MONOLITHIC “RAFT? FOUNDATIONS 
SUITABLE FOR UNSTABLE SOILS. DESIGNED 
AND CONSTRUCTED UNDER BOND 


SS ———HOME OFFICE— 


FULLERTON BUILDING, ST. LOUIS, MO. 


— BRANCHES = = 
CHICAGO, QI DEARBORN STREET WILLIAMSPORT, IND. 
KANSAS CITY, MIDLAND BLDG, MEXICO CITY, MEX. 


ee, 
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HY DRE 


THE WATERPROOFING FELT 


600,000 GALLON RESERVOIR AT Cos CoB Power Prant N. Y., N. H.& H.R. R, 
(WESTINGHOUSE CHURCH KERR & Co., Engineers) 


WATERPROOFED IN 1906 WITH FIVE LAYERS HYDREX FELT 
CEMENTED TOGETHER WITH HOT HYDREX COMPOUND 


“The Membrane Method” 


is not affected by, but yields to, the settlement, contraction, 
expansion and cracking of concrete. 


Hydrex Preservative Paint 


For dampproofing walls, back of Bedford stone, hollow terra cotta tile under stucco; 
protecting tin, iron, steel, etc. Plaster strongly adheres to it. 


THE HYDREX FELT & ENGINEERING COMPANY 


Manufacturers and Specialists in Wacerproofing Materials 


WASHINGTON, D.C. 120 LIBERTY STREET Factories 


Colorado Bldg. NEW YORK RAHWAY, N. J, 
“When in Water Remember Hydrex’’ 


Ti 


A House Built of 


GIANT 


Portland Cement 


REINFORCED CONCRETE with UNTREATED SURFACE 


DAMP-PROOF and FIRE-PROOF 
Walls 


Send for our free booklet describing this 
house. It contains many facts of inter- 
est to the architect working in concrete 


American Cement Company 
Philadelphia 
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Cement Brice: aud Gurtice Finish — ea: 
Work cannot be satisfactory unless _ sil 
the color, working qualities, setting — 


time and strength of the cement | 
are always the same--DEXTER. 


Sole Agents 


“York Ave. Youre: and Callowhill Sts. 
PHILADELPHIA 


“Established 1844. 


ib 


A 


ALMA ‘CEMENT CO, Wfelitay| nie, 


ALSEN’S AMERICAN PORTLAND Coane 
~~ WORKS., 45. Broadway, New York, N. Y 


Pennsylvania | Building, Philadelphia, Pa. 


CO., R. A. Long Building,’ Kansas City,Mo. 


ATLAS PORTLAND CEMENT COMPANY, 
~. 30 Broad Street, New York, N. Y. 


sae {BURT eh aes CEMENT co., Bellevue, 
fi c 
CASTALIA PORTLAND CEMENT CO., Publi- 
cation Building, Pittsburg, Pa. « 
‘CHICAGO PORTLAND CEMENT CO., 108 
\ LaSalle Street, Chicago, Il. : 
“COLORADO PORTLAND CEMENT co., $ 
~ Denver, Colo. ; 
CONTINENTAL PORTLAND CEMENT co., 
St. Louis, Mo.- 
‘ COPLAY CEMENT MFG. CO., ‘s18. Penn- 
“. = sylvania Bldg., Philadelphia, Pa. 


DEWEY PORTLAND CEMENT CO., Scarritt \ 


Building, Kansas City, Mo. 
DEXTER PORTLAND CEMENT co., 
Nazareth, Pa. 
DIAMOND PORTLAND. CEMENT co., 
*., Williamson Building, Cleveland, Ohio.” 
- DIXIE PORTLAND CEMENT CO., Richard 
é City, Tenn. 
EDISON PORTLAND CEMENT CO., Stew- 
artsville, N. J. 
-EGYPTIAN PORTLAND CEMENT CO., 
Fenton, Mich. 
ELK CEMENT & LIME’:CO., Elk Rapids, 
Mich. 
GERMAN-AMERICAN PORTLAND 
CEMENT WORKS, LaSalle, Ill. 
GLENS FALLS PORTLAND CEMENT CO., 
Glens Falls, N.Y: 
THE HECLA COMPANY, 808 Penobscot 
Building, Detroit, Mich: 
HELDERBERG' CEMENT. CO., 
Street, Albany, N. Y. 
HURON PORTLAND CEMENT CO., Ford 
Building, Detroit, Mich. 
IOLA PORTLAND. CEMENT CO,, 
Kansas. 
IOWA. PORTLAND CEMENT CO.; ‘Des 
Moines, Iowa. 
LAWRENCE CEMENT CO., Siegfried, Pa. 
LOUISVILLE CEMENT CO., Speeds, Ind. 


rigs ee cae CEMENT MFG. CO., La Salle, 


78 State 


lola, 


ORCS PORTLAND CEMENT ,CO., 
Humboldt, Kansas, 


Ass: I ‘ 
is solely an ‘Educational a ier 
: "posed of the following Members: 


| NEWAYGO PORTLAND ‘CEMENT 


AMERICAN CEMENT CO. OF NEW. JERSEY 


"ASH GROVE LIME & PORTLAND CEMENT — 
| omEcA PORTLAND CEMENT 0, ones- 


BATH PORTLAND CEMENT CO., Bath, Pa. 2 


“Detroit, Mich. - 


Grand Rapids, Mich. > 
i NORTHWESTERN STATES - -PORTL 
‘CEMENT CO., Mason City, Towa. 
OKLAHOMA PORTLAND CEMENT 
‘Ada, Oklahoma. x 


ville, Mich. ~~ : 
PACIFIC PORTLAND, (CEMENT co., Paci 
Building, San Francisco, Cal. 4 
| PEERLESS PORTLAND CEMENT co 
i. Union City, Mich, 
PENINSULAR PORTLAND CEMENT co 
Jackson, Mich. |: 
PENNSYLVANIA poe COs 29 Broad- 
way, New York, N. Y. = 
PHOENIX CEMENT CO., Mazecees, Pa. . % 
PORTLAND (CEMENT COMPANY (OF e 
UTAH, Salt Lake City, Utah. 5 
SANDUSKY PORTLAND CEMENT £0, 
Sandusky, Ohio. 3 
SECURITY CEMENT 8: LIME co, Balti- 
“more, Md. 
SOUTHWESTERN STATES “PORTLAND. ‘ 
CEMENT CO., Dallas, Texas. 
STANDARD | PORTLAND CEMENT c0., 
| Charleston, S.C, ge 
STANDARD PORTLAND CEMENT COR- sie 
PORATION, Crocker Bldg., sage Fran- Ae a 
- cisco, Cal: ieee 
THE. SUPERIOR PORTLAND CEMENT ES 
~~ CO., Cincinnati, Ohio, ~~ .*, ENS 
TEXAS PORTLAND CEMENT CO., , Cement, og 
Texas. "fs 
UNION SAND & MATERIAL eo ‘Liggett a 
Bidg., St. Louis, Mo. ec 
UNITED. KANSAS PORTLAND CEMENT 
-CO., Iola, Kansas. Ne 
UNIVERSAL PORTLAND CEMENT CO., 
115 Adams Street,’ Chicago, Ill. poss 
VIRGINIA . PORTLAND. CEMENT. CO., a 
5 Nassau Street; New) York, N.Y... : 
VULCANITE PORTLAND CEMENT | CO., 
Land Title Bldg., Philadelphia, Pa. ° 
WABASH PORTLAND CEMENT CO., Ford’ 
Building, Detroit, Mich. 
WAYLAND . PORTLAND CEMENT co. 
Wayland, N. Y. 
WESTERN PORTLAND «CEMENT. CO., 
135 Grand Avenue, Milwaukee, Wis. ~ 
WESTERN, STATES PORTLAND CEMENT 
CO.; Jackson, Mich. 
WHITEHALL PORTLAND CEMENT CO., 
Land Title Bldg., Philadelphia, Pa.’ 
WOLVERINE PORTLAND CEMENT CO,, 
Coldwater, Mich. 
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